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Abstract. 

The  term  “manpower  and  personnel  integration”  (MANPRINT)  was  coined  in  1984  by  General  Richard  H. 
Thompson,  Commanding  General  of  the  U.S.  Army  Materiel  Command.  MANPRINT  became  an  official 
Directorate  in  the  Office  of  the  Deputy  Chief  of  Staff  for  Personnel  (ODCSPER)  in  1987.  In  1991  MANPRINT 
was  expanded  to  include  Automated  Information  Systems  (AIS)1. 

This  report  is  the  second  edition  of  this  document  and  references  583  MANPRINT  Assessments  and  evaluations 
performed  by  the  MANPRINT  community  as  required  by  Army  Regulation  602-2:  that  were  conducted  by  the  U.S. 
Army  between  1953  and  the  date  of  this  report  in  2009.  New  to  this  edition  are  443  reports  produced  by  the  Army 
test  and  evaluation  (T&E)  community  from  1979  that  address  MANPRINT  issues  and  are  regulated  by  Army 
Regulation  73-1 3.  Covering  both  of  these  categories  there  are  a  total  of  1026  assessment  reports  related  to 
MANPRINT  that  are  reported  in  this  bibliography  that  are  covered  under  AR  73-1  and  AR  602-2. 

While  the  MANPRINT  program  was  officially  established  in  the  late  1980’s,  there  had  been  work  in  what  was  to 
become  many  of  the  MANPRINT  domains  going  back  many  years.  Searches  of  the  available  archives  in  various 
Army  organizational  databases  and  files  produced  study  reports  from  1953  onward  for  work  for,  and  related  to,  the 
official  MANPRINT  program  and  from  1979  onward  for  T&E  related  work. 

Readers  and  users  of  this  bibliography  are  encouraged  to  contact  the  author  if  additional  studies  and  reports  are 
discovered,  or  are  known  to  exist,  so  that  they  can  be  included  in  future  editions  of  this  work. 

Point  of  Contact: 

Dr.  Sam  E.  Middlebrooks 
Chief,  Fort  Hood  Field  Element 
U.S.  Army  Research  Laboratory 

Human  Research  and  Engineering  Directorate,  ATTN :  AMSRD-ARL-HR-MV 
Hq.,  USAOTC,  91012  Station  Ave. 

Fort  Hood,  Texas  76544-5073 

Phone:  (254)  288-9379  DSN:  738-9379  FAX:  (254)  288-1691 
Sam.Middlebrooks(Sjus.  army,  mil 


1  http://www.manprint.armv.mil/manprint/domains.html 

2  U.S.Army.  (2001).  Army  Regulation  602-002.  Soldier-Materiel  Systems:  Manpower  and  Personnel 

Integration  (MANPRINT)  in  the  System  Acquisition  Process.  1  June  2001.  Headquarters, 
Department  of  the  Army.  Washington,  D.C. 

3  U.S.Army.  (2006).  Army  Regulation  073-001.  Test  and  Evaluation:  Test  and  Evaluation  Policy.  1 

August  2006.  Headquarters,  Department  of  the  Army.  Washington,  D.C. 
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1.  Introduction. 

This  section  provides  a  general  overview  of  this  bibliography  along  with  comments  on  how  to  best  utilize  it  in  both 
its  manual  and  automated  forms. 

This  publication  is  intended  for  those  MANPRINT  practioners  who,  for  whatever  reason,  need  to  know  if  or  what 
MANPRINT  work  has  been  performed  on  a  particular  system  or  system  type  and  when.  Also,  an  inquiry  might  take 
the  form,  ‘ . . .  well,  I  know  that  Joe  Smith  did  a  study  on  a  like  system  a  few  years  ago. . .  ’.  This  bibliography  also 
serves  this  type  of  inquiry  and  can  provide  a  reference  on  which  systems  have  been  studied  and  when.  The 
significance  is  that  when  a  new  system  study  is  being  contemplated  or  started  then  one  of  the  first  things  the 
principal  investigator  (PI)  is  interested  in  is  what  issues  have  been  identified  for  this  type  of  system  in  the  past  to  use 
as  a  benchmark  to  see  of  the  new  system  is  being  designed  with  the  same  problems  in  it  that  historical  knowledge 
has  shown  to  be  a  problem. 

Because  of  the  size  this  report  has  been  divided  into  3  volumes.  Volume  I,  titled  the  Index,  consists  of  an 
introduction  to  the  series  and  a  set  of  table  oriented  indexes  designed  to  give  the  reader  the  ability  to  focus  into  a 
desired  past  study  when  only  limited,  or  no,  knowledge  exists.  All  the  index  tables  contain  the  columns  of  year  of 
the  study,  short  name  for  the  study,  long  name  for  the  study,  and  type  of  study,  i.e.,  a  MANPRINT  Assessment 
(MA)  or  a  Test  &  Evaluation  Report  (T&ER). 

Volume  II  contains  the  annotated  bibliography  of  the  583  MA  reports  reviewed  by  this  paper.  MANPRINT 
Asssessments  are  performed  according  to  the  direction  of  AR  602-2.  They  consist  of  an  evaluation  of  all  7 
MANPRINT  domains  and  a  summary  of  the  findings.  The  approving  authority  for  these  MAs  is  the  DA  G1  for 
MANPRINT.  Once  the  MA  has  been  approved  by  this  office  it  is  used  as  an  input  document  for  ASARC  and 
Milestone  Decision  Reviews  for  the  system  being  evaluated.  The  lead  performing  organization  for  MAs  is  the 
Human  Research  and  Engineering  Directorate  (HRED)  of  the  U.S.  Army  Research  Laboratory  (ARL).  ARL-HRED 
will  perform  the  MPT  and  HFE  portions  of  the  MA  directly  and  will  coordinate  with  other  agencies  for  the  other 
domain  reports  as  appropriate.  ARL-HRED  will  then  consolidate  all  of  the  domain  reports  into  a  draft  MA  and 
forward  it  to  DA  G1  -  MANPRINT  for  approval. 

Volume  III  contains  the  annotated  bibliography  of  the  443  T&ERs  reviewed  by  this  paper.  A  T&ER  is  a  system 
evaluation  performed  according  to  AR  73-1  for  all  systems  in  development  in  the  Army  except  those  developed  by 
MEDCOM  and  SOCOM.  The  U.S.  Army  Test  and  Evaluation  Command  (ATEC)  conducts  these  evaluations 
according  to  AR  73-1  through  its  subordinate  commands  the  U.S.  Army  Evaluation  Center  (AEC),  the  U.S.  Army 
Development  Command  (DTC),  and  the  U.S.  Army  Operational  Test  Command  (OTC).  The  Test  &  Evaluation 
(T&E)  process  is  very  structured  and  typically  produces  a  series  of  documents  related  to  the  system  under  test  that 
may  include  (as  required)  an  event  design  plan  (EDP),  a  test  data  report  (TDR),  and  a  system  evaluation  report  or 
operational  test  agency  evaluation  report  (SER  before  2008  and  OER  after  2008). 

1.1.  Performing  Organizations. 

MANPRINT  studies  documented  in  this  report  were  performed  by  the  following  organizations: 

•  Military  Operations  Research  Society  (MORS),  Alexandria,  VA. 

•  U.S.  Air  Force,  Air  Proving  Ground  Center,  Eglin  Air  Force  Base,  FL. 

•  U.S.  Army  Aviation  Technical  Test  Center,  Fort  Rucker,  AL. 

•  U.S.  Army  Chemical  Research  and  Development  Laboratory,  Edgewood  Arsenal,  MD. 

•  U.S.  Army  Combat  Systems  Test  Activity  (Prov),  Aberdeen  Proving  Ground,  MD. 

•  U.S.  Army  Directorate  of  Flight  Standards  and  Qualification  Research,  St.  Louis,  MO. 

•  U.S.  Army  Dugway  Proving  Ground,  UT. 

•  U.S.  Army  Electronic  Proving  Ground  (EPG),  Fort  Huachuca,  AZ. 

•  U.S.  Army  Evaluation  Analysis  Center  (EAC),  Aberdeen  Proving  Ground,  MD. 

•  U.S.  Army  Evaluation  Center  (AEC),  Aberdeen  Proving  Ground,  MD. 

•  U.S.  Army  Frankford  Arsenal,  Philadelphia,  PN. 

•  U.S.  Army  Human  Engineering  Laboratory  (HEL),  Aberdeen  Proving  Ground,  MD. 


Vol.  I  -  7 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 

2nd  Edition:  1953  to  2009.  Volume  I- Index 

•  U.S.  Army  Materiel  Test  and  Evaluation  Directorate,  White  Sands  Missile  Range,  NM. 

•  U.S.  Army  Natick  Research,  Development  and  Engineering  Center,  Natick,  MA. 

•  U.S.  Army  Operational  Test  and  Evaluation  Command  (OPTEC),  Alexandria,  VA 

•  U.S.  Army  Operational  Test  Command  (OTC),  Fort  Hood,  TX. 

•  U.S.  Army  Research  Institute  (ARI)  for  the  Behavioral  and  Social  Sciences.  Alexandria,  VA. 

•  U.S.  Army  Research  Laboratory  (ARL),  Human  Research  and  Engineering  Directorate  (HRED),  Aberdeen 
Proving  Ground,  MD. 

•  U.S.  Army  Research  Office  (ARO),  Research  Triangle  Park,  NC. 

•  U.S.  Army  Test  and  Evaluation  Command  (ATEC),  Alexandria,  VA. 

•  U.S.  Army  Troop  Support  and  Aviation  Materiel  Readiness  Command,  St.  Louis,  MO. 

•  U.S.  Navy  Air  Test  Center,  Patuxent  River,  MD. 

1.2.  Sources  of  Data. 

MANPRINT  reports  documented  in  this  bibliography  came  from  the  following  sources: 

•  Scientific  &  Technical  Information  Network  (STINET)  library  of  the  Defense  Technical  Information 
Center  (DTIC)  web  page:  https://dtic-stinet.dtic.mil/. 

•  National  Technical  Information  Service  (NTIS):  http://www.ntis.gov/. 

•  Library  archives  of  the  U.S.  Army  Research  Laboratory  (ARL),  Human  Research  and  Engineering 
Directorate  (HRED),  (formerly  U.S.  Army  Human  Engineering  Laboratory  (HEL),  Aberdeen  Proving 
Ground,  MD. 

•  Unpublished  MANPRINT  files  at  ARL-HRED,  Aberdeen  Proving  Ground,  MD. 

•  Library  archives  of  the  U.S.  Army  Research  Institute  (ARI),  Alexandria,  VA. 

•  ARL  Inside  Web  page:  https://arlinside.arl.army.mil/. 

•  ARL  Technical  Library  WEBCAT  Web  Page:  https://arllit.arl.army.miP. 

•  Library  archives  at  the  U.S.  Army  Operational  Test  Command  (formerly  TEXCOM)  of  the  U.S.  Army 
Research  Institute  at  Fort  Hood,  TX. 

•  Library  archives  of  the  U.S.  Army  Research  Laboratory,  Fort  Hood  Field  Element,  Fort  Hood,  TX. 

•  Library  archives  of  the  U.S.  Army  Research  Laboratory,  ARDEC  Field  Element,  Picatinny,  NJ. 

•  Library  archives  of  the  U.S.  Army  Research  Laboratory,  PM  SWAR  Field  Element,  Fort  Belvoir,  VA. 

•  Library  archives  of  the  U.S.  Army  Research  Laboratory,  Fort  Rucker  Field  Element,  Fort  Rucker,  AL. 

1.3.  Document  Types. 

The  reports  and  documents  in  this  report  consist  of  a  variety  of  formats  and  types.  These  are: 

1.3.1.  Formal  published  reports  from  DTIC. 

These  documents  have  been  published  by  the  originating  organization  in  the  appropriate  technical  report  format  for 
that  organization  and  submitted  to  the  DTIC  for  inclusion  in  the  technical  reports  national  archive.  Each  of  these 
reports  contains  a  reference  to  the  DTIC  control  number  so  it  can  be  accessed  by  qualified  government  and  other 
personnel  in  the  archive.  A  sample  of  DTIC  control  number  formats  is: 

•  ADA123123  -  reports  that  have  no  distribution  limitations  and  are  available  to  the  general  public. 

•  ADB123123  -  reports  that  are  unclassified  but  have  distribution  limited  to  qualified  government  employees 
and  their  contractors. 
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•  ADC123123  -  reports  that  are  classified  at  the  confidential  or  secret  level  with  controlled  access.  The 

description  of  these  reports  is  unclassified  as  listed  in  this  report,  however,  the  actual  report  is  subject  to  the 
distribution  controls  and  access  limits  as  stated  in  the  document. 

1.3.2.  Formal  published  technical  reports. 

These  documents  have  been  published  in  a  technical  or  other  report  format  by  the  originating  organization  in  the 
appropriate  technical  report  format  for  that  organization.  Typical  organizations  publishing  these  types  of  reports  are 
the  U.S.  Army  Test  &  Evaluation  Command,  U.S.  Army  Research  Institute,  U.S.  Army  Research  Laboratory’s 
Human  Research  and  Engineering  Directorate  and  the  U.S.  Army  Human  Engineering  Laboratory  before  it.  These 
reports  have  been  obtained  from  the  library  archives  of  these  respective  organizations. 

1.3.3.  Unpublished  reports. 

This  type  of  report  was  not  submitted  to  the  DTIC  archive  by  the  originating  agency  and  was  obtained  from  the  local 
files  of  that  organization.  These  reports  are  primarily  from  HEL,  ARI,  and  ARL-HRED  file  archives  and  may  be 
either  full  MANPRINT  Assessments  covering  all  7  of  the  MANPRINT  domains  or  they  may  cover  only  one  domain 
such  as  human  factors  or  safety.  Many  of  these  reports  contain  no  distribution  instructions.  Requests  for  copies  of 
these  reports  can  be  made  to  the  Director  ARL-HRED. 

1.4.  Report  availability. 

Most  of  the  documents  listed  in  this  bibliography  can  be  obtained  from  multiple  sources.  All  documents  with  a 
DTIC  control  number  can  be  obtained  directly  from  NTIS  either  as  a  PDF  document  that  can  be  downloaded 
directly,  or  in  hardcopy  form  for  a  processing  fee.  All  of  the  unpublished  reports  listed  in  this  bibliography  can  be 
obtained  from  ARL-HRED  subject  to  the  approval  of  that  agency. 

1.5.  How  To  Use  This  Bibliography. 

This  report  is  designed  to  facilitate  both  manual  use  and  automated  searches  of  computer  databases. 

1.5.1.  Using  the  electronic  version  of  the  bibliography. 

This  report  is  structured  so  that  it  can  be  effectively  used  in  its  hardcopy  format  but  it  is  designed  for  optimal  use  in 
electronic  format.  Attached  to  the  back  cover  of  Volume  I  of  the  hardcopy  version  of  the  report  is  a  CD  containing 
all  3  volumes  of  the  bibliography  in  a  single  PDF  file.  This  PDF  file  supports  electronic  searches  to  quickly  locate  a 
desired  study  report  regardless  of  how  much  or  how  little  information  is  known  about  the  report’s  date,  title,  system 
short  or  long  name,  or  report  type. 

In  addition,  the  CD  contains  a  complete  library  of  all  known  MANPRINT  related  reference  documents  and  all  the 
regulations,  pamphlets,  directives,  and  publications  that  could  be  identified  as  being  MANPRINT  related.  This  CD 
is  included  with  the  bibliography  to  provide  the  reader  with  a  complete  reference  of  MANPRINT  reference 
materials  in  addition  to  the  electronic  copy  of  the  bibliography.  All  of  the  documents  in  the  CD  are  in  full  text  PDF 
format. 

1.5.2.  Using  the  hardcopy  version  of  the  bibliography. 

If  the  PDF  version  of  the  bibliography  is  not  available  then  the  reference  listings  in  Volume  1  can  be  used  to  support 
a  manual  search  for  the  desired  system  report(s).  The  listings  in  sections  2  and  3  support  this  type  of  manual 
reference  search.  If  all  of  the  reports  conducted  during  a  certain  year  are  of  interest  then  the  tables  in  paragraph  2. 1 
can  be  used.  If  only  the  short  name  of  the  system  is  known  then  the  paragraph  2.2  tables  can  be  used.  Paragraph 
2.3’s  tables  list  all  of  the  reports  in  order  by  system  short  name  categorized  by  system  type.  Paragraph  2.4’s  tables 
list  all  of  the  reports  in  order  by  the  system  long  name.  Finally,  if  it  is  desired  to  find  all  of  the  reports  from  a 
particular  author  or  investigator  then  paragraph  3  can  be  used  which  lists  all  of  the  reports  in  order  by  the  first  author 
or  principal  investigator  in  a  standard  bibliographic  reference  format. 

The  annotated  bibliographies  for  all  the  reports  identified  by  this  publication  are  in  Volume  II  and  Volume  III. 
Volume  II  contains  the  annotated  references  for  all  of  the  MANPRINT  Assessments  developed  for  the  DA  G1  for 
MANPRINT.  It  is  preceded  by  a  one  line  listing  for  only  these  reports  in  order  by  System  Short  Name  Categorized, 
System  Short  Name,  System  Long  Name,  and  Year  of  the  report.  The  annotated  bibliography  then  follows  in  the 
same  order  in  the  format  shown  in  the  Table  below. 

Volume  III  contains  the  annotated  references  for  all  of  the  MANPRINT  Assessments  developed  by  the  Test  & 
Evaluation  community.  It  is  preceded  by  a  one  line  listing  for  only  these  reports  in  order  by  System  Short  Name 
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Categorized,  System  Short  Name,  System  Long  Name,  and  Year  of  the  report.  The  annotated  bibliography  then 
follows  in  the  same  order  in  the  format  shown  in  the  Table  below. 

If  the  reader  is  unable  to  find  the  report  of  interest  using  these  tables,  they  are  then  referred  to  the  index  in  Chapter  5 
of  Volume  I  which  shows  the  page  numbers  from  the  total  3  volume  bibliography  for  each  system  reported  in  the 
bibliography. 


Table:  Format  of  the  Annotated  Report  Listings  in  this  Bibliography _ 

System  Short  Name:  Type  of  Report,  Short  Name  by  Category’  of  the  System 
Reference  ( Inline  citation  for  the  reference): 

Full  reference  of  the  reference  in  human  factors  reference  format: 

Author  name-  Last  name  first  (year).  Title  of  Study.  Institution  or  agency  performing  study.  Agency  Report 
Number.  DTIC  report  Number 
Key  Words: 

Key  words  from  the  study  for  search  purposes. 

System  Description: 

A  description  of  the  system  evaluated  in  the  study 

Report  Availability: 

Distribution  restrictions  or  limitations  of  the  report.  For  reports  with  no  limitations  this  statement  is: 
Approved  for  Public  Release;  Distribution  is  Unlimited: 


1.5.3.  Using  the  bibliography  With  Endnote™. 

This  document  was  prepared  with  Microsoft  Word™  2007  and  the  bibliographic  database  program  Endnote™4, 
version  XI.  Once  the  information  for  each  MANPRINT  report  was  entered  into  the  Endnote™  database,  extracting 
it  in  a  variety  of  formats  was  straightforward  and  was  used  to  generate  all  of  the  lists  and  abstracts  in  the  report. 
Endnote™  also  supports  an  extensive  database  search  capability  which  can  be  used  to  find  reports  for  the  various 
systems  listed  in  this  bibliography.  One  feature  of  Endnote™  is  that  full  text  PDF  versions  of  the  cited  reports  can 
be  embedded  into  the  database  so  that  Endnote™  not  only  supports  finding  information  about  a  MANPRINT  report 
but  can  also  provide  a  copy  of  the  report  itself.  This  bibliography  is  supported  by  a  complete  Endnote™ 
bibliography  that  has  had  all  of  the  MANPRINT  reports  inserted  into  it.  Thus,  future  researchers  using  Endnote™ 
version  XI  or  later  can  access  the  database  to  not  only  find  out  whether  a  particular  system  has  been  evaluated  by  a 
MANPRINT  study  in  the  past,  but  also  to  extract  the  study  itself  for  reference  while  embarking  on  a  new  version  of 
that  system  or  a  new  system  that  is  similar  to  a  previous  one. 

Copies  of  the  Endnote™  version  of  the  MANPRINT  bibliography  that  contains  a  PDF  version  of  the  report,  the 
Endnote™  library,  and  all  of  the  full  documents  cited  in  the  bibliography  in  PDF  format  can  be  obtained  by 
MANPRINT  practioners  from  U.S.  government  agencies  with  a  request  to  the  Director,  Human  Research  and 
Engineering  Directorate,  U.S.  Army  Research  Laboratory,  Aberdeen  Proving  Ground,  Maryland  21001. 

1.6.  Significance  of  this  Bibliography. 

One  might  reasonably  question  the  significance  of  a  MANPRINT  study  conducted  in  1953  to  any  current  system 
being  evaluated.  The  earliest  MANPRINT  report  in  this  bibliography  is  of  the  T42  tank  that  was  conducted  that 
year.  The  T42  tank  did  not  even  go  into  production,  however,  many  of  the  crewstation  concerns  and  findings  from 
that  report  are  valid  for  any  tank  design.  Thus,  any  principal  investigator  initiating  a  study  on  a  future  tank  design 
would  certainly  have  an  interest  in  becoming  familiar  with  human  related  issues  previously  identified  in  earlier  tank 
designs  to  ensure  that  they  are  not  repeated  in  the  new  design.  For  this  reason,  all  U.S.  Army  MANPRINT  reports 
and  studies  that  were  found  in  any  archive  or  file  have  been  included  in  this  bibliography. 

1.7.  Distribution  Restrictions  for  this  Bibliography. 

This  document  has  no  distribution  restrictions  and  is  authorized  for  public  release.  It  is  noted  that  many  of  the 
reports  cited  in  this  bibliography  do  have  restrictions  on  their  distribution  to  U.  S.  Government  agencies,  DOD  and 
their  contractors,  and  several  are  classified  at  the  confidential  and  secret  level.  However,  none  of  the  findings  or 
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procedures  in  any  of  the  study  reports  are  included  in  this  bibliography  which  only  contains  the  name  of  the  system 
that  was  evaluated,  key  words  related  to  the  system,  year  of  the  evaluation,  and  a  description  of  that  system  along 
with  the  name  of  the  principle  investigator  who  conducted  the  study.  There  is,  therefore,  no  restricted  information  in 
this  bibliography  and  there  are  no  limits  on  its  distribution. 
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2.  Cross  Reference  Listings  of  The  Reports  in  This  Bibliography. 

This  section  is  designed  to  facilitate  locating  the  annotated  bibliographic  reference  for  the  system  of  interest  and 
contains  listings  of  the  reports  in  the  bibliography  that  can  be  used  to  determine  if  a  study  has  been  performed  for 
the  system  of  interest  or  one  similar  to  it.  For  example,  if  a  MANPRINT  principal  investigator  is  desiring  to 
determine  if  any  type  of  MANPRINT  analysis  has  been  performed  for  a  certain  system  in  the  past  they  would  be 
interested  in  finding  a  copy  of  that  previous  work  to  learn  of  prior  problems  and  recommended  solutions  that  had 
been  previously  identified.  If  the  electronic  version  of  this  bibliography  is  available  then  an  electronic  search  of  the 
PDF  files  can  quickly  determine  if  the  system  had  been  previously  studied  and  then  see  the  full  annotated  listing  for 
that  study  containing  the  names  of  all  the  authors,  a  description  of  the  system,  distribution  restrictions,  if  any,  for  the 
system,  and  sources  to  obtain  a  copy  of  the  report. 
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2.1.  Listing  In  Order  by  Year-  Short  Name-  Short  Name  by  Category-  Long  Name. 


Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1953 

T42  Tank 

Vehicle-  Tracked-  Tank-  T42  Tank 

Tank,  90mm  Gun,  T42 

MA 

1956 

Jeep-XM151 

Vehicle-  Wheeled-  Utility-  Jeep- 
XM151 

Truck,  1/4  Ton,  4x4,  XM151  (Jeep) 

MA 

1956 

Patton  M48 

Vehicle-  Tracked-  Tank-  Patton 

M48 

M48  TANK 

MA 

1957 

T113  and  T 1 1 7 

APC 

Vehicle-  Tracked-  APC-  T1 13  and 
T117 APC 

Armored  Personnel  Carriers  T1 13  and 

T 1 1 7 

MA 

1957 

Walker  Bulldog 
M41A1  Tank 

Vehicle-  Tracked-  Tank-  Walker 
Bulldog  M41A1  Tank 

Tank,  76mm  Gun,  M41 A1 

MA 

1958 

T113  &T117  APC 

Vehicle-  Tracked-  APC-  T1 13  & 
T117 APC 

Armored  Personnel  Carriers  T1 13  & 

T117 

MA 

1960 

ATGMSS-11 

Missile-  Antitank-  ATGM  SS-11 

SS-11  Antitank  Guided  Missile 

MA 

1960 

Lacrosse 

Missile-  TBM-  Lacrosse 

Lacrosse  Missile  System 

MA 

1960 

Little  John 

Rocket-  Little  John 

Little  John  Launchers,  XM34  and  XM80 

MA 

1960 

Patton  M60  Tank 

Vehicle-  Tracked-  Tank-  Patton 

M60  Tank 

M60  Main  Battle  Tank 

MA 

1960 

SDRI 

SDRI 

Seven  Digital  Readout  Indicators 
(SDRI) 

MA 

1961 

4.2  In-T201 

Mortar-  4.2  In-  T201 

4.2  Inch  Mortar,  T201 

MA 

1961 

Davy  Crockett  GFS 

Rocket-  Davy  Crockett  GFS 

Davy  Crockett  Graphical  Firing  Scale 
(FRE  24776) 

MA 

1961 

IM-99B 

Missile-  Air  Defense-  IM-99B 

IM-99B  Weapon  System 

MA 

1961 

LAW  XM72 

Rocket-  Grenade-  66mm-  LAW 
XM72 

Infantry  Assault  Weapon,  Light  (LAW) 
Rocket  Grenade,  66mm,  XM-72 

MA 

1961 

M73C 

Rifle-  7.62mm-  Machine  Gun- 
M73C 

M73C  Tank  Machine  Gun 

MA 

1961 

Patton  M60 

Vehicle-  Tracked-  Tank-  Patton 

M60 

Tank,  Combat  Full  Tracked:  105mm 

Gun,  M60 

MA 

1961 

Pershing  COM 

Pack 

Missile-  TBM-  Pershing  COM 

Pack 

Pershing  Weapon  System: 
Communications  Pack  (AN/TRC-80) 

MA 

1961 

Pershing  PPP 

Missile-  TBM-  Pershing  PPP 

PERSHING  Missile  System.  Primary 
Power  Pack  -  Near  Field  Noise 

MA 

1961 

Pershing  TEL 

Missile-  TBM-  Pershing  TEL 

PERSHING  Weapon  System: 

Transporter-  Erector-Launcher  and 

Ground  Handling  Equipment 

MA 

1962 

MRLM91 

Rocket-  MRL  M91 

M91,  1 15mm  Multiple  Rocket  Launcher 

MA 

1962 

Nike  Zeus 

Missile-  Air  Defense-  Nike  Zeus 

Nike  Zeus  Missile  System 

MA 

1962 

Patton  M60E1 

Vehicle-  Tracked-  Tank-  Patton 
M60E1 

Main  Battle  Tank,  105mm  Gun,  M60E1 

MA 

1962 

Pershing  SNE 

Missile-  TBM-  Pershing  SNE 

PERSHING  Weapon  System:  System 
Noise  Evaluation 

MA 

1963 

CCP  XM577  SNE 

Vehicle-  Tracked-  CCP  XM577 

SNE 

Carrier,  Command  Post,  (CCP)  Light, 
Tracked  XM577 

MA 

1963 

Clothing  of  Viet 

Nam 

Uniform-  Clothing  of  Viet  Nam 

Clothing  and  Personal  Equipment  in 
Thailand  and  the  Republic  of  Viet  Nam 

MA 

1963 

MAULER  SNE 

Vehicle-  Tracked-  MAULER  SNE 

MAULER  Weapon  System 

MA 

1963 

T197E2 

Artillery-  155mm-  Fuze-  T197E2 

Fuze  Setting  for  Fuze,  Mtsq,  T197E2 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1964 

SPIW 

SPIW-  3  Prototypes 

Three  Special  Purpose  Infantry  Weapons 
(SPIW)  Prototype  Weapons 

MA 

1964 

SPIW 

SPIW-  3  SP  Prototypes 

Three  Prototype  Special  Purpose 

Infantry  Weapons  (SPIW) 

MA 

1964 

Stoner  G3 

Rifle-  7.62mm-  Stoner  G3 

Stoner  G3  Assault  Rifle 

MA 

1965 

CS  Munition 

Grenade  Launcher-  40mm- 
Cartridge-  CS  Munition 

E24  CS  Munition 

MA 

1965 

SASRD 

SASRD 

Small-Arms  Soft-Recoil  Device 

MA 

1965 

Tank  GPFU 

Vehicle-  Tracked-  Tank  GPFU 

Control  Panel  for  the  Gas-Particulate 

Filter  Unit  (GPFU),  E49 

MA 

1966 

Tank  Driving  From 
Turret 

Vehicle-  Tracked-  Tank  Driving 
From  Turret 

Tank  Driving  From  A  Turret  Position 
(U) 

MA 

1966 

USNS  Corpus 

Christi  Bay 

USNS  Corpus  Christi  Bay 

USNS  Corpus  Christi  Bay 

MA 

1968 

ALC  XM174 

Grenade  Launcher-  40mm- 
Automatic-  ALC  XM174 

XM-174  Automatic  Grenade  Launcher 

MA 

1970 

YOGA 

Aircraft-  Fixed  Wing- 
Observation-  YO-3A 

YO-3A  Aircraft  System 

MA 

1971 

Hawk  BCC 

Missile-  Air  Defense-  Hawk  BCC 

Improved  Hawk  Battery  Control  Central 

MA 

1971 

TCF 

TCF-  Coltano,  Italy 

Automated  Quality  Monitoring  and 
Reporting  Subsystem  in  the  Technical 
Control  Facility  at  Coltano,  Italy 

MA 

1972 

CWFM 

Mask-  Cold  Weather-  Face- 
CWFM 

Cold  Weather  Face  Masks  (CWFM) 

MA 

1972 

CWHW 

CWHW 

Cold-Wet  Handwear  (CWHW) 

MA 

1972 

SAFEGUARD 

SAFEGUARD 

SAFEGUARD  Intrasite 

Communications  Subsystem 

MA 

1973 

ACABA 

Aircraft-  Helicopter-  Aircrew- 
ACABA 

Anatomically  Conforming  Aircrew 

Body  Armor  System  (ACABA) 

MA 

1973 

Armored  Vest 

M1955 

Body  Armor-  Armored  Vest 

M1955 

USMC  M1955  Armored  Vest  and  the 
Proposed  Titanium  Nylon  Improved 
Conventional  Munitions  Protective 
Armored  Vest  (48  Plate) 

MA 

1973 

ICAP 

ICAP 

Improved  Cobra  Armament  Program 
(ICAP) 

MA 

1974 

FPS 

FPS 

Proposed  Army  Infantry/Marine 
Fragmentation  Protective  Systems  (FPS) 

MA 

1975 

CVC 

Helmet-  CVC 

DH-132  Helmet,  Combat  Vehicle 
Crewman  (CVC) 

MA 

1975 

CWHG 

Mask-  Cold  Weather-  Headgear- 
CWHG 

Cold  Weather  Headgear  (CWHG) 

MA 

1975 

RLRP 

Rifle-  7.62mm-  Cartridge-  RLRP 

Rifle-Launched  Rocket  Projectile 
(RLRP) 

MA 

1976 

Stinger 

Missile-  Air  Defense-  Stinger 

Stinger  Human  F  actors  Engineering 

MA 

1977 

Apache-Iranian 

AH-1J 

Aircraft-  Helicopter-  Attack- 
Apache-  Iranian  AH-1J 

Iranian  AH-1J  (TOW)  Helicopter 

MA 

1977 

ECWCE 

ECWCE 

Experimental  Reversible  Extreme  Cold 
Weather  Clothing  Ensemble 

MA 

1977 

IVCS 

IVCS 

Infiltrator  Vest  Combat  System  7 
(IVCS) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1977 

OV-1D  IDS 

Aircraft-  Fixed  Wing- 
Observation-  OV-1D  IDS 

Vertical-Scale  Instrument  Display 

System  for  the  OV-1D  Aircraft 

MA 

1977 

PASGT 

PASGT 

Personnel  Armor  System,  Ground  Troop 
(PASGT)  for  Airborne  Use 

MA 

1978 

CBPH 

NBC-  Mask-  Protective-  Hood- 
CBPH 

Chemical-Biological  Protective  Hood 
(CBPH)  for  the  XM-29  Protective  Mask 

MA 

1978 

MICV 

Vehicle-  Tracked-  MICV 

Infantry  Fighting  Vehicle  (IFV) 

MA 

1978 

Patton  M48A5 

Vehicle-  Tracked-  Tank-  Patton 
M48A5 

Scheduled  and  Proposed  Modifications 
to  M48A1,  M48A2  and  M48A3  Tanks 
for  Conversion  to  M48A5 

MA 

1978 

Trailblazer 

Trailblazer 

The  Trailblazer  Special  Purpose 

Detecting  System 

MA 

1978 

UH-1  Quick  Fix 

Aircraft-  Helicopter-  Utility-  UH-1 
Quick  Fix 

Heliborne  Electronic  Warfare  System 
(AN/ALQ-151,  Quick  Fix) 

MA 

1979 

Lance  SU 

Missile-  TBM-  Lance  SU 

Lance  Sight  Unit 

T&ER 

1979 

MASH 

MASH 

Mobile  Army  Surgical  Hospital  TTOE 
8-063T.  (MASH)  (U) 

MA 

1979 

MFCE 

MFCE 

Male  Field  Clothing  Ensembles  (MFCE) 
Worn  by  Female  Soldiers  (Hot-Dry, 
Hot-Wet  and  Cold-Wet  Environments) 

T&ER 

1979 

Patton  M60A1E3 

Vehicle-  Tracked-  Tank-  Patton 
M60A1E3 

M60A1E3  Tank  IOC(U) 

MA 

1979 

TACFIRE 

ABCS-  TACFIRE 

TACFIRE  OT  056 

MA 

1979 

T  AC  JAM 

T  AC  JAM 

Tactical  Jamming  System  (AN/MLQ-34, 

T  AC  JAM) 

MA 

1980 

CB  Protective 

Gloves 

NBC-  Gloves-  CB  Protective 

Two  Types  of  Rubber  CB  Protective 
Gloves 

MA 

1980 

CVCCS  HCW 

CVCCS  HCW 

Proposed  Ground  Combat  Vehicle 
Crewmember  Clothing  System 
(CVCCS),  Hot  and  Cold  Weather 

MA 

1980 

HNVS 

HNVS 

Helicopter  Night  Vision  System 
(HNVS)  Simulation  Test  Program 

MA 

1980 

ITV 

Vehicle-  Tracked-  ITV 

Improved  Tow  Vehicle  (ITV)  During 
OT/DT  III 

MA 

1980 

MILES 

Laser-  MILES 

Multiple  Integrated  Laser  Engagement 
System  in  an  Operational  Environment 
(MILES) 

MA 

1980 

SAW  M249 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249 

Squad  Automatic  Weapon  (SAW) 

System 

MA 

1980 

STANO 

STANO 

Selected  STANO  Devices  Employed  In 

A  Mechanized  Infantry  Platoon 

MA 

1980 

Suit-CB 

NBC-  Suit-  CB 

Chemical  Biological  (CB)  Suit  and 
Associated  Equipment  in  Combination 
with  Field  Clothing  Ensembles  Worn  by 
Male  Soldiers 

MA 

1980 

Suit-CVCCS 

NBC-  Suit-  CVCCS 

Chemical  Biological  Suit  and  Associated 
Equipment  in  Combination  with  the 
Combat  Vehicle  Crewmember  Clothing 
System  (CVCCS) 

MA 

1981 

DIVAD 

Vehicle-  Tracked-  DIVAD 

Division  Air  Defense  (DIVAD)  Gun 
Systems 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1981 

PATRIOT  ECS 

ICC 

Missile-  Air  Defense-  PATRIOT 
ECS  ICC 

PATRIOT  Engagement  Control  Station 
(ECS)  and  Information  Coordination 
Central  (ICC)  Operability 

MA 

1982 

BMP-A 

Vehicle-  Tracked-  IFV-  BMP-A 

Soviet  BMP-A  Armored  Infantry 

Combat  Vehicle 

MA 

1982 

PATRIOT 

Missile-  Air  Defense-  PATRIOT 

PATRIOT  Air  Defense  Missile  System 

MA 

1982 

SPFM 

Mask-  Protective-  CVC-  SPFM 

Combat  Vehicle  Crewmember  (CVC) 
Spall  Protective  Face  Masks  (SPFM) 

MA 

1982 

WP 

Mortar-  81mm-  Cartridge-  WP 

Screening  Smoke  Cartridge,  81mm, 

White  Phosphorus  Wicks,  XM834 

T&ER 

1983 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS)  RCS 
ATTE-3  FDTE 

MA 

1983 

Protective  Mask- 
XM30 

NBC-  Mask-  Protective-  XM30 

XM30  Engineering  Design 

MA 

1984 

Abrams  Ml 

Vehicle-  Tracked-  Tank-  Abrams 

Ml 

Ml  Combat  Tank 

MA 

1984 

Abrams  Ml  EDC 

Vehicle-  Tracked-  Tank-  Abrams 

Ml  EDC 

Tank  Design  Criteria  Evolving  from  the 
Ml  Tank  Operational  Test  III 

MA 

1984 

ATASs 

ATASs 

Portability  Test  and  Human  Factors 
Evaluation  of  Ten  Antiarmor  Systems 
(ATASs) 

MA 

1984 

ATRS 

ATRS 

Automatic  Test  And  Repair  System 
(ATRS)  [AN/MSM- 1 05( V)  1  ] 

MA 

1984 

BCS 

Artillery-  Computer-  BCS 

Battery  Computer  System  (BCS)  Human 
Factors  Field  Evaluation 

MA 

1984 

DIVAD 

Vehicle-  Tracked-  DIVAD 

Division  Air  Defense  (DIVAD)  Gun 
Systems 

MA 

1984 

IMF 

IMF 

Improved  Message  Facility  (IMF) 

MA 

1984 

LAW  AT4 

Rocket-  LAW  AT4 

Modified  AT -4  Light  Antiarmor 

Weapon 

T&ER 

1984 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS)  RCS 
ATTE-3  Evaluation,  July  1984 

T&ER 

1984 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS)  RCS 
ATTE-3  Evaluation,  November  1984 

MA 

1984 

MLRS 

Rocket-  MLRS 

Multiple  Launch  Rocket  System 
(MLRS)  in  Operational  Test  III 

MA 

1984 

PLRS 

PLRS 

Position  Location  Reporting  System 
(PLRS)  OT  II  Human  Factors  And 
Training  Evaluation 

MA 

1984 

R028  Scraper 

Vehicle-  Tracked-  Engineer-  R028 
Scraper 

R028  Scraper 

MA 

1984 

R038  Grader 

Vehicle-  Tracked-  Engineer-  R038 
Grader 

R038  Grader 

MA 

1984 

SCS-CGCPT 

SCS-CGCPT 

Special  Communications  System  (SCS) 
AN/GSC-40  Combined  Ground 

Command  Post  Terminal  (CGCPT) 

MA 

1984 

TACCS 

ABCS-  TACCS 

Tactical  Army  Combat  Service  Support 
Computer  System  (TACCS) 

MA 

1985 

LCS 

LCS 

Prototype  Load-Carrying  System 

MA 

1985 

LHX 

Aircraft-  Helicopter-  Utility-  LHX 

Voice  Technology  for  the  Light 

Helicopter  Family  (LHX) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1985 

LOGMARS 

LOGMARS 

Logistics  Application  of  Automated 
Marking  and  Reading  Symbols 
(LOGMARS) 

MA 

1985 

SINCGARS-V 

Radio-  SINCGARS-V 

SINCGARS-V  Maturity  Operational 

Test:  Human  Factors  Evaluation 
(Synopsis) 

MA 

1986 

FOG-M 

Missile-  Antitank-  FOG-M 

FOG-M  (Fiber  Optic  Guided  Missile) 
Embedded  Training  Demonstration 

Model  FOG-M-4-30-RG-5 1 1 

MA 

1986 

LAVM/RV 

Vehicle-  Tracked-  LAVM/RV 

Light  Armored  Vehicle, 
Maintenance/Recovery  Vehicle 
(LAVM/RV) 

MA 

1986 

PLRS-JTIDS 

PLRS-JTIDS 

PLRS-JTIDS  Hybrid  (PJH) 

MA 

1987 

GB2  Baseplate 

GB2  Baseplate 

Redesigned  Baseplate  and  Baseplate 
Wrench  for  the  M687,  155mm,  GB2 
Binary  Projectile 

MA 

1987 

MILAN  2 

Missile-  Antitank-  MILAN  2 

MILAN  2  Antiarmor  System 

MA 

1987 

QRG-Corps/Div 

Generator-  QRG-  Corps/Div 

Quiet  Reliable  Generators  For  Corps 

And  Division  Headquarters 

MA 

1987 

SINCGARS  ICOM 

Radio-  SINCGARS  ICOM 

SINCGARS  ICOM  Radio 

MA 

1988 

Abrams  M1A1 

Vehicle-  Tracked-  Tank-  Abrams 
M1A1 

M1A1  Abrams  120mm  Gun  Tank, 

Follow  on  Evaluation 

MA 

1988 

Aquila 

Aircraft-  Unmanned-  UAV-  Aquila 

Remotely  Piloted  Vehicle  System 
(Aquila) 

MA 

1988 

DIVAD  Sgt  York 

Vehicle-  Tracked-  DIVAD  Sgt 

York 

DIVAD  System:  Volume  I.  Sgt  York 

MA 

1988 

EETF 

EETF 

Evaluation  of  Selected  MANPRINT 

Issues  for  the  Product  Improvement 
Program  of  the  OQ-290(V)1  Electronic 
Equipment  Test  Facility  (EETF) 

MA 

1988 

Jeep  M151A2 

ROPS 

Vehicle-  Wheeled-  Utility-  Jeep 
M151A2  ROPS 

Soldier-Machine  Interface  (SMI)  for 
Rollover  Protection  System  (ROPS)  on 
M151A2  Vehicles 

MA 

1988 

JTIDS 

JTIDS 

Joint  Tactical  Information  Distribution 
System  (JTIDS) 

MA 

1988 

NVG  AN/PVS-7A 

NVG  AN/PVS-7A 

Night  Vision  Goggle  (NVG)  AN/PVS- 
7A 

MA 

1988 

NVG  AN/PVS-7B 

NVG  AN/PVS-7B 

Night  Vision  Goggle  (NVG)  AN/PVS- 
7B 

MA 

1988 

SINCGARS 

Radio-  SINCGARS 

Single  Channel  Ground  and  Airborne 
Radio  System  (SINCGARS)  AN/ARC- 
201  (ABN) 

MA 

1988 

Utility  HMMWV- 
HV 

Vehicle-  Wheeled-  Utility 
HMMWV-HV 

High  Mobility  Multipurpose  Wheeled 
Vehicle  Heavy  Variant  (HMMWV-HV) 

MA 

1989 

Apache  AH-64 

Aircraft-  Helicopter-  Attack- 
Apache  AH-64 

Apache  (AH-64)  Attack  Helicopter 

MA 

1989 

Aquila 

Aircraft-  Unmanned-  UAV-  Aquila 

Aquila,  The  Army's  Remotely  Piloted 
Vehicle 

MA 

1989 

Bofors  ATWS 

Bofors  ATWS 

Bofors  Infantry  Light  and  Lethal  (BILL) 
Antitank  Weapon  System  (ATWS) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1989 

DIVAD  Sgt  York 
FOE 

Vehicle-  Tracked-  DIVAD  Sgt 

York  FOE 

Future  Systems.  FAADS  Design  Criteria 
Evolving  from  the  Sgt.  York  Follow-On 
Evaluation  I 

MA 

1989 

Land  Combat 

Models 

Land  Combat  Models 

High  Resolution  Land  Combat  Models 

MA 

1989 

TAMMIS 

Medical-  TAMMIS 

Theater  Army  Medical  Management 
Information  System  (TAMMIS) 

MA 

1989 

Troposcatter  RS 

Radio-  Troposcatter  RS 

AN/TRC-170  Digital  Troposcatter 

Radio  System 

MA 

1990 

AAWS-M 

Missile-  Antitank-  AAWS-M 

Advanced  Antitank  Weapon  Systems- 
Medium  (AAWS-M)  Candidates 

MA 

1990 

C3I2 

C3I2 

C3I  Test  Instrumentation  (C3I2)  system 
(Data  Collection  Subsystem) 

MA 

1990 

HERA 

Cannon-  105mm-  Cartridge- 
HERA 

Cartridge,  105mm:  High  Explosive 

Rocket  Assist  (HERA), 
XM913/XM927M927 

MA 

1990 

HMMWV HV 

Vehicle-  Wheeled-  Utility- 
HMMWV HV 

High  Mobility  Multipurpose  Wheeled 
Vehicle-Heavy  Variant  (HMMWV-HV) 

MA 

1990 

MOPP  Procedures 

NBC-  MOPP  Procedures 

Mission-Oriented  Protective  Posture 
(MOPP)  Exchange  Procedures 

MA 

1990 

Pistol-  XM10 

Pistol-  9mm-  XM10 

XM10  Pistol  Candidates 

MA 

1990 

PLS 

PLS 

Palletized  Loading  System  (PLS) 

MA 

1990 

XM765 

Artillery-  155mm-  Fuze-  XM765 

XM762  and  M577  Fuzes 

MA 

1991 

FAMTG  XM24E1 

FAMTG  XM24E1 

Simulator,  Flash  Artillery  Main  Tank 

Gun  (FAMTG),  XM24E1 

MA 

1991 

FED 

FED 

Forward  Entry  Device  (FED) 

MA 

1991 

MOPP  ACE 

NBC-  Suit-  MOPP  ACE 

MOPP  Exchange  Procedure  for  the 
Aircrew  Ensemble  (MOPP  ACE) 

MA 

1992 

AOBS 

AOBS 

Antipersonnel  Obstacle  Breaching 

System  (AOBS) 

MA 

1992 

C3I2  DCS 

C3I2  DCS 

C3I  Test-Instrumentation  System:  Data 
Reduction  Subsystem  (DRS) 

MA 

1992 

SMAW 

Rocket-  SMAW 

Mobility,  Portability,  and  Human 

Factors  Evaluation  of  the  Shoulder- 
Launched  Multipurpose  Assault  Weapon 
(SMAW)  MK  153  MOD  1 

MA 

1992 

TCD 

TCD 

Threat  Cue  Devices  (TCD) 

MA 

1992 

Tracer 

Rifle-  7.62mm-  Cartridge-  Tracer 

Rifle-  7.62mm,  Cartridge-  Dim  Tracer, 
XM276 

MA 

1993 

2.75"  Smoke 

Warhead 

Rocket-  2.75"  Smoke  Warhead 

Warhead,  2.75  Inch  Rocket,  Smoke: 
Screening,  RP,  XM264 

MA 

1993 

ACMES 

ACMES 

Automated  Communications  Security 
(COMSEC)  Management  and 

Engineering  System  (ACMES) 

MA 

1993 

ASAS 

ABCS-  ASAS 

All  Source  Analysis  System  (ASAS) 

Block  I 

MA 

1993 

ATACMS  P3I 

APAM 

Missile-  TBM-  ATACMS  P3I 
APAM 

Army  Tactical  Missile  System  (Army 
TACMS)  (ATAMCS)  Pre-Planned 
Product  Improvement  (P3I)  Anti- 
Personnel/ Anti-Materiel  (APAM) 

Program 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1993 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

Truck,  Lift,  Fork,  Variable  Reach, 

Rough  Terrain,  10,000-Pound  Capacity, 
Formally  Known  as  the  All  Terrain 

Lifter  Articulated  System  (ATLAS) 

MA 

1993 

BASIC 

BASIC 

Body  Armor  Set,  Individual 

Countermine  (BASIC) 

MA 

1993 

BCIS 

BCIS 

Battlefield  Combat  Identification 

System  (BCIS) 

MA 

1993 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  (BFVS) 
M2A3/M3A3 

MA 

1993 

CORPS  SAM 

CORPS  SAM 

Corps  Surface-to-Air  Missile  (CORPS 
SAM) 

MA 

1993 

DTSS 

ABCS-  DTSS 

Digital  Topographic  Support  System 
(DTSS) 

MA 

1993 

Dummy  M922A1 

Grenade  Launcher-  40mm- 
Cartridge-  Dummy  M922A1 

40mm,  M922A1  Dummy  Cartridge 

MA 

1993 

FLASH 

FLASH 

Close  Combat  Cueing  System  (FLASH 
Simulator) 

MA 

1993 

HETS 

Vehicle-  Wheeled-  Cargo-  HETS 

Heavy  Equipment  Transport  System 
(HETS),  Which  Includes  Ml 000 
Semitrailer  and  the  M1070  Truck 

Tractor 

MA 

1993 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Mobility,  Portability,  and  Human 

Factors  Evaluation  of  the  JAVELIN 
Antitank  Weapon  System 

MA 

1993 

MCF 

MCF 

Modular  Causeway  Ferry  (MCF) 

MA 

1993 

MDS 

NBC-  Decon-  MDS 

Modular  Decontamination  System 
(MDS) 

MA 

1993 

MELIOS 

Laser-  MELIOS 

Mini  Eyesafe  Laser  Infrared  Observation 
Set  (MELIOS) 

MA 

1993 

Paladin  M109A6 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M109A6 

M109A6,  155-mm  Self  Propelled 
Howitzer 

MA 

1993 

PATRIOT  MMM 

Missile-  Air  Defense-  PATRIOT 
MMM 

PATRIOT  Multimode  Missile  (MMM) 

MA 

1993 

SINCGARS  ICOM 

Radio-  SINCGARS  ICOM 

Single  Channel  Ground  and  Airborne 
Radio  System  (SINCGARS)  Integrated 
COMSEC  (ICOM) 

MA 

1993 

SLAP 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

Cartridge,  Caliber  .50,  Saboted,  Light 
Armor  Penetrator  (SLAP),  XM903  and 
XM962  Tracer 

MA 

1993 

SRTA 

Rifle-  7.62mm-  Cartridge-  SRTA 

Rifle-  7.62mm,  Cartridge-  Short  Range 
Training  Ammunition 

MA 

1994 

Abrams  M1A2 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2 

M1A2  Abrams  Tank 

MA 

1994 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 
Munitions  (AIRCMM) 

MA 

1994 

APFSDS-T 

M829A2 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A2 

Cartridge,  120mm,  Armor  Piercing,  Fin 
Stabilized,  Discarding  Sabot  -  Tracer 
(APFSDS-T),  M829A2 

MA 

1994 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System  (Army 
TACMS)  and  Brilliant  Anti-armor 
Submunition  (BAT)  Block  II 
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Short  Name 
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MA 

1994 

ATG-MIP 

ATG-MIP 

AN/TPQ-37  Antenna  Transceiver  Group 
(ATG)  Mobility  Improvement  Program 
(MIP) 

MA 

1994 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

Truck,  Lift,  Fork  Variable  Reach,  Rough 
Terrain,  10,000-Pound  Capacity, 

Formally  Known  as  the  All  Terrain 

Lifter  Articulated  System  (ATLAS) 

MA 

1994 

BIDS 

NBC-  Detector-  BIDS 

Biological  Integrated  Detection  System 
(BIDS) 

MA 

1994 

Bradley  BFVS 

BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

Bradley  Fire  Support  Vehicle  (BFIST) 

MA 

1994 

GEN  II  FLIR 

GEN  II  FLIR 

Second  Generation  Forward  Looking 
Infrared  System  (Gen  II  FLIR) 

MA 

1994 

HEAT  MP-T 

M830E1 

Cannon-  Cartridge-  120mm- 
HEAT  MP-T  M830E1 

M830E1,  120mm,  High  Explosive 
AntiTank-  Multipurpose  -  Tracer, 
Cartridge  (HEAT  MP-T) 

MA 

1994 

HEDP 

Grenade  Launcher-  40mm- 
Cartridge-  HEDP 

40mm,  M430A1,  High  Explosive  Dual 
Purpose  (HEDP)  Cartridge 

MA 

1994 

HETS 

Vehicle-  Wheeled-  Cargo-  HETS 

Heavy  Equipment  Transporter  System 
(HETS),  Which  Includes  the  Ml 000 
Semitrailer  and  the  M1070  Truck 

Tractor 

MA 

1994 

HMMWV  SICPS 
Variant 

Vehicle-  Wheeled-  Utility- 
HMMWV  SICPS  Variant 

Standardized  Integrated  Command  Post 
System  (SICPS)  HMMWV  Variant 

MA 

1994 

Howitzer 

AFAS/FARV 

Vehicle-  Tracked-  Artillery- 
155mm-  Howitzer  AFAS/FARV 

Advanced  Field  Artillery  System 
(AFAS)  and  Future  Armored  Resupply 
Vehicle  (FARV) 

MA 

1994 

IEWTPT 

IEWTPT 

Intelligence  Electronic  Warfare  Tactical 
Proficiency  Trainer  (IEWTPT) 

MA 

1994 

JAVELIN 

Missile-  Antitank-  JAVELIN 

JAVELIN  Advanced  Antitank  Weapon 
System 

MA 

1994 

JTIDS 

JTIDS 

Joint  Tactical  Information  Distribution 
System  (JTIDS) 

MA 

1994 

LW 

LW 

Land  Warrior  System  (LW) 

MA 

1994 

M4A1 

Rifle-  5.56mm-  Carbine-  M4A1 

Carbine,  5.56mm,  M4E1  (M4A1) 

MA 

1994 

PLGR 

PLGR 

Precision  Lightweight  GPS  Receiver 
(PLGR) 

MA 

1994 

PQA 

PQA 

Petroleum  Quality  Analysis  (PQA) 

System 

MA 

1994 

Protective  Mask 

M40 

NBC-  Mask-  Protective-  M40 

M40  Protective  Mask 

MA 

1994 

RSCCE 

RSCCE 

Replacement  Satellite  Communication 
Configuration  Control  Element 
(RSCCE) 

MA 

1994 

SAD ARM 

Artillery-  155mm-  Projectile- 
SADARM 

Sense  and  Destroy  Armor  (SAD ARM), 
XM898  Projectile 

MA 

1994 

SFC 

SFC 

Soldier  Fighting  Cover  (SFC) 

MA 

1994 

SLAM- 

XM2/XM3  /XM2  9  9 

Explosives-  SLAM- 
XM2/XM3/XM299 

XM2  Selectable  Lightweight  Attack 
Munition;  XM3  Demolition  Attack 
Munition;  and  XM299  Training  Kit, 
Selectable  Lightweight  Attack  Munition 

MA 

1994 

SMB 

Explosives-  SMB 

Standoff  Minefield  Breacher  (SMB) 
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Short  Name 

Short  Name  Categorized 
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MA 

1994 

Snowshoes 

Snowshoes-  Assault 

Mobility  and  Human  Factors  Evaluation 
of  Three  Prototype  Assault  Snowshoes 

MA 

1994 

SNS 

SNS 

Sniper  Night  Sight  (SNS) 

MA 

1994 

SPS  Unicharge 
XM230 

Artillery-  155mm  Charge-  SPS 
Unicharge  XM230 

XM230  Solid  Propellant  System 
(Unicharge) 

MA 

1994 

TP-T  M831E2 

Cannon-  Cartridge-  120mm-  TP-T 
M831E2 

M831E2,  120mm,  Target  Practice  with 
Tracer  Cartridge  (TP-T) 

MA 

1994 

WPS 

WPS 

Worldwide  Port  System  (WPS) 

MAISRC  III  C 

MA 

1995 

ACVC 

Helmet-  ACVC 

Advanced  Combat  Vehicle  Crewman 
(ACVC)  Helmet 

MA 

1995 

AFATDS 

ABCS-  AFATDS 

Advanced  Field  Artillery  Tactical  Data 
System  (AFATDS) 

MA 

1995 

Apache  Longbow 
AH-64D 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

AH-64D  Longbow  Apache 

MA 

1995 

APC 

Rifle-  7.62mm-  Cartridge-  APC 

Cartridge,  7.62MM  Armor  Piercing 
(ACP),  XM993 

MA 

1995 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System  (Army 
TACMS)  and  Brilliant  Anti-armor 
Submunition  (BAT)  Block  II  Program 

MA 

1995 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM)/Common 
Missile  Warning  System  (CMWS) 

MA 

1995 

BIDS 

NBC-  Detector-  BIDS 

Biological  Integrated  Detection  System 
(BIDS) 

MA 

1995 

Bradley  BFVS 

BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

Bradley  Fire  Support  Vehicle  (BFIST) 

MA 

1995 

CSSCS 

ABCS-  CSSCS 

Combat  Service  Support  Control  System 
(CSSCS) 

MA 

1995 

CTASC-II 

CTASC-II 

Corps/Theater  Automated  Data 

Processing  (ADP)  Service  Center  -  II 
(CTASC-II) 

MA 

1995 

FAAD-C2I 

FAAD-C2I 

Forward  Area  Air  Defense  (FAAD) 
Command,  Control  and  Intelligence 
(C2I) 

MA 

1995 

FDD 

FDD 

Firing  Device,  Demolition:  Delay  Type 
Electronic  M147  and  the  Timer, 

Interval,  Training  Kit:  M45 

MA 

1995 

FMTV 

Vehicle-  Wheeled-  Cargo-  FMTV 

Family  of  Medium  Tactical  Vehicles 
(FMTV) 

MA 

1995 

HMMWV  FAAD- 
GBS 

Vehicle-  Wheeled-  HMMWV 
FAAD-GBS 

Forward  Area  Air  Defense  (FAAD) 
System  Ground  Based  Sensor  (GBS) 

High  Mobility  Multipurpose  Wheeled 
Vehice  (HMMWV) 

MA 

1995 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection 

System  (HSTAMIDS) 

MA 

1995 

JTAGS 

JTAGS 

Joint  Tactical  Ground  Station  (JTAGS) 

MA 

1995 

JTIDS 

JTIDS 

Army  Class  2M  Joint  Tactical 

Information  Distribution  System 
(JTIDS)  Program 

MA 

1995 

LGH 

LGH 

Launched  Grapnel  Hook  (LGH) 
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Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

1996 

ACPM  XM45 

NBC-  Mask-  Protective-  Aircrew- 
ACPM  XM45 

XM45  Aircrew  Protective  Mask 
(ACPM) 

MA 

1996 

APM 

NBC-  Mask-  Protective-  Aircrew- 
APM 

XM45  Aircrew  Protective  Mask  (APM) 

MA 

1996 

Bradley  BFVS 
Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

Bradley  Linebacker  (BL) 

MA 

1996 

Breacher 

Breacher 

Ml  Breacher  (Grizzly) 

MA 

1996 

C2V 

Vehicle-  Tracked-  C2V 

Command  and  Control  Vehicle  (C2V) 

MA 

1996 

EPLRS 

ABCS-  EPLRS 

Enhanced  position  Location  Reporting 
System  (EPLRS)  Downsize 

MA 

1996 

FHMUX 

FHMUX 

Frequency  Hopping  Multiplexer 
(FHMUX) 

MA 

1996 

FPE 

Explosives-  FPE 

Fighting  Position  Excavator  (FPE) 

MA 

1996 

FRPC 

FRPC 

XM931  120mm  Mortar  Full  Range 
Practice  Cartridge  (FRPC) 

MA 

1996 

GLPS 

Artillery-  105mm-  Computer- 
GLPS 

Gun  Laying  and  Positioning  System 
(GLPS) 

MA 

1996 

HEMC 

Mortar-  81mm-  Cartridge-  HEMC 

M821A1/M889A1  High  Explosive  (HE) 
81mm  Mortar  Cartridges  (HEMC) 

MA 

1996 

HERCULES 

Vehicle-  Tracked-  ARV- 
HERCULES 

HERCULES  M88A1E1  Armored 
Recovery  Vehicle  (ARV) 

MA 

1996 

IMBC 

Mortar- 

1 20mm/ 1 0  7mm/8 1  mm/60mm- 
Computer-  IMBC 

XM30  Improved  Mortar  Ballistic 
Computer  (IMBC) 

MA 

1996 

LVOSS 

LVOSS 

Light  Vehicle  Obscuration  Smoke 

System  (LVOSS) 

MA 

1996 

LWP 

LWP 

Lightweight  Water  Purifier  (LWP) 

MA 

1996 

M240E4 

Rifle-  7.62mm-  Machine  Gun- 
M240E4 

M240E4  Medium  Machine  Gun  and 
M122E1  Machine  Gun  Mount  (MGM) 

MA 

1996 

MACS 

Artillery-  155mm-  Charge-  MACS 

Modular  Artillery  Charge  System 
(MACS) 

MA 

1996 

MDARS 

MDARS 

Mobile  Detection,  Assessment,  and 
Response  System  (MDARS) 

MA 

1996 

MFS 

Vehicle-  Wheeled-  MFS 

Mini-Flail  System  (MFS) 

MA 

1996 

MOF 

Explosives-  MOF 

M734E1  Multi-Option  Fuze  for  Mortars 

MA 

1996 

MSU 

MSU 

M67  Mortar  Sight  Unit  (MSU) 

MA 

1996 

MVS 

MVS 

Muzzle  Velocity  System  (MVS) 

MA 

1996 

PATRIOT  EPP 

Missile-  Air  Defense-  PATRIOT 
EPP 

Patriot  Electric  Power  Plant  (EPP)  III 

MA 

1996 

RCAS 

Computer-  AIS-  RCAS 

Reserve  Component  Automation  System 
(RCAS) 

MA 

1996 

SIDPERS 

SIDPERS 

Standard  Installation/Division  Personnel 
System  -  3  (SIDPERS-3) 

MA 

1996 

SLAP 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

M903  and  M962  Caliber  .50  Sabot  Light 
Armor  Penetrator  (SLAP)  Cartridges 

MA 

1996 

THAAD 

Missile-  ABM-  THAAD 

Theater  High  Altitude  Area  Defense 
(THAAD)  System 

MA 

1996 

TOW  IT  AS 

Missile-  Antitank-  TOW  IT  AS 

Improved  Target  Acquisition  System 
(ITAS) 
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T&ER 

1997 

Abrams  M1A2  SEP 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  SEP 

M1A2  AbramsTank 

MA 

1997 

Abrams  M1A2 

TMS 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  TMS 

Abrams  System  Enhancement  Package 
Thermal  Management  System  (TMS) 

T&ER 

1997 

ASAS  CP-SS 

ABCS-  ASAS  CP-SS 

All  Source  Analysis  System  (ASAS) 
Capability  Package-Single  Source 

Limited  User  Test 

T&ER 

1997 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System 
(ATACMS)  Block  LA.  Missile  (U) 

MA 

1997 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System 
(TACMS)  Block  1A 

MA 

1997 

ATCCS 

ABCS-  ATCCS 

U.S.  Army's  Tactical  Command  and 
Control  System  (ATCCS) 

MA 

1997 

Bradley  BFVS  A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  A3 

Bradley  Fighting  Vehicle  Systems  A3 
(BFVS  A3) 

MA 

1997 

Bradley  BFVS 

BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

Bradley  Fire  Support  Vehicle  (BFIST) 

T&ER 

1997 

Bradley  BFVS 
Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

Bradley  Linebacker  Weapon  System 

T&ER 

1997 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  System  A3 
(BFVS-A3)  Low  Rate  Initial  Production 

1  Decision 

T&ER 

1997 

cco 

Rifle-  5.56mm-  M16/M4-  Sight- 

cco 

Close  Combat  Optic  (CCO) 

T&ER 

1997 

CEIS-NT 

Medical-  CEIS-NT 

Corporate  Executive  Information 

System  -  Near  Term  (CEIS-NT)  Version 
(V.)  0.3  Government  Installation 
Acceptance  Test  (GIAT) 

MA 

1997 

CSSCS 

ABCS-  CSSCS 

Combat  Service  Support  Control  System 
(CSSCS) 

MA 

1997 

DPICM 

XM915/XM916 

Artillery-  105mm-  Cartridge- 
DPICM  XM9 1 5/XM9 1 6 

Cartridge,  105MM,  XM915/XM916, 

Dual  Purpose  Improved  Conventional 
Munition  Projectile  (DPICM) 

MA 

1997 

DPICM  XM982 

Artillery-  155mm-  Projectile- 
DPICM  XM982 

XM982,  Extended  Range,  Dual  Purpose 
Improved  Conventional  Munition 
(DPICM)  Projectile 

T&ER 

1997 

DTSS-QRMP 

ABCS-  DTSS-QRMP 

Digital  Topographic  Support 
System/Quick  Response  Multicolor 

Printer  (DTSS/QRMP)  in  the 

Lightweight  Multipurpose  Shelter 
(LMS)  AN/TYQ-67(V)1  Product 

MA 

1997 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command  Brigade 
and  Below  (FBCB2) 

MA 

1997 

GMLRS 

Rocket-  GMLRS 

Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

T&ER 

1997 

HF  NOE  COMM 
AN/ARC-220 

Radio-  HF  NOE  COMM 
AN/ARC-220 

High  Frequency,  Nap-Of-The-Earth 
Communications  (HF  NOE  COMM) 
System  Consisting  of  the  AN/ARC-220 
and  Advanced  Narrowband  Digital 

Voice  Terminal  (ANDVT)  AIRTERM 
KY-100 

MA 

1997 

ICH 

ICH 

Improved  Cargo  Helicopter  ( ICH) 
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Short  Name 
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MA 

1997 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Advanced  Anti-Tank  Weapon  System  - 
Medium  (JAVELIN)  System 

T&ER 

1997 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 

T&ER 

1997 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 

Live  Fire  Test,  Evaluation,  and  Lethality 
(U) 

MA 

1997 

JRISS 

JRISS 

Joint  Recruiting.  Information  Support 
System  (JRISS) 

T&ER 

1997 

JSLIST-I 

NBC-  Suit-  JSLIST-I 

Joint  Service  Lightweight  Integrated 

Suit  Technology  I  (JSLIST  I), 
Developmental  and  Operational  Tests 
(DTs  and  OTs) 

T&ER 

1997 

JTIDS 

JTIDS 

Joint  Tactical  Information  Distribution 
System  (JTIDS) 

MA 

1997 

LTV 

LTV 

Light  Tactical  Vehicle  (LTV) 

MA 

1997 

LW155  UFH- 
XM777 

Howitzer-  LW155  UFH-  XM777 

Baseline  Human  Factors  Engineering 
Evaluation  for  the  155mm, 
Ultralightweight  Field  Howitzer 
(Howitzer-  LW155  UFH)  (XM777) 

MA 

1997 

LWP 

LWP 

Lightweight  Water  Purifier  (LWP) 

T&ER 

1997 

Machine  Gun 
Mount-MK64 

Grenade  Launcher-  40mm- 
Machine  Gun  Mount-  MK64 

MK64  MOD  9  Machine  Gun  Mount  for 
the  40mm  MK19  Machine  Gun 

MA 

1997 

MACS  XM231 

Artillery-  155mm-  Charge-  MACS 
XM231 

Modular  Artillery  Charge  System 
(MACS)  XM231 

MA 

1997 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  Response 
System  Interior  (MDARS-1) 

MA 

1997 

MLRS-IFCS 

Rocket-  MLRS-IFCS 

Multiple  Launch  Rocket  System 
(MLRS)  Improved  Fire  Control  System 
(IFCS) 

MA 

1997 

MWS 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

Modular  Weapon  System  (MWS) 

MA 

1997 

NMD 

Missile-  ABM-  NMD 

National  Missile  Defense  (NMD) 

System 

MA 

1997 

PATRIOT  PAC3 

Missile-  Air  Defense-  PATRIOT 
PAC3 

PATRIOT  Advanced  Capability  Phase 

III  (PAC-3)  System 

T&ER 

1997 

STEPO 

NBC-  Suit-  STEPO 

Self-Contained  Toxic  Environment 
Protective  Outfit  (STEPO) 

MA 

1997 

TOW  FOTT 

Missile-  Antitank-  TOW  FOTT 

Follow-On-To-TOW  (FOTT)  System 

MA 

1997 

TOW  IT  AS 

Missile-  Antitank-  TOW  ITAS 

Improved  Target  Acquisition  System 
(ITAS) 

T&ER 

1997 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

Improved  Target  Acquisition  System 
(ITAS) 

MA 

1997 

TT-LET  M916A2 

Vehicle-  Wheeled-  Cargo-  TT- 
LET  M916A2 

M916A2  Truck  Tractor,  Light 

Equipment  Transporter,  34-Ton  Gross 
Vehicle  Weight  Rating  (GVWR)  6x6 
with  Winch 

T&ER 

1997 

VTC 

Vehicle-  Teleoperation-  VTC 

Vehicle  Teleoperation  Capability  (VTC) 

MA 

1997 

Wolverine  M1A2 

SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Heavy  Assault  Bridge  (HAB), 

Wolverine 
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Short  Name 
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MA 

1997 

WRAP 

WRAP 

Seven  FY98  Warfighting  Rapid 
Acquisition  Program  (WRAP) 

Candidates 

T&ER 

1998 

2  1/2  Ton  ESP  Van 

Vehicle-  Wheeled-  Cargo-  2  1/2 

Ton  ESP  Van 

2  1/2  Ton  Extended  Service  Program 
(ESP)  Shop  Van,  Ml 09 A4 

T&ER 

1998 

ACADA 

NBC-  Detector-  ACADA 

Automatic  Chemical  Agent  Detector 
Alarm  (ACADA) 

T&ER 

1998 

Apache  Longbow 
AH-64D 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

Longbow  Apache  (AH-64D) 
Transportability  Demonstration 

T&ER 

1998 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System 
(ATACMS)  Block  II/Brilliant  Anti- 
Armor  Submunition  (BAT) 

T&ER 

1998 

ATEC 

Vehicle-  Wheeled-  Crane-  ATEC 

All-Terrain  Crane  (ATEC) 

T&ER 

1998 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

All-Terrain  Lifter,  Army  System 
(ATLAS) 

MA 

1998 

BAT 

BAT 

Brilliant  AntiArmor  Submunition  (BAT) 

T&ER 

1998 

BD 

Boat-  Barge-  BD 

115-Ton  Barge  Derrick  (BD),  6800- 
Class 

MA 

1998 

BDMXM141 

Artillery-  155mm-  Projectile- 
BDMXM141 

Bunker  Defeat  Munition  (BDM)  XM141 

MA 

1998 

Blackhawk  UH60Q 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q 

UH-60Q  Aircraft 

MA 

1998 

BMS  XM930 

Mortar-  120mm-  Cartridge-  BMS 
XM930 

120mm  Battalion  Mortar  System 

XM930  Visible  Illuminating  and 

XM983  Infrared  Illuminating  Cartridges 

T&ER 

1998 

BNBFBSBSG 

BNBFBSBSG 

Ballistic/Non-Ballistic  Face  and  Body 
Shields,  and  Ballistic  Shin  Guards 
(BNBFBSBSG) 

MA 

1998 

Bradley  BFIST 
Striker 

Vehicle-  Tracked-  IFV-  Bradley 
BFIST  Striker 

Striker  XM707  Fire  Support  Vehicle 

T&ER 

1998 

Bradley  BFVS 
Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

Bradley  Linebacker  (Training  Release) 

MA 

1998 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer  (CCTT) 

T&ER 

1998 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

Non-Lethal  40mm  Crowd  Dispersal 
Cartridge 

T&ER 

1998 

CK 

Vehicle-  Wheeled-  FMTV-  CK 

Containerized  Kitchen  (CK)  (Type 
Classification-Generic) 

T&ER 

1998 

CMIS 

Computer-  Client/Server-  CMIS 

Configuration  Management  Information 
System  (CMIS)  Version  (V.)5. 1.3.1 

MA 

1998 

DBKXM303 

Explosives-  DBK  XM303 

Demolition  Kit,  Blasting  (DBK): 

XM303,  Special  Operation  Forces. 

T&ER 

1998 

Dump  Truck 

M917A1 

Vehicle-  Wheeled-  Cargo-  Dump 
Truck  M917A1 

M917A1  Dump  Truck,  18.5  Ton,  14 

Cubic  Y ard 

T&ER 

1998 

FIS-C 

FIS-C 

Firefighters  Integrated  Suit  -  Combat 
(FIS-C)  (Type  Classification  -  Standard 
Decision). 

T&ER 

1998 

FRPC  M931 

Mortar-  120mm-  Cartridge-  FRPC 
M931 

120mm  M931  Full  Range  Practice 
Cartridge  (FRPC) 

T&ER 

1998 

GLMRS 

Rocket-  GLMRS 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Integrated  Test  and 

Evaluation 
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MA 

1998 

GMLRS 

Rocket-  GMLRS 

Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

T&ER 

1998 

GSTAMIDS 

GSTAMIDS 

Ground  Standoff  Minefield  Detection 
System  (GSTAMIDS)  -Vehicle- 
Mounted  Mine  Detector  (VMMD) 

T&ER 

1998 

HMMWV  ECV 
XM1113 

Vehicle-  Wheeled-  Utility- 
HMMWV  ECV  XM1113 

High  Mobility  Multipurpose  Wheeled 
Vehicle  (HMMWV)  XM1113  Utility 
Truck,  Expanded  Capacity  Vehicle 
(ECV) 

T&ER 

1998 

I-CAM 

NBC-  Detector-  I-CAM 

Improved  Chemical  Agent  Monitor  (I- 
CAM) 

T&ER 

1998 

ICOM  IC-F3  SI 

Radio-  Handheld-  ICOM  IC-F3  SI 

Soldier  Intercom  (SI) 

T&ER 

1998 

JAVELIN  EPP 

Missile-  Antitank-  JAVELIN  EPP 

Javelin  Anti- Armor  Weapon  System 

LRIP  III  Configured  Enhanced 
Producibility  Program  (EPP)  Round 

T&ER 

1998 

LVRS-II 

LVRS-II 

Light  Weight  Video  Reconnaissance 
System  II  (LVRS-II) 

T&ER 

1998 

MCCM 

Explosives-  MCCM 

Modular  Crowd  Control  Munition 
(MCCM) 

MA 

1998 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  and 
Response  System-Interior  (MDARS-I) 

T&ER 

1998 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  Response 
System  -  Interior  (MDARS-I) 

T&ER 

1998 

MGO 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

XM-145  Machinegun  Optic  (MGO) 

T&ER 

1998 

MILES  AVCPS 

MILES  AVCPS 

MILES  2000  Audiovisual  Cue 
Pyrotechnic  Simulators 

MA 

1998 

MTG-2KW 

Generator-  MTG-2KW 

2kW  Military  Tactical  Generator  (MTG) 

T&ER 

1998 

MWS 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

Modular  Weapon  System  (MWS) 

MA 

1998 

NLC  XM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM 1006 

40mm  Non  Lethal  Cartridge,  XM1006 

MA 

1998 

NMD 

Missile-  ABM-  NMD 

National  Missile  Defense  (NMD) 

System 

MA 

1998 

OCU 

OCU 

Omnitech  Operator  Control  Unit  (OCU) 

MA 

1998 

OCU II 

OCU  II 

Omnitech  D7G  Mark  II  Operator 

Control  Unit  (OCU  II) 

MA 

1998 

PATRIOT  PAC3 

Missile-  Air  Defense-  PATRIOT 
PAC3 

PATRIOT  Advanced  Capability  Phase 

III  (PAC-3)  System 

MA 

1998 

Practice  Stun 

RSPHG  XM102 

Grenade-  Hand-  Practice  Stun 
RSPHG  XM  102 

Reloadable,  Stun,  Practice  Hand 

Grenade  (RSPHG),  XM102 

T&ER 

1998 

PVIS 

PVIS 

Portable  Vehicle  Immobilization  System 
(PVIS) 

T&ER 

1998 

SAD ARM 

Artillery-  155mm-  Projectile- 
SADARM 

Sense  and  Destroy  Armor  Munition 
(SAD  ARM) 

T&ER 

1998 

SAW  M249  AP 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  AP 

Assault  Pack  for  the  Machinegun,  5.56- 
MM,  M249  S 

MA 

1998 

Sight  Bracket 

MK19 

Grenade  Launcher-  Automatic- 
Sight  Bracket  MK19 

Three  Adjustable  Sight  Brackets  For 

The  MK  1 9  Automatic  Grenade 

Launcher 
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T&ER 

1998 

Simulation-Models- 

Math 

Computer-  Simulation-  Models- 
MATH 

Combined  Site  Acceptance  Test  (SAT) 
and  Operational  Test  and  Evaluation 
(OT&E)  of  the  Math  Models 
(Wholesale)  Version  1.0 

T&ER 

1998 

SMAW-D 

Rocket-  SMAW-D 

Shoulder-Launched  Multipurpose 

Assault  Weapon  -  Disposable  (SMAW- 
D),  The  Bunker  Defeat  Munition 
(BDM), 

T&ER 

1998 

Smoke  Pot  M8 

Smoke  Pot  M8 

M8  Smokepot 

T&ER 

1998 

SNS 

Rifle-  7.62mm-  Sight-  SNS 

AN/PVS-10  Sniper  Night  Sight  (SNS) 

T&ER 

1998 

SPORT 

Computer-  Test-  SPORT 

Soldier's  Portable  On-System  Repair 

Tool 

T&ER 

1998 

SRTR  M766 

Mortar-  60mm-  Cartridge-  SRTR 
M766 

60mm  Short  Range  Training  Round 
(SRTR) 

MA 

1998 

Stab  Bino  XM25 

Stab  Bino  XM25 

XM25  Stabilized  Binocular 

MA 

1998 

Stun  SHG  XM84 

Grenade-  Hand-  Stun  SHG  XM84 

Stun  Hand  Grenade  (SHG),  XM84 

T&ER 

1998 

Stun  SHG  XM84 

Grenade-  Hand-  Stun  SHG  XM84 

XM84  Stun  Hand  Grenade  (SHG) 

T&ER 

1998 

TLOS 

Rifle-  5.56mm-  M16/M4-  Sight- 
TLOS 

Target  Location  and  Observation  System 
(TLOS) 

MA 

1998 

TOW  FOTT 

Missile-  Antitank-  TOW  FOTT 

Follow-On-To  TOW  (FOTT)  Missile 

T&ER 

1998 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

Improved  Target  Acquisition  System 
(ITAS)  Customer  Test 

T&ER 

1998 

TOW  ITAS  CD 

Missile-  Antitank-  TOW  ITAS  CD 

Improved  Target  Acquisition  System 
(ITAS),  Customer  Demonstration  (CD) 

T&ER 

1998 

Towed  Roller 

Vehicle-  Wheeled-  Engineer- 
Trailer-  Towed  Roller 

Towed  Roller,  Pneumatic  Tire,  Hopper 
Body,  Oscillating  Wheels  (R03402) 

MA 

1998 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG) 

T&ER 

1998 

TWS 

Rifle-  50  Cal/7.62mm/5.56mm- 
Sight-  TWS 

Thermal  Weapon  Sight  (TWS) 

T&ER 

1998 

USL 

Parachute-  USL 

Universal  Static  Line  (USL) 

T&ER 

1998 

WP  M929 

Mortar-  120mm-  Cartridge-  WP 
M929 

120mm  M929  White  Phosphorus  (WP) 
Smoke  Cartridge 

T&ER 

1999 

ACPM  M45 

NBC-  Mask-  Protective-  Aircrew- 
ACPM  M45 

M45  Aircrew  Protective  Mask  (ACPM) 

T&ER 

1999 

APC  M993 

Rifle-  7.62mm-  Cartridge-  APC 
M993 

7.62mm  Armor  Piercing  Cartridge 
(APC)  M993 

MA 

1999 

AP-IS  M81A1E1 

Grenade  Launcher-  40mm- 
Cartridge-  AP-IS  M81A1E1 

Cartridge,  40mm,  Armor  Piercing  with 
Impact  Signature  (AP-IS),  M81A1E1 

MA 

1999 

APLA 

APLA 

Anti-Personnel  Landmine  Alternative 
(NSD-A  APLA) 

MA 

1999 

ARISS 

ARISS 

Army  Recruiting  Information  Support 
System  (ARISS) 

MA 

1999 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System 
(ATACMS)  Block  II 

T&ER 

1999 

Avenger 

Missile-  Air  Defense-  Avenger 

Forward  Area  Air  Defense  (FAAD) 
Line-of-Sight  (LOS)  Avenger  [Slew-to- 
Cue  (STC)l 

T&ER 

1999 

Blackhawk  UH60Q 
Medical 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q  Medical 

UH60Q  Medical  Evacuation  Helicopter 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

1999 

Blunt  Trauma 

Distraction 

XM98/XM99 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma  Distraction 
XM98/XM99 

66mm  XM98  Distraction  and  XM99 

Blunt  Trauma  Grenades/Cartridges 

MA 

1999 

Bradley  AMEV 

Vehicle-  Tracked-  Medical- 
Bradley  AMEV 

Armored  Medical  Evacuation  Vehicle 
(AMEV) 

T&ER 

1999 

CLADS 

Volcano-  CLADS 

Canister  Launched  Area  Denial  System 
(CLADS) 

T&ER 

1999 

CS 

CS 

Containerized  Shower  (CS) 

T&ER 

1999 

DTSS 

ABCS-  DTSS 

Digital  Topographic  Support  System- 
Heavy  (DTSS-H)  AN/TYQ-48A1 

Material  Release  Decision 

MA 

1999 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command  Brigade 

And  Below  (FBCB2) 

T&ER 

1999 

FOL 

FOL 

Manpack  Version  of  the  Family  of 
Loudspeakers  (FOL) 

T&ER 

1999 

GLPS 

Artillery-  105mm-  Computer- 
GLPS 

Gun  Layering  and  Positioning  System 
(GLPS) 

MA 

1999 

HE  WAM  XM93 

Explosives-  HE  WAM  XM93 

Basic  Hand  Emplaced  Wide  Area 
Munition  (Basic  HE -WAM),  XM93,  and 
the  Basic  HE-WAM  Individual  (XM98) 
and  Collective  XM97)  Training  Devices 

MA 

1999 

HMMWV  ASV 

Vehicle-  Wheeled-  HMMWV 

ASV 

Armored  Security  Vehicle  (ASV) 

T&ER 

1999 

HMMWV  ECV 
XM1114 

Vehicle-  Wheeled-  Utility- 
HMMWV  ECV  XM1114 

High  Mobility  Multipurpose  Wheeled 
Vehicle  (HMMWV)  XM1 1 14  Up 

Armored  Expanded  Capacity  Vehicle 
(ECV) 

MA 

1999 

HTI-SGF 

HTI-SGF 

Horizontal  Technology  Insertion  (HTI) 
Second  Generation  Forward  Looking 
Infrared  (SGF) 

T&ER 

1999 

IB/CQBS 

Rifle-  5.56mm-  Carbine- 
Buttstock-Sling-  IB/CQBS 

Improved  Buttstock  and  Close  Quarters 
Battle  Sling  (IB/CQBS)  for  the  Modular 
Weapons  System  (MWS) 

T&ER 

1999 

Interceptor  Body 
Armor-IBA 

Body  Armor-  Interceptor  Body 
Armor-  IBA 

Interceptor  Body  Armor  (IBA) 

T&ER 

1999 

Interceptor  Body 
Armor-IBA 

Body  Armor-  Interceptor  Body 
Armor-  IBA 

Interceptor  Body  Armor  (IBA) 

T&ER 

1999 

IRILL  XM767 

Mortar-  60mm-  Cartridge-  IRILL 
XM767 

60mm  Infrared  Illuminating  (IR-  ILL) 
Cartridge,  XM767 

T&ER 

1999 

ISYSCON 

ABCS-  ISYSCON 

Integrated  System  (ISYSCON) 

MA 

1999 

ISYSCON 

ABCS-  ISYSCON 

Integrated  Systems  Control  (ISYSCON) 

T&ER 

1999 

ITAP 

NBC-  Suit-  ITAP 

Improved  Toxicological  Agent 

Protective  (ITAP)  Ensemble 

T&ER 

1999 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 

FRP  I  Hardware 

T&ER 

1999 

JSTARS-CGS 

Radar-  JSTARS-CGS 

Joint  Surveillance  Target  Attach  Radar 
System  (Joint  Stars)  (JSTARS)  Common 
Ground  Station  (CGS) 

T&ER 

1999 

LADS 

Laundry-  LADS 

Laundry  Advanced  System  (LADS) 

MA 

1999 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout 

Surveillance  System  (LRAS3) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

1999 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout 

Surveillance  System  (LRAS3) 

T&ER 

1999 

M767 

Artillery-  155mm-  Fuze-  M767 

Fuze,  Electronic  Time  (ET),  M767 

MA 

1999 

MACS 

Artillery-  155mm-  Charge-  MACS 

XM23 1  Modular  Artillery  Charge 

System  (MACS) 

T&ER 

1999 

MACS  XM231 

Artillery-  155mm-  Charge-  MACS 
XM231 

Modular  Artillery  Charge  System 
(MACS)  XM23 1 

T&ER 

1999 

MBITR 

Radio-  MBITR 

Multiband  Inter/Intra  Team  Radio 
(MBITR) 

T&ER 

1999 

MCCM 

Explosives-  MCCM 

Modular  Crowd  Control  Munition 
(MCCM) 

MA 

1999 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS)  Block 
III  (v-12.01) 

MA 

1999 

MDI 

MDI 

XM151/XM152  Det  Cord  Components 
of  the  Modernized  Demolition  Initiators 
(MDI)  System 

T&ER 

1999 

MDS 

NBC-  Decon-  MDS 

Modular  Decontamination  System 
(MDS) 

T&ER 

1999 

MGO 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

Machinegun  Optic  (MGO) 

T&ER 

1999 

MGPTS 

MGPTS 

Modular  General  Purpose  Tent  System 
(MGPTS) 

T&ER 

1999 

MH-47E-Engine- 

714A 

Aircraft-  Helicopter-  Cargo-  MH- 
47E-  Engine-  714A 

714A  Engine 

T&ER 

1999 

MICAD 

NBC-  Detector-  MICAD 

Multipurpose  Integrated  Chemical 

Agent  Alarm  (MICAD) 

MA 

1999 

ModCS 

ModCS 

Modular  Causeway  System  (ModCS) 

MA 

1999 

MOFA 

Artillery-  155mm-  Fuze-  MOFA 

XM782  Multi-Option  Fuze  for  Artillery 
(MOFA) 

T&ER 

1999 

MOFA 

Artillery-  155mm-  Fuze-  MOFA 

XM782  Multi-Option  Fuze  for  Artillery 
(MOFA) 

MA 

1999 

MOUT 

MOUT 

Military  Operations  on  Urbanized 

Terrain  (MOUT)  Fuze  (Fuze,  Point 
Detonating/Delay,  Mk399  MODI  for 
Artillery  MOUT  Applications) 

T&ER 

1999 

MRCD 

MRCD 

XM37  Mid-Sized  Riot  Control  Disperser 
(MRCD) 

T&ER 

1999 

NLC  XM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM1006 

XM1006  40mm  Non-Lethal  Cartridge 

T&ER 

1999 

NLC  XM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM1006 

XM1006  40mm  Non-Lethal  Cartridge 

MA 

1999 

OICW 

OICW 

Objective  Individual  Combat  Weapon 
(OICW) 

MA 

1999 

PATRIOT  MEADS 

Missile-  Air  Defense-  PATRIOT 
MEADS 

Medium  Extended  Air  Defense  System 
(MEADS) 

T&ER 

1999 

PLS-E  MTS 

PLS-E  MTS 

Palletized  Loading  System  -  Enhanced 
(PLS-E)  Movement  Tracking  System 
(MTS) 

MA 

1999 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier 
(PVAB),  XM1 

T&ER 

1999 

RAMS 

Explosives-  RAMS 

Remote  Activation  Munition  System 
(RAMS)  (Material  Release) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

1999 

Raptor  ICO 

Raptor  ICO 

Raptor-Intelligent  Combat  Outpost 

MA 

1999 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

5.56mm  Rifle  Launched  -  Non-Lethal 
Munition  (5.56mm  NLM),  XM95 

T&ER 

1999 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge  - 
RLNLM  XM95 

XM95  Rifle  Launched  Non-Lethal 
Munition  (RLNLM) 

T&ER 

1999 

RSCCE 

RSCCE 

Replacement  Satellite  Configuration 
Control  Element  (RSCCE) 

T&ER 

1999 

SDK  M303 

Explosives-  SDK  M3  03 

M303  Special  Operations  Forces 
Demolition  Kit  (SDK)  Full  Materiel 
Release 

T&ER 

1999 

SHA 

Heater-  SHA 

Space  Heater  Arctic  (SHA)  (Material 
Release) 

T&ER 

1999 

ST 

Boat-  Tug-  ST 

60-Foot  Small  Tug  (ST),  900-Class 

MA 

1999 

TAD  DFCS 

Artillery-  155mm-  Computer- 
TAD  DFCS 

Towed  Artillery  Digitization  Digital  Fire 
Control  System  (TAD  DFCS) 

T&ER 

1999 

TOW  IT  AS 

Missile-  Antitank-  TOW  ITAS 

Improved  Target  Acquisition  system 
(ITAS) 

T&ER 

1999 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

Improved  Target  Acquisition  System 
(ITAS) 

T&ER 

1999 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG)  Sets 

MA 

1999 

TQG  3KW 

Generator-  TQG  3KW 

3KW  Tactical  Quiet  Generator  (TQG- 
3KW) 

T&ER 

1999 

Truck  Tractor 
M915A4 

Vehicle-  Wheeled-  Cargo-  Truck 
Tractor  M915A4 

M915A4  Truck  Tractor  Upgrade 

Program 

T&ER 

1999 

Water  Trailer 
XM1112 

Vehicle-  Wheeled-  Cargo-  Water 
Trailer  XM1 112 

XM1112  Water  Trailer,  400-Gallon,  8- 
Wheeled 

T&ER 

1999 

Wolverine  M1A2 

SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Phase  2  of  the  Vulnerability  Test 
(Including  Live  Fire)  for  the  Wolverine 
Heavy  Assault  Bridge  (HAB)  (U) 

T&ER 

2000 

APFSDS-T  M919 

Cannon-  25mm-  Cartridge- 
APFSDS-T  M919 

25mm,  Armor-Piercing  Fin  Stabilized 
Discarding  Sabot-Tracer  (APFSDS-T), 
M919  Cartridge  With  Swiss  Munitions 
Extruded/Impregnated  (El)-Propellant 

T&ER 

2000 

APFSDS-T  M919 
(rev) 

Cannon-  25mm-  Cartridge  - 
APFSDS-T  M919  (rev) 

25mm,  Armor-Piercing  Fin  Stabilized 
Discarding  Sabot-Tracer  (APFSDS-T), 
M919  Cartridge  With  Swiss  Munitions 
Extruded/Impregnated  (El)-Propellant 
(Revised) 

T&ER 

2000 

BASIC-P3I 

BASIC-P3I 

Body  Armor  Set,  Individual 

Countermine,  Preplanned  Product 
Improvement  (BASIC  P3I) 

T&ER 

2000 

BIDS  P3I 

NBC-  Detector-  BIDS  P3I 

Biological  Integrated  Detection  System 
(BIDS)  Preplanned  Product 

Improvement  (P3I) 

T&ER 

2000 

Blackhawk  UH60L 
RECAP 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  RECAP 

Recapitalization  of  the  UH-60  Black 

Hawk  Utility  Helicopter  Fleet 

MA 

2000 

Blackhawk 

UH60L+ 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L+ 

UH60L+  Blackhawk  Helicopter 

T&ER 

2000 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  System  - 
M2A3 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2000 

CBC 

Vehicle-  Wheeled-  Cargo-  Trailer- 

CBC 

M105A2  1  1/2-Ton  Cargo  Trailer  Cargo 
Bed  Cover  (CBC) 

T&ER 

2000 

CC 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

XM1001  40mm  Canister  Cartridge  (CC) 

T&ER 

2000 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer  (CCTT) 

MA 

2000 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

RAH66  Comanche 

T&ER 

2000 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

Reconnaissance  and  Attack  Helicopter 
(RAH66)  Comanche 

T&ER 

2000 

CSSL 

Laundry-  CSSL 

Containerized  Self-Service  Laundry 
(CSSL) 

MA 

2000 

ETAF  M762E1 

Artillery-  155mm-  Fuze-  ETAF 
M762E1 

M762E1/M767E1  Electronic  Time 
Artillery  Fuze  (ETAF) 

T&ER 

2000 

FRS 

FRS 

Forward  Repair  System  (FRS) 

MA 

2000 

HD  SB 

HD  SB 

Heavy  Dry  Support  Bridge  (HDSB) 

MA 

2000 

HEMTT-LHS 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

Heavy  Expanded  Mobility  Tactical 
Truck-Load  Handling  System  (HEMTT- 
LHS) 

T&ER 

2000 

HEMTT-LHS 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

XM1120  Heavy  Expanded  Mobility 
Tactical  Truck-Load  Handling  System 
(HEMTT-LHS) 

T&ER 

2000 

HE-WAM 

Explosives-  HE-WAM 

Hand  Emplaced  -  Wide  Area  Munirtion 
(HE-WAM) 

T&ER 

2000 

HMMWV  CBC 

Vehicle-  Wheeled-  Utility- 
HMMWV  CBC 

High  Mobility  Multipurpose  Wheeled 
Vehicle  (HMMWV)  Cargo  Bed  Cover 
(CBC) 

T&ER 

2000 

HMMWV  MCCM- 
VMS 

Vehicle-  Wheeled-  Utility- 
HMMWV  MCCM-VMS 

Modular  Crowd  Control  Munition 
(MCCM)  Vehicle  Mount  System  (VMS) 

MA 

2000 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection 

System  (HSTAMIDS) 

T&ER 

2000 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection 

System  (HSTAMIDS) 

MA 

2000 

HTI-SGF 

HTI-SGF 

Horizontal  Technology  Insertion  (HTI) 
Second  Generation  Forward  Looking 
Infrared  (SGF) 

T&ER 

2000 

HYEX 

Vehicle-  Tracked-  Engineer- 
HYEX 

Hydraulic  Excavator  (HYEX) 

MA 

2000 

IAV 

Vehicle-  Wheeled-  Artillery- 
155mm-  Howitzer-  IAV 

Interim  Armored  Vehicle  (IAV) 

T&ER 

2000 

I-FLIR 

I-FLIR 

Improved-Forward  Looking  Infrared  (I- 
FLIR) 

T&ER 

2000 

ILL  IR  XM983 

Mortar-  120mm-  Cartridge-  ILL  IR 
XM983 

120mm  Infrared  Illuminating  Cartridge, 
XM983 

T&ER 

2000 

ILL  XM930 

Mortar-  120mm-  Cartridge-  ILL 
XM930 

120mm  Illuminating  Cartridge,  XM930 

T&ER 

2000 

IRILL  M767 

Mortar-  60mm-  Cartridge-  IRILL 
M767 

60mm  Infrared  Illumination  Cartridge, 
M767 

T&ER 

2000 

ISYSCON 

ABCS-  ISYSCON 

Integrated  System  Control  (ISYSCON) 

T&ER 

2000 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
Full-Rate  Production  I  Missile 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2000 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Reliability  and  Availability 
Maturity 

T&ER 

2000 

J-FIRE 

Fire  Fighter-  Glove-  J-FIRE 

Joint  Firefighter  Integrated  Response 
Ensemble  (J-FIRE)  Glove 

T&ER 

2000 

JSTARS-CGS 

(Update) 

Radar-  JSTARS-CGS  (Update) 

Joint  Surveillance  Target  Attack  Radar 
System  (Joint  Stars)  (JSTARS)  Common 
Ground  Station  (CGS)  (Update) 

MA 

2000 

KE-WA1 

Cannon-  Cartridge-  120mm-  KE- 
WA1 

Cartridge,  120mm,  KE-WA1  for  Foreign 
Military  Sale  to  the  Government  of 

Egypt  (GOE) 

MA 

2000 

LOSAT 

Missile-  Antitank-  LOSAT 

Line  of  Sight  Antitank  (LOSAT) 

T&ER 

2000 

LRAS3 

LRAS3 

Configuration  of  Corrective  Actions  to 
the  Far  Target  Location  Function  of  the 
Long  Range  Advanced  Scout 

Surveillance  System  (LRAS3) 

MA 

2000 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout 

Surveillance  System  (LRAS3) 

T&ER 

2000 

LVOSS 

LVOSS 

Light  Vehicle  Obscuration  Smoke 

System  (LVOSS) 

MA 

2000 

MACS 

Artillery-  155mm-  Charge-  MACS 

XM232  Modular  Artillery  Charge 

System  (MACS) 

T&ER 

2000 

MBC  M30 

Mortar- 

1 20mm/ 1 0  7mm/8 1  mm/60mm- 
Computer-  MBC  M30 

M30  Mortar  Ballistic  Computer 

T&ER 

2000 

MDARS-E 

MDARS-E 

Mobile  Detection  Assessment  Response 
System  (MDARS)  -  Exterior 

T&ER 

2000 

MDI 

Explosives-  MDI 

Modernized  Demolition  Initiators  (MDI) 
XM151,  XM152  Boosters  and  XM 152 
Inert  Booster  Milestone  III 

MA 

2000 

MTS 

MTS 

Movement  Tracking  System  (MTS) 

T&ER 

2000 

NLA 

Shotgun-  Cartridge-  12  Gauge  - 
NLA 

12  Gauge  Shotgun  Non-Lethal 
Ammunition 

T&ER 

2000 

NLC-CS 

Grenade  Launcher-  40mm- 
Cartridge-  NLC-CS 

12  Gauge  and  40mm  Nonlethal 
Ammunition  for  Contingency  Stockpile 

MA 

2000 

NMD 

Missile-  ABM-  NMD 

National  Missile  Defense  (NMD) 

T&ER 

2000 

OICW 

Rifle-  5.56mm-  OICW 

Objective  Individual  Combat  Weapon 
(OICW) 

MA 

2000 

PIAFS 

PIAFS 

XM1155  Portable  Inductive  Artillery 

Fuze  Setter  (PIAFS) 

T&ER 

2000 

PLS-CHU 

PLS-CHU 

Palletized  Load  System  -  Container 
Handling  Unit  (PLS-CHU) 

T&ER 

2000 

PLS-CROP 

PLS-CROP 

Palletized  Load  System  -  Container 
Roll-In/Out  Platform  (PLS-CROP) 

T&ER 

2000 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier 
(PVAB) 

MA 

2000 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier,  XM1 
(PVAB)  formerly  known  as  Portable 
Vehicle  Immobilization  System  (PVIS) 

T&ER 

2000 

RADAM 

Artillery-  155mm-  Projectile- 
RADAM 

Remote  Area  Denial  Artillery  Munition 
(RADAM) 

T&ER 

2000 

RLEM 

Rifle-  5.56mm-  Cartridge-  RLEM 

XM100  Rifle  Launched  Entry  Munition 
(RLEM) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2000 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge  - 
RLNLM  XM95 

XM95  Rifle  launched  Non-Lethal 
Munition  (RLNLM) 

T&ER 

2000 

SAMGL 

SAMGL 

Antipersonnel  Landmine  Alternative 
(APLA)  Program.  Non  Self  Destruct- 
Alternative  (NSD-A)  (Milestone  I/II 
Decision).  Soldier-Activated  Munition, 
Grenade  Launched  (SAMGL)  Prototype 
(Alliant  Techsystems) 

T&ER 

2000 

SAW  M249  SB 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  SB 

M249  Squad  Automatic  Weapon  With 
Short  Barrel 

T&ER 

2000 

SDK 

Explosives-  SDK 

Special  Operations  Forces  (SOF) 
Demolition  Kit  Large  (SDK) 

Explosively  Formed  Penetrator 

T&ER 

2000 

SDS 

SDS 

Special  Operations  Forces 

Sniper/Gunshot  Detection  System  (SDS) 

T&ER 

2000 

Search  Mirrors 

Search  Mirrors 

Search  Mirrors 

T&ER 

2000 

SKA-CAA  XM279 

SKA-CAA  XM279 

Sampler  Kit,  Air  (SKA):  Chemical 

Agent  Alarm  (CAA),  XM279 

MA 

2000 

Sorbent 

NBC-  Decon-  Sorbent 

Sorbent  Decontamination  system  (SDS) 

T&ER 

2000 

SRTA 

Rifle-  7.62mm-  Cartridge-  SRTA 

7.62mm  Short  Range  Training 
Ammunition  (SRTA) 

MA 

2000 

TAD  DFCS 

Artillery-  155mm-  Computer- 
TAD  DFCS 

Towed  Artillery  Digitization  Digital  Fire 
Control  System  (TAD  DFCS) 

MA 

2000 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II 
(TC-AIMS  II) 

MA 

2000 

THAAD 

Missile-  ABM-  THAAD 

Theater  High  Altitude  Air  Defense 
(THAAD)  System 

T&ER 

2000 

TOW  FF 

Missile-  Antitank-  TOW  FF 

TOW  Fire  and  Forget  (FF)  System 

MA 

2000 

TOW  FF 

Missile-  Antitank-  TOW  FF 

TOW  Fire  and  Forget  (TOW  FF)  System 

T&ER 

2000 

TPIAL 

TPIAL 

AN/PEQ-2  Target 
Pointer/llluminator/Aiming  Light 
(TPIAL) 

T&ER 

2000 

TQG-3KW 

Generator-  TQG-  3KW 

3-Kilowatt  Tactical  Quiet  Generator 
(3kW  TQG) 

T&ER 

2000 

Truck  Tractor 
M915A3 

Vehicle-  Wheeled-  Cargo-  Truck 
Tractor  M915A3 

M915A3  Truck  Tractor,  Line  Haul 

MA 

2000 

TUAV 

Aircraft-  Unmanned-  UAV- 
TUAV 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV) 

T&ER 

2000 

TWS-R 

Rifle-  50  Cal/7.62mm/5.56mm- 
Sight-  TWS-R 

Thermal  Weapon  Sight  -  Redesign 
(TWS-R) 

T&ER 

2000 

Vibration  Roller 

Vehicle-  Wheeled-  Engineer- 
Vibration  Roller 

Vibration  Roller 

MA 

2000 

Wolverine  M1A2 

SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Heavy  Assault  Bridge  (HAB), 

Wolverine,  XM 104 

T&ER 

2000 

Wolverine  M1A2 

SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Heavy  Assault  Bridge  (HAB),  XM104 
(WOLVERINE) 

T&ER 

2001 

Abrams  M1A2  SEP 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  SEP 

M1A2  Abrams  System  Enhancement 
Package  (SEP) 

T&ER 

2001 

ADM-401 

Rifle-  84mm-  Cartridge- 
Recoilless-  ADM-401 

Area  Defense  Munition  (ADM)-401 
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Short  Name 
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Long  Name 

T&ER 

2001 

ADV  FSC 

ADV  FSC 

Advanced  Food  Sanitation  Center  (ADV 
FSC)  (Milestone  I/II  Decision) 

MA 

2001 

APOBS 

APOBS 

Demolition  Kit,  Breaching  System, 
Anti-Personnel  Obstacle,  Mk  7  Mod  1 
(Anti-Personnel  Obstacle  Breaching 
system  -  APOBS).  8  April  2001 

T&ER 

2001 

ASWDS 

ASWDS 

Airborne  Scraper  and  Water  Distribution 
System  (ASWDS)  Type  Classification  - 
Generic  Decision 

MA 

2001 

ATACMS BAT 

Missile-  TBM-  ATACMS  BAT 

Army  Tactical  Missile  System  (Army 
TACMS)  Block  II  Brilliant  Anti-Armor 
(BAT)  Submunition  Missile  Program.  6 
February  2001 

MA 

2001 

ATIRCM 

ATIRCM 

AN/ALQ-212  Advanced  Threat  Infrared 
Countermeasures  (ATIRCM) 

MA 

2001 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM)  and 
Common  Missile  Warning  System 
(MCWS) 

T&ER 

2001 

BASIC  P3I 

BASIC  P3I 

Body  Armor  Set,  Individual 

Countermine  Preplanned  Product 
Improvement  (BASIC  P3I)  (Full  Rate 
Production  Decision  and  Update  to  Type 
Classification  System  Evaluation 

Report) 

T&ER 

2001 

Blasting  Cap  Ml 6 

Explosives-  Blasting  Cap-  Ml 6 

M16  Blasting  Cap 

T&ER 

2001 

Blunt  Trauma 

Distraction 

XM98/XM99 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma  Distraction 
XM98/XM99 

66mm  Non-Lethal  Grenades:  XM98 
Distraction/XM99  Blunt  Trauma 

T&ER 

2001 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  System 
(BFVS)  -  M2/M3A3 

MA 

2001 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  Systems  A3 
(BFVS  A3).  6  February  2001 

T&ER 

2001 

Breacher 

Shotgun-  Cartridge-  12  Gauge  - 
Breacher 

12  Gauge  Breacher 

MA 

2001 

CABS 

CABS 

Cockpit  Air  Bag  System  (CABS).  12 
March  200 1 

T&ER 

2001 

CABS 

CABS 

Cockpit  Air  Bag  Systems  (CABS) 

T&ER 

2001 

CALSET  2000 

CALSET  2000 

Calibration  Set  2000  (CALSET  2000) 

T&ER 

2001 

CBPS 

NBC-  Shelter-  CBPS 

Chemical  Biological  Protective  Shelter 
(CBPS) 

MA 

2001 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

40mm  Crowd  Dispersal  Cartridge, 
XM1029.  21  March  2001 

T&ER 

2001 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

XM  1029  40mm  Crowd  Dispersal 
Cartridge  (CDC) 

T&ER 

2001 

CLSP 

Religion-  CLSP 

Chaplaincy  Logistical  Support  Package 
(CLSP) 

T&ER 

2001 

CS  L96A1 

Grenade  Launcher-  Cartridge- 
66mm-  CS  L96A1 

Grenade,  Discharger:  Anti-Riot,  Irritant, 
CS,  L96A1  and  Grenade,  Discharger: 

Anti -Riot,  Practice,  L97A1 

T&ER 

2001 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command  Brigade 
and  Below  (FBCB2) 
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T&ER 

2001 

FRPC  XM769 

Mortar-  60mm-  Cartridge-  FRPC 
XM769 

XM769  60mm  Full  Range  Practice 
Cartridge  (FRPC) 

MA 

2001 

Full  Range 

Mortar-  60mm-  Cartridge-  Full 
Range 

Insensitive  Cartridge,  60mm  Mortar  HE 
(XM768),  with  the  XM783  Point 
Detonating  (PD)  Fuze.  22  June  2001 

MA 

2001 

HE  M720E1 

Mortar-  60mm-  Cartridge-  HE 
M720E1 

Insensitive  Cartridge,  60mm  Mortar  HE 
(M720E1),  with  the  M734A1  Multi¬ 
option  Fuze. 

MA 

2001 

IAV 

Vehicle-  Wheeled-  Artillery  - 
155mm-  Howitzer-  IAV 

Interim  Armored  Vehicle  (IAV).  31 
January  200 1 

MA 

2001 

IR1LL  XM816 

Mortar-  81mm-  Cartridge-  IRILL 
XM816 

Cartridge,  81mm  Mortar,  Infrared 
Illuminating,  XM8 16.  1  May  2001 

T&ER 

2001 

IRILL  XM816 

Mortar-  81mm-  Cartridge-  IRILL 
XM816 

XM816  81mm  Infrared  Illumination 
Cartridge 

T&ER 

2001 

IVMMD-STS 

IVMMD-STS 

Interim  Vehicle-Mounted  Mine  Detector 
Standard  Teleoperation  System 
(IVMMD-STS) 

T&ER 

2001 

IVMMD-STS 

Meerkat 

IVMMD-STS  Meerkat 

Interim  Vehicle-Mounted  Mine  Detector 
Standard  Teleoperation  System 
(IVMMD-STS) 

T&ER 

2001 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
Full-Rate  Production  II  Missile 

T&ER 

2001 

JSLIST  P3I 

Suit-  Protective-  JSLIST  P3I 

Joint  Service  Lightweight  Integrated 

Suit  Technology  (JSLIST)  Pre-Planned 
Product  Improvement  (P3I) 

T&ER 

2001 

LaSER- 

LaSER- 

Lightweight  Laser  Designator 

Rangefinder  (LLDR) 

T&ER 

2001 

LFHG  XM96 

Grenade-  Hand-  LFHG  XM96 

XM96  Lightweight  Fragmentation  Hand 
Grenade  (LFHG) 

MA 

2001 

LLDR 

Laser-  LLDR 

Lightweight  Laser  Designator 

Rangefinder  (LLDR) 

T&ER 

2001 

LRAS3  WM 

LRAS3  WM 

Continuous  Evaluation  of  the  Long 

Range  Advanced  Scout  Surveillance 
System  (LRAS3)  for  Confirmation  of 
Corrective  Actions  to  the  Weapons 
Mounting  (WM) 

T&ER 

2001 

M934A1 

Mortar-  120mm-  Cartridge  - 
M934A1 

120mm  M934A1  High  Explosive 

Cartridge 

T&ER 

2001 

MACS  XM232 

Artillery-  155mm-  Charge-  MACS 
XM232 

Modular  Artillery  Charge  System 
(MACS)  XM232 

MA 

2001 

MACS  XM232 

Artillery-  155mm-  Charge-  MACS 
XM232 

XM232  Modular  Artillery  Charge 

System  (MACS) 

T&ER 

2001 

MALS 

MALS 

Mobile  Analytical  Laboratory  System. 
(MALS).  Block  1 

MA 

2001 

MDARS-E 

MDARS-E 

Mobile  Detection  Assessment  Response 
System-  Exterior  (MDARS-E).  1 1 

March  200 1 

T&ER 

2001 

MDI 

Explosives-  MDI 

Modernized  Demolition  Initiator  (MDI), 
M18 

T&ER 

2001 

MD1  Booster 

Explosives-  MDI  Booster 

Modernized  Demolition  Initiators  (MDI) 
M151  &  M152  Boosters  and  Ml 52  Inert 
Boosters 
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T&ER 

2001 

MICH 

Helmet-  MICH 

Modular  Integrated  Communications 
Helmet  (MICH) 

MA 

2001 

MOLLE 

MOLLE 

Modular  Lightweight  Load-Carrying 
Equipment  (MOLLE)  System 

MA 

2001 

MPCV 

MPCV 

Mine  Protected  Clearance  Vehicle 
(MPCV) 

T&ER 

2001 

MPCV  Buffalo 

Vehicle-  Wheeled-  MRAP-  MPCV 
Buffalo 

BUFFALO,  Mine  Protected  Control 
Vehicle  (MPCV) 

T&ER 

2001 

MTS 

MTS 

Movement  Tracking  System  (MTS) 

Block  I 

MA 

2001 

MTS 

MTS 

Movement  Tracking  System  (MTS).  17 
November  2001 

T&ER 

2001 

OSCILLOSCOPE 

(OS-303 

OSCILLOSCOPE  (OS-303 

OSCILLOSCOPE  (OS-303()/G),  MS 

i/m 

T&ER 

2001 

PD/DLY  M720E1 

Mortar-  60mm-  Fuze-  PD/DLY 
M720E1 

M720E1  and  XM768  60mm  Insensitive 
Munition  Cartridges  andXM783  Point 
Detonating/Delay  Fuze  (PDDLY) 

T&ER 

2001 

PDDLY 

Artillery-  155mm-  Fuze-  PDDLY 

Fuze,  PD/Delay  (PDDLY),  MK399 

MOD  1  Materiel  Release 

MA 

2001 

PDF  XM768 

Mortar-  60mm-  Cartridge-  PDF 
XM768 

Insensitive  Cartridge,  60mm  Mortar  HE 
(XM768),  with  the  XM783  Point 
Detonating  (PD)  Fuze 

T&ER 

2001 

PG 

PG 

Protective  Glove  (PG) 

T&ER 

2001 

PROPHET  Ground 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET  Ground 

Prophet  Ground.  Block  1 

T&ER 

2001 

RAMS 

Explosives-  RAMS 

Remote  Activation  Munition  System 
(RAMS)  XM17  Receiver  Milestone  III 

T&ER 

2001 

RCAS 

Computer-  AIS-  RCAS 

Reserve  Component  Automation  System 
(RCAS)  Increment  4/5 

T&ER 

2001 

RLEM 

Rifle-  5.56mm-  Cartridge-  RLEM 

Rifle  Launched  Entry  Munition  (RLEM) 

T&ER 

2001 

SHS 

Heater-  SHS 

Space  Heater  Small  (SHS) 

MA 

2001 

SIIRCM 

SIIRCM 

Suite  of  Integrated  Infrared 
Countermeasures  (SIIRCM) 

T&ER 

2001 

SLAM 

Explosives-  SLAM 

M4,  Selectable  Lightweight  Attack 
Munition  (SLAM) 

T&ER 

2001 

STEPO 

NBC-  Suit-  STEPO 

Self-Contained  Toxic  Environment 
Protective  Outfit  (STEPO) 

T&ER 

2001 

TD-SYDET 

Explosives-  TD-SYDET 

XM153  Time/Delay/Sympathetic 
Detonator  (TD/SYDET)  and  XM316 
Trainer 

T&ER 

2001 

TQG  30/60  KW 

Generator-  TQG  30/60  KW 

Family  of  Tactical  Quiet  Generators 
(TQG)  (30/60  KW) 

T&ER 

2001 

TWS-OMNI 

Rifle-  50  Cal/7.62mm/5.56mm- 
Sight-  TWS-OMNI 

Thermal  Weapon  Sight  (TWS)  -  OMNI 

MA 

2001 

WP  M722E1 

Mortar-  60mm-  Cartridge-  WP 
M722E1 

Cartridge,  60mm  Mortar  WP  Smoke 
(M722E1,  with  the  XM783  Point 
Detonating  (PD)  Fuze 

T&ER 

2002 

AFATDS 

ABCS-  AFATDS 

Addendum  to  the  Advanced  Field 

Artillery  Tactical  Data  System 
(AFATDS)  99 

MA 

2002 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 
Munitions  (AIRCMM) 
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MA 

2002 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Armor  Piercing  Fin  Stabilized, 

Discarding  Sabot,  with  Tracer 
(APFSDS-T)  Cartridge,  120mm, 

M829E3 

T&ER 

2002 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Live  Fire  Lethality  Test  for  Cartridge: 
120mm  APFSDS-T,  M829E3  (U) 

MA 

2002 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System  (Army 
TACMS)  "Quick  Reaction"  Unitary 
Missile  Program 

T&ER 

2002 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System 
(ATACMS)  Block  II/Brilliant  Antiarmor 
(BAT) 

MA 

2002 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM)  and 
Common  Missile  Warning  System 
(MCWS) 

T&ER 

2002 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Common  Missile  Warning 

System/ Advanced  Infrared 
Contermeasures  Munitions 
(CMW  S/AIRCMM) 

MA 

2002 

AW 

Aircraft-  Helicopter-  Aircrew-  AW 

Air  Warrior  (AW) 

T&ER 

2002 

BCIS 

BCIS 

Battlefield  Combat  Identification 

System  (BCIS) 

T&ER 

2002 

Bradley  BFVS 
ODS-E 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  ODS-E 

M2A2  Bradley  Fighting  Vehicle  System 
(BFVS)  Operation  Desert  Storm- 
Engineer  (ODS-E) 

T&ER 

2002 

BVTC 

BVTC 

Battlefield  Video  Teleconference 
(BVTC)  System 

T&ER 

2002 

C17DRAS 

Aircraft-  Fixed  Wing-  Cargo-  C17 
DRAS 

C-17  Dual  Row  Airdrop  System 
(DRAS) 

T&ER 

2002 

CBPS-DCS/FST 

NBC-  Shelter-  CBPS-DCS/FST 

Chemical  Biological  Protective  Shelter 
(CBPS)  Division  Clearing 

Station/Forward  Surgical  Team 
(DCS/FST) 

T&ER 

2002 

CC 

Religion-  CC 

Containerized  Chapel  (CC) 

T&ER 

2002 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer  (CCTT) 
Primary  1  (PI)  Temperate  Database 

MA 

2002 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

Reconnaissance  Attack  Helicopter 

RAH66  Commanche 

T&ER 

2002 

Cooling-MCS 

Aircraft-  Helicopter-  Aircrew- 
Cooling-  MCS 

Microclimatic  Cooling  System  (MCS) 

T&ER 

2002 

CSPBA 

CSPBA 

Concealable  Stab  Protective  Body 

Armor  (CSPBA) 

MA 

2002 

Direct  Attack 

Guided  Rocket 

Rocket-  Direct  Attack  Guided 
Rocket 

Direct  Attack  Guided  Rocket 

T&ER 

2002 

DPGDS  MEP-PU- 
810B 

Generator-  DPGDS  MEP-PU- 
81 0B 

Deployable  Power  Generation  and 
Distribution  System  (DPGDS)  MEP- 
PU-810B 

T&ER 

2002 

DTSS-D 

ABCS-  DTSS-D 

Digital  Topographic  Support  System  - 
Deployable  (DTSS-D) 

T&ER 

2002 

DTSS-L 

ABCS-  DTSS-L 

Digital  Topographic  Support  System  - 
Light  AN/TYQ-67(V2) 
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T&ER 

2002 

FBN 

FBN 

Family  of  Batons  and  Nightsticks  (FBN) 

MA 

2002 

HE  M720A1  & 

M768 

Mortar-  60mm-  Cartridge-  HE 
M720A1  &  M768 

Health  Hazard  Assessment  Report  (RCS 
MED  388)  ON  THE  60mm,  HE 

M720A1  AND  HE  M768  Mortar 
Cartridges  69-37-6972-03  December 

2002 

T&ER 

2002 

HE-OR-T 

Cannon-  Cartridge-  120mm-  HE- 
OR-T 

Cartridge  120mm  High  Explosive- 
Obstacle  Reduction  (HE-OR-T)  XM908 

T&ER 

2002 

I-HMEE 

Vehicle-  Wheeled-  Engineer- 1- 
HMEE 

Interim  High  Mobility  Engineer 

Excavator  (I-HMEE) 

T&ER 

2002 

IRILL  XM816 

Mortar-  81mm-  Cartridge-  IRILL 
XM816 

M816  81mm  Infrared  Illumination 
Cartridge 

T&ER 

2002 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
Full-Rate  Production  3  Missile  with  - 
079  and  Reworked  -039  CESAF 

T&ER 

2002 

JCALS 

Computer-  JCALS 

Joint  Computer-Aided  Acquisition  and 
Logistics  Support  (JCALS)  for  SWP  3.1 

T&ER 

2002 

JSTARS-CGS 

Radar-  JSTARS-CGS 

Joint  Surveillance  Target  Attack  Radar 
System  (Joint  STARS)  (JSTARS) 
Common  Ground  Station  (CGS)  and 

Joint  Services  Work  Station  (JSWS) 

MA 

2002 

JTRS 

Radio-  JTRS 

Joint  Tactical  Radio  System  (JTRS) 

T&ER 

2002 

LaSER- 

LaSER- 

Multiple  Laser  Engagement  System 
(MILES)  2000 

T&ER 

2002 

LWTS 

Rifle-  5.56mm-  M16/M4-  Sight- 
LWTS 

AN/PVS-13B(V)1  Light  Thermal 

Weapon  Sight  (LTWS) 

MA 

2002 

MDARS 

MDARS 

Mobile  Detection  Assessment  and 
Response  System-Interior  (MDARS-I) 

MA 

2002 

MDI 

Explosives-  MDI 

Modernized  Demolition  Initiators  (MDI) 
tactical  components  (XM19,  XM21,  and 
XM23),  and  the  inert  training  devices 
(XM20  and  XM22) 

T&ER 

2002 

MDI 

Explosives-  MDI 

XM19/21/23  Modernized  Demolition 
Initiators  (MDI) 

T&ER 

2002 

MIDS  LVT 

MIDS  LVT 

Multifunctional  Information  Distribution 
System  -  Low  Volume  Terminal  (2) 
[MIDS  LVT(2)1 

MA 

2002 

MLRS FCS 

Rocket-  MLRS  FCS 

Personnel  and  training  Evaluation  for 
the  M270A1  Multiple  Launch  Rocket 
System  (MLRS)  Fire  Control  System 
(FCS) 

MA 

2002 

MLRS  M270A1 

Rocket-  MLRS  M270A1 

Multiple  Launch  Rocket  System 
(MLRS)  M270A1  Launcher 

T&ER 

2002 

MPCV 

MPCV 

Mine  Protected  Clearance  Vehicle 
(MPCV) 

T&ER 

2002 

MPCV  CASSPIR 

Vehicle-  Wheeled-  MRAP-  MPCV 
CASSPIR 

CASSPIR,  Mine  Protected  Control 

Vehicle  (MPCV) 

MA 

2002 

PATRIOT  PAC3 

Missile-  Air  Defense-  PATRIOT 
PAC3 

Patriot  PAC-3  Block  2002  Missile 

T&ER 

2002 

PROPHET 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET 

PROPHET  Block  II/III  Acquisition 
Milestone  (Phase  B) 
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MA 

2002 

RLEM 

Rifle-  5.56mm-  Cartridge-  RLEM 

Rifle  Launched  Entry  Munition 
(RLEM),  XM100,  and  RLEM  Trainer, 
XM101 

T&ER 

2002 

RRDF-MCS 

RRDF-MCS 

Roll-On/Roll-Off  Discharge  Facility 
(RRDF)  and  Floating  Causeway  (FC) 
Subsystems  of  the  Modular  Causeway 
System  (MCS) 

T&ER 

2002 

Sampler  Kit  M279 

NBC-  Detector-  Sampler  Kit  M279 

Sampler  Kit,  Air:  Chemical  Agent 

Alarm,  M279  Surface  Sampler  Probe 

T&ER 

2002 

SIRFC 

Radio-  SIRFC 

Suite  of  Integrated  Radio  Frequency 
Countermeasures  (SIRFC)  (U) 

T&ER 

2002 

SMART-T 

SMART-T 

Secure,  Mobile,  Anti- Jam,  Reliable, 
Tactical  Terminal  (SMART-T) 

T&ER 

2002 

Sorbent 

Sorbent 

Sorbent  Decontamination  System  (SDS) 

MA 

2002 

Stryker  FOV 

Vehicle-  Wheeled-  IFV-  Stryker 
FOV 

Stryker  Family  of  Vehicles  (FOV) 

T&ER 

2002 

TACLANE 

TACLANE 

TACLANE  KG- 175  In-Line  Network 
Encryptor 

T&ER 

2002 

TMWSS 

Vehicle-  Wheeled-  Trailer- 
TMWSS 

Trailer-Mounted  Welding  Shop  Set 
(TMWSS) 

T&ER 

2002 

TOW  2B  AERO 

GEN  1 

Missile-  Antitank-  TOW  2B 

AERO  GEN  1 

Retrofitted  Tube-launched,  Optically- 
tracked,  Wire-guided  (TOW)  2B 
Generation  (GEN  I) 

MA 

2002 

TOW  BB 

Missile-  Antitank-  TOW  BB 

TOW  Bunker  Buster  Missile  Program 

MA 

2002 

Towed 

Volcano-  Towed 

Mounting  Kit,  Mine  Dispenser: 
VOLCANO,  2  1/2  Ton  Trailer  Towed 
with  Track-Mobility  Kit 

T&ER 

2002 

Towed 

Volcano-  Towed 

Towed  Volcano 

T&ER 

2002 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV) 

MA 

2002 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV)  SHADOW  200 

T&ER 

2002 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV).  Volume  2.  Survivability 

MA 

2003 

ACS 

Aircraft-  Fixed  Wing-  Intel-  ACS 

Aerial  Common  Sensor  (ACS) 

MA 

2003 

AMMPS 

AMMPS 

Advanced  Medium-Size  Mobile  Power 
Source  (AMMPS) 

T&ER 

2003 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Cartridge,  120mm  Armore  Piercing,  Fin 
Stabilized,  Discarding  Sabot,  with 

Tracer  (APFSDS-T),  M829E3  (U) 

T&ER 

2003 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Cartridge,  120mm,  Armor  Piercing,  Fin 
Stabilized,  Discarding  Sabot,  with 

Tracer  (APFSDS-T),  M829E3,  Full-Rate 
Production  -  Type  Classification 

Standard 

MA 

2003 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM)  And 
Common  Missile  Warning  System 
(CMWS) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2003 

AVCATT-A 

AVCATT-A 

Aviation  Combined  Arms  Tactical 

Trainer  -  Aviation  Reconfigurable 

Manned  Simulator  (AVCATT-A) 

MA 

2003 

AW 

Aircraft-  Helicopter-  Aircrew-  AW 

Air  Warrior  (AW) 

T&ER 

2003 

AW 

Aircraft-  Helicopter-  Aircrew-  AW 

Air  Warrior  Block  1 

T&ER 

2003 

CBA-Plus 

Body  Armor-  CBA-Plus 

Concealable  Ballistic  Armor-Plus 
(CBA-Plus) 

T&ER 

2003 

DEUCE-CPK 

Vehicle-  Tracked-  Bulldozer- 
DEUCE-CPK 

Deployable  Universal  Combat 
Earthmover-Crew  Protection  Kit 
(DEUCE-CPK) 

T&ER 

2003 

DMS-A 

DMS-A 

Defense  Messaging  System-Army 
Extension  into  the  Tactical  Environment 
(DMS-A) 

T&ER 

2003 

DSB 

DSB 

Dry  Support  Bridge  (DSB) 

T&ER 

2003 

DTSS-HVMP 

ABCS-  DTSS-HVMP 

Digital  Topographic  Support  System  - 
High  Volume  Map  Production  (DTSS- 
HVMP) 

MA 

2003 

FCS FOV 

Vehicle-  Tracked-  FCS  FOV 

Future  Combat  System  (FCS) 

MA 

2003 

FS3 

Laser-  FS3 

Fire  Support  Sensor  System  (FS-3) 

T&ER 

2003 

GBS-TIP/TGRS 

GBS-TIP/TGRS 

Global  Broadcast  Service  Transportable 
Ground  Receive  Suite  and  Theater 
Injection  Point  (GBS-TIP/TGRS) 

MA 

2003 

GMLRS  UR 

Rocket-  GMLRS  UR 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket  (UR) 

MA 

2003 

GMLRS-DPICM 

Rocket-  GMLRS-DPICM 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Dual  Purpose  Improved 
Conventional  Munitions  (DPICM) 

T&ER 

2003 

GSTAMIDS 

GSTAMIDS 

Ground  Standoff  Minefield  Detection 
System,  Future  Combat  Systems 
(GSTAMIDS-FCS) 

MA 

2003 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

T&ER 

2003 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

MA 

2003 

HSTAMIDS 

HSTAMIDS 

AN/PS  S- 14  Handheld  Mine  Detector 
(Handheld  Standoff  Mine  Detector 

System  (HSTAMIDS) 

T&ER 

2003 

HSTAMIDS 

HSTAMIDS 

AN/PSS-14,  Handheld  Standoff  Mine 
Detection  System  (HSTAMIDS) 

T&ER 

2003 

I-HMEE 

Vehicle-  Wheeled-  Engineer- 1- 
HMEE 

Interim  High  Mobility  Engineer 

Excavator  (I-HMEE)  (Phase  II) 

T&ER 

2003 

IRB 

IRB 

Improved  Ribbon  Bridge  (IRB) 

T&ER 

2003 

IRILL  M983 

Mortar-  120mm-  Cartridge-  IRILL 
M983 

120mm  M983  Infrared  Illumination 
(IRILL)  Mortar  Cartridge,  Production 
Verification  Test 

T&ER 

2003 

JBSDS 

JBSDS 

Joint  Biological  Standoff  Detection 

System  (JBSDS)  Block  I 

MA 

2003 

JCM 

Missile-  Air-to-Ground-  JCM 

Joint  Common  Missile  System  (JCMS) 

T&ER 

2003 

JSLNBCRS 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS 

Joint  Service  Light  Nuclear,  Biological, 
Chemical,  Reconnaissance  System 
(JSLNBCRS) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2003 

Knife -ASEK 

Aircraft-  Helicopter-  Aircrew- 
Knife-  ASEK 

Aircrew  Survival  Egress  Knife  (ASEK) 

T&ER 

2003 

Low  Bed 

Semitrailer 

M870A3 

Vehicle-  Wheeled-  Trailer-  Low 

Bed  Semitrailer  M870A3 

M870A3  Semitrailer,  Low  Bed,  40  Ton 

T&ER 

2003 

LRSRXM107 

Rifle-  50  Cal-  LRSR  XM107 

XM107,  .50  Caliber  Long  Range  Sniper 
Rifle  (LRSR) 

MA 

2003 

LRSRXM107 

Rifle-  50  Cal-  LRSR  XM107 

XM107,  .50  Caliber,  Long  Range  Sniper 
Rifle 

T&ER 

2003 

LWGM 

LWGM 

XM192  Lightweight  Ground  Mount 
(LWGM) 

T&ER 

2003 

MCS  ver  6.3.2 

ABCS-  MCS  ver  6.3.2 

Maneuver  Control  system  (MCS) 

Software  Version  6.3.2 

MA 

2003 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  and 
Response  System  -  Interior  (MDARS-I) 

MA 

2003 

MFCS 

Mortar- 

120mm/107mm/81mm/60mm- 
Computer-  MFCS 

XM95/XM96  Mortar  Fire  Control 

System  (MFCS) 

MA 

2003 

MFCS-H 

Mortar- 

1 20mm/ 1 0  7mm/8 1  mm/60mm- 
Computer-  MFCS-H 

Mortar  Fire  Control  System-  Heavy, 
XM95/XM96  (MFCS-H) 

MA 

2003 

Paladin  M99A2 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M99A2 

Transfer  of  Ammunition  from  the 

M992A2  Field  Artillery  Ammunition 
Support  Vehicle  into  the  M109A6 

Paladin  Self-Propelled  Howitzer 

MA 

2003 

PGMM 

PGMM 

Precision  Guided  Mortar  Munition, 
XM395 

T&ER 

2003 

RAFAEL  CARPET 

Rocket-  Minefield  Breaching- 
RAFAEL  CARPET 

RAFAEL  Minefield  Breaching  System, 
CARPET 

T&ER 

2003 

RAMS  MI 

Explosives-  RAMS  MI 

Magneto-Inductive  Remote  Activation 
Munition  System  (MI  RAMS) 

T&ER 

2003 

RCAS 

Computer-  AIS-  RCAS 

Reserve  Component  Automation  System 
(RCAS)  Increment  8 

MA 

2003 

SICPS 

SICPS 

Standardized  Integrated  Command  Post 
System  (SICPS) 

T&ER 

2003 

SICPS-CPP 

SICPS-CPP 

Standardized  Integrated  Command  Post 
System  -  Command  Post  Platform 
(SICPS-CPP) 

T&ER 

2003 

SIIRCM 

SIIRCM 

Suite  of  Integrated  Infrared 
Countermeasures  (SIIRCM) 

MA 

2003 

SLAMRAAM 

Missile-  Air-to-Air-  SLAMRAAM 

Surface  Launched  Advanced  Medium 
Range  Air-to-Air  Missile 
(SLAMRAAM)  System 

MA 

2003 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II 
(TC-AIMS  II) 

MA 

2003 

TPMP-T  XM1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 
Practice  Multi-Purpose  With  Tracer) 

T&ER 

2003 

WIN-T 

Radio-  WIN-T 

Warfighter  Information  Network  - 
Tactical  (WIN-T) 

MA 

2003 

WIN-T 

Radio-  WIN-T 

Warfighter  Information  Network- 
Tactical  (WIN-T)  Program 

Vol.  I  -  42 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2003 

WP  M722A1 

Mortar-  60mm-  Cartridge-  WP 
M722A1 

60mm  M722A1  White  Phosphorus  (WP) 
Mortar  Cartridge 

MA 

2003 

WRUE 

WRUE 

Water  Recovery  Unit  from  Exhaust 
(WRUE),  Project  No.  69-MP-02SY-05 

T&ER 

2003 

XM930 

Illumination 

Mortar-  120mm-  Cartridge  - 
XM930  Illumination 

XM930  120mm  Illumination  Cartridge 

MA 

2004 

A2C2S 

ABCS-  A2C2S 

Army  Airborne  Command  and  Control 
System  (A2C2S)  Block  1 

MA 

2004 

A2C2S 

ABCS-  A2C2S 

Army  Airborne  Command  and  Control 
System  (A2C2S)  System  Operator 

T&ER 

2004 

ACU 

Uniform-  ACU 

Army  Combat  Uniform  (ACU) 

MA 

2004 

AMMPS 

AMMPS 

Advanced  Medium-size  Mobile  Power 
Sources  (AMMPS) 

T&ER 

2004 

ASLMS 

ASLMS 

Authorized  Stockage  List  Mobility 

System  (ASLMS) 

MA 

2004 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM) 

MA 

2004 

ATW 

Missile-  Antitank-  84mm-  ATW 

AT4-CS  (Confined  Space)-RS  (Reduced 
Sensitivity)  84mm  Light  Anti-Tank 
Weapon  for  Confined  Space 

MA 

2004 

BMIS-T 

Medical-  BMIS-T 

Battlefield  Medical  Information  System 
-  Telemedicine  (BMIS-T)  AN/TYQ- 
105 

MA 

2004 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

Cartridge,  120mm,  Canister,  XM1028 

T&ER 

2004 

CBL 

Laundry-  CBL 

Full-Rate  Production  (FRP)  Decision  for 
the  Containerized  Batch  Laundry  (CBL) 

/  Abbreviated  (ASER) 

MA 

2004 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

CH-47F  Chinook 

T&ER 

2004 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

Helicopter,  Cargo  CH47F 

T&ER 

2004 

CROWS  XM101 

CROWS  XM101 

Common  Remotely  Operated  Weapon 
Station  (CROWS)  Milestone  (MS)  B 

MA 

2004 

DAGR 

DAGR 

Defense  Advanced  Global  Positioning 
System  Receiver  (DAGR) 

MA 

2004 

DCGS-A 

DCGS-A 

Distributed  Common  Ground  System- 
Army  (DCGS-A) 

T&ER 

2004 

DMS-A 

DMS-A 

Defense  Messaging  System  -  Army 
Extension  into  the  Tactical  Environment 
(DMS-A) 

MA 

2004 

Excalibur  XM892 

Artillery-  155mm-  Projectile- 
Excalibur  XM892 

XM982  Excalibur  155mm  Precision 
Guided  Extended  Range  Artillery 
Projectile 

MA 

2004 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command  Brigade 
and  Below  (FBCB2) 

T&ER 

2004 

FBCB2/BFT 

ABCS-  FBCB2/BFT 

Force  XXI  Battle  Command  Brigade 
and  Below/Blue  Force  Tracking 
(FBCB2/BFT)  (U) 

MA 

2004 

FCS FOV 

Vehicle-  Tracked-  FCS  FOV 

Future  Combat  System  (FCS) 

T&ER 

2004 

FOMD 

Mine  Detector-  FOMD 

Family  of  Metal  Detectors  (FOMD) 
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Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

2004 

GMD  TXBR 

Missile-  ABM-  GMD  TXBR 

Ground  Based  Mid-Course  (GMD)  Test 
X-Band  Radar  (TXBR) 

T&ER 

2004 

INE 

INE 

Sectera  KG-235  Inline  Network 

Encryptor  (INE) 

T&ER 

2004 

ISYSCON 

ABCS-  ISYSCON 

Integrated  System  Control  (ISYSCON) 
(V)1/(V)2  Block  3  Software  Increment 

2.0 

T&ER 

2004 

JBSDS 

NBC-  Detector-  JBSDS 

Joint  Biological  Standoff  Detection 

System  (JBSDS)  Block  1 

MA 

2004 

JCM 

Missile-  Air-to-Ground-  JCM 

Joint  Common  Missile  System  (JCM) 

T&ER 

2004 

JNMS 

JNMS 

Joint  Network  Management  System 
(JNMS) 

T&ER 

2004 

JSLIST 

NBC-  Gloves-  JSLIST 

Joint  Service  Lightweight  Integrated 

Suit  Technology  (JSLIST)  Block  1 

Glove  Upgrade  /  Abbreviated  (ASER) 

MA 

2004 

JTRS 

Radio-  JTRS 

Joint  Tactical  Radio  System  (JTRS) 
Cluster  5 

T&ER 

2004 

JTRS  Cluster  5 

Radio-  JTRS  Cluster  5 

Joint  Tactical  Radio  System  -  Cluster  5 
(JTRS  -  Cluster  5) 

MA 

2004 

LOSAT 

Missile-  Antitank-  LOSAT 

Line  of  Sight  Antitank  (LOSAT) 

MA 

2004 

LW 

LW 

Land  Warrior,  Version  1.0 

MA 

2004 

LWGM  XM192 

LWGM  XM 192 

Lightweight  Ground  Mount  (LWGM) 
XM192 

MA 

2004 

M240E5 

Rifle-  7.62mm-  Machine  Gun- 
M240E5 

M240E5  Machine  Gun  (Aviation 

Variant)  Mounted  on  the  Ml 44 

Mounting  Arm  for  the  UH-60,  and  the 
M24  and  M41  Mounts  for  the  CH-47 

MA 

2004 

M3 13  STI 

Mortar-  120mm-  Cartridge-  M3 13 
STI 

XM313  81mm  Subcaliber  Training 

Insert  (STI) 

T&ER 

2004 

MK281  40mm 
Practice  Cartridge 

Grenade  Launcher-  40mm- 
Cartridge-  Machinegun-  Practice 
MK281 

MK281  MOD  0  40mm  Practice 

Cartridge 

MA 

2004 

MLRS RRPR 

M28A2 

Rocket-  MLRS  RRPR  M28A2 

Multiple  Launch  Rocket  System  M28A2 
Reduced  Range  Practice  Rocket 

MA 

2004 

MRM 

Cannon-  Cartridge-  120mm-  MRM 

Cartridge,  120mm,  Mid-Range  Munition 
(MRM) 

T&ER 

2004 

PATRIOT  MEADS 

Missile-  Air  Defense-  PATRIOT 
MEADS 

Patriot/Medium  Extended  Air  Defense 
System  (MEADS)  Combined  Aggregate 
Program  (CAP) 

MA 

2004 

PATRIOT  MEADS 

Missile-  Air  Defense-  PATRIOT 
MEADS 

Patriot-MEADS  Combined  Aggregate 
Program  (CAP) 

MA 

2004 

PATRIOT  MEADS 
(Revised) 

Missile-  Air  Defense-  PATRIOT 
MEADS  (Revised) 

Patriot-MEADS  Combined  Aggregate 
Program  (CAP)  (Revised) 

T&ER 

2004 

PFED 

PFED 

Pocket-Sized  Forward  Entry  Device 
(PFED) 

T&ER 

2004 

RAMS 

Explosives-  RAMS 

Remote  Activation  Munition  System 
(RAMS)  M17  Receiver  and  AM85 

Trainer  Materiel  Release 

MA 

2004 

RAMS 

Explosives-  RAMS 

XM85  Training  Device  and  the  M17 
Receiver  of  the  Remote  Activation 
Munition  System  (RAMS) 
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Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2004 

REMBASS  II 

REMBASS  II 

Remotely  Monitored  Battlefield  Sensor 
System  II  (REMBASS  II) 

MA 

2004 

RWBK 

RWBK 

Rapid  Wall  Breaching  Kit  (RWBK 
XM322,  Force  on  Force  Trainer, 

XM323,  and  the  Inert  Trainer  XM324 

T&ER 

2004 

SDK  MEFP-CC 

Explosives-  SDK-  MEFP-CC 

Special  Operations  Forces  Demolition 

Kit  (SDK)  Multi-Faceted  Explosively 
Formed  Penetrator  (MEFP)  and  Cable 
Cutter  (CC) 

MA 

2004 

Spider  XM7 

Explosives-  Spider  XM7 

Non-Self  Destruct-  Alternative  (NSD- 
A),  (SPIDER),  Project  No.  69-MP-2641- 
04 

T&ER 

2004 

Stryker  FOV 

Vehicle-  Wheeled-  IFV-  Stryker 
FOV 

Stryker  Family  of  Vehicles 

MA 

2004 

Stryker  ICV 

Vehicle-  Wheeled-  IFV-  Stryker 

ICV 

Stryker-  Infantry  Carrier  Vehicle  (ICV) 
and  Seven  Configurations 

MA 

2004 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

Stryker-  Mobile  Gun  System  (MGS) 

MA 

2004 

Stryker  Mortar 
Carrier-B 

Vehicle-  Wheeled-  IFV-  120mm- 
Stryker  Mortar  Carrier-B 

Stryker-  Mortar  Carrier-B  (Mounted) 

MA 

2004 

Stryker  NBCRV 

Vehicle-  Wheeled-  IFV-  Stryker 
NBCRV 

Stryker-  NBCRV 

T&ER 

2004 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'  - 
Automated  Information  for  Movements 
System  II  (TC-AIMS  II) 

MA 

2004 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II 
(TC-AIMS  II) 

MA 

2004 

TOW  2B  AERO 

GEN  2 

Missile-  Antitank-  TOW  2B 

AERO  GEN  2 

TOW  2B  Aero  Gen  2  Missile 

MA 

2004 

TPMP-T  XM1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 
Practice  Multi-Purpose  with  Tracer) 
XM1002 

MA 

2004 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG) 

T&ER 

2004 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG)  Sets 

MA 

2004 

TSST 

TSST 

Phoenix  Tactical  Super  High  Frequency 
(SHF)  Satellite  Terminal  (TSST) 

MA 

2004 

TSV 

TSV 

Theater  Support  Vessel  (TSV) 

T&ER 

2004 

USMC  AAAV  EFV 

Vehicle-  Tracked-  USMC  AAAV 
EFV 

U.S.  Marine  Coips  Advanced 

Amphibious  Assault  Vehicle 

T&ER 

2004 

VLAD 

Vehicle-  VLAD 

Vehicle  Lightweight  Arresting  Device 
(VLAD) 

MA 

2004 

VLAD 

VLAD 

Vehicle  Lighweight  Arresting  Device 
(VLAD) 

MA 

2004 

XM8 

Rifle-  5.56mm-  Carbine-  XM8 

Initial  Impressions  for  the  XM8  Carbine 

T&ER 

2005 

AKMS-SKL 

AKMS-SKL 

Simple  Key  Loader  (SKL)  of  Army  Key 
Management  System  (AKMS) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2005 

Apache  Longbow 
AH-64D  LBHMMS 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
LBHMMS 

Longbow  HELLFIRE  Modular  Missile 
System  (LBHMMS)  Pre-Planned 

Product  Improvement  (P3I)  Program 
Home-on- Jam/Anti-Jam  (HOJ/AJ) 
Software 

MA 

2005 

Apache  Longbow 
AH-64D 

Maintenance 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
Maintenance 

AH-64D  Apache  Longbow 

MA 

2005 

APC  Canister 

XM 1 040 

Cannon-  105mm-  Cartridge-  APC 
Canister  XM  1040 

Cartridge,  105mm:  Canister,  XM  1040 

T&ER 

2005 

APC  Canister 

XM  1 040 

Cannon-  105mm-  Cartridge-  APC 
Canister  XM1040 

XM1040  105mm  Anti-Personnel 

Canister  Cartridge 

T&ER 

2005 

APFSDS-T 

M829A3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A3 

on  the  Cartridge,  120mm,  Armor 

Piercing,  Fin  Stabilized,  Discarding 

Sabot,  with  Tracer  (APFSDS-T), 

M829A3 

MA 

2005 

ARH 

Aircraft-  Helicopter-  Recon-  ARH 

Armed  Reconnaissance  Helicopter 
(ARH) 

T&ER 

2005 

ATACMS  Unitary 
M48 

Missile-  TBM-  ATACMS  Unitary 
M48 

Army  Tactical  Missile  System 
(ATACMS)  Block  1A  Quick  Reaction 
Unitary,  M48 

MA 

2005 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 

Countermeasure  System-Common 

Missile  Warning  System  (ATIRCM- 
CMWS) 

T&ER 

2005 

ATLAS  II 

ATLAS  II 

All-Terrain  Lifter,  Army  System 
(ATLAS)  II  /  Abbreviated  (ASER) 

T&ER 

2005 

AW  EDM 

Aircraft-  Helicopter-  Aircrew-  AW 
EDM 

Electronic  Data  Manager  (EDM) 

Technical  Insertion  for  Air  Warrior 
(AW)  (FILED  WITH  DB43447937) 

T&ER 

2005 

Bangalore  BTDK 

Explosives-  Bangalore  BTDK 

2.5-Foot  Bangalore  Torpedo  (BTDK) 

MA 

2005 

BDAR 

BDAR 

Battle  Damage  Assessment  and  Repair 
(BDAR)  System 

T&ER 

2005 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Black  Hawk  Utility  Helicopter 

MA 

2005 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Blackhawk  Helicopter 

MA 

2005 

Blackhawk  UH60M 
CAAS  LEUE 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CAAS  LEUE 

UH60M  Common  Avionics  Architecture 
System  (CAAS)  Crew  Station 

MA 

2005 

Blackhawk  UH60M 
EUD2 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  EUD2 

UH60M  Crew  Station 

T&ER 

2005 

BSN 

Radio-  BSN 

Brigade  Subscriber  Node  (BSN) 

T&ER 

2005 

Canister  M1028 

Cannon-  Cartridge-  120mm- 
Canister  M1028 

Full-Rate  Production/Type 

Classification  -  Standard  Decision  for 
the  M1028  120mm  Canister  Cartridge 

T&ER 

2005 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

XM1028  120mm  Canister  Cartridge 

T&ER 

2005 

CHCS 

CHCS 

Composite  Health  Care  System  (CHCS) 

II,  Block  2 

T&ER 

2005 

CPOF 

ABCS-  CPOF 

Command  Post  of  the  Future  (CPOF)  / 
Abbreviated  (ASER) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2005 

CPOF  ver.  2.4 

ABCS-  CPOF  ver.  2.4 

Command  Post  of  the  Future  (CPoF) 
Version  2.4 

MA 

2005 

CROWS  XM 101 

CROWS  XM  101 

XM101  Common  Remotely  Operated 
Weapons  Station  (CROWS) 

T&ER 

2005 

DTS  CBA  v.3 

DTS  CBA  v.3 

Defense  Travel  System  (DTS)  Centrally 
Billed  Account  (CBA)  Reconciliation 
Module  Version  3 

T&ER 

2005 

DTS  Madison 

DTS  Madison 

Defense  Travel  System  (DTS)  Madison 
Release 

T&ER 

2005 

DTS  Madison  1.6a 

DTS  Madison  1.6a 

Defense  Travel  System  (DTS)  Madison 
Release  A  (v.l.6a) 

MA 

2005 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle  (ENVG) 

T&ER 

2005 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle  (ENVG) 

/  Abbreviated  (ASER) 

MA 

2005 

ER/MP 

Aircraft-  Unmanned-  UAV- 
ER/MP 

Extended  Range/Multi-Purpose 

Unmanned  Aerial  Vehicle  (ER/MP 

UAV) 

T&ER 

2005 

ETRAC 

Radar-  ETRAC 

Enhanced  Target  Range  and 

Classification  (ETRAC)  Modified 

Sentinel  Radar 

MA 

2005 

Excalibur 

Artillery-  155mm-  Projectile- 
Excalibur 

XM982  Precision  Guided  Extended 

Range  155mm  Artillery  Projectile, 
Excalibur 

T&ER 

2005 

GBS  TGRS 

Radio-  GBS  TGRS 

Global  Transport  Service  (GBS) 
Transportable  Ground  Receive  Suite 
(TGRS) 

MA 

2005 

GMDS 

Missile-  ABM-  GMDS 

Ground  Based  Mid-Course  Defense 
(GMDS)  System 

MA 

2005 

GMLRS  XM30 

Rocket-  GMLRS  XM30 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  XM30  Rocket 

T&ER 

2005 

GMLRS-DPICM 

Rocket-  GMLRS-DPICM 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  with  Dual  Purpose  Improved 
Conventional  Munitions  (DPICM) 

MA 

2005 

GoldenEye-50 

OCU 

GoldenEye-50  OCU 

GoldenEye-50  Operator  Control  Unit 
(OCU) 

T&ER 

2005 

HE  M3  93 A3 

Cannon-  105mm-  Cartridge-  HE 

M3  93 A3 

M393A3  105mm  High  Explosive 

Cartridge  and  the  M467A1  105mm 

Target  Practice  Cartridge 

T&ER 

2005 

HE  M720AI 

Mortar-  60mm-  Cartridge-  HE 
M720A1 

60mm  High  Explosive  Cartridges, 
M720A1  and  M768 

T&ER 

2005 

HENLM 

HENLM 

Hand  Emplaced  Non-Lethal  Munition 
(HENLM) 

MA 

2005 

HENLM-TAPM 

HENLM-TAPM 

Hand  Emplaced  Non-lethal  Munition- 
Taser  Anti-Personnel  Munition 
(HENLM-TAPM) 

MA 

2005 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket  system 
(HIMARS) 

T&ER 

2005 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

MA 

2005 

IMS 

Explosives-  IMS 

Intelligent  Munitions  System  (IMS) 

T&ER 

2005 

IMS  FCS 

Explosives-  IMS-  FCS 

Intelligent  Munition  System  (IMS) 
Increment  1  Milestone  B 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2005 

JBSDS 

NBC-  Detector-  JBSDS 

Joint  Biological  Standoff  Detection 

System  (JBSDS)  Increment  1 

MA 

2005 

JLENS 

JLENS 

Joint  Land  Attack  Cruise  Missile 

Defense  Elevated  Netted  Sensor  System 
(JLENS) 

MA 

2005 

JLENS 

JLENS 

Joint  Land  Attack  Cruise  Missile 

Defense  Elvated  Netted  Sensor  System 
(JLENS) 

MA 

2005 

JNMS 

JNMS 

Joint  Network  Management  System 
(JNMS) 

T&ER 

2005 

JNTC/CPOF 

ABCS-  JNTC/CPOF 

Joint  Network  Transport  Capability 
(JNTC)  (Including  the  Command  Post  of 
the  Future  (CPOF)) 

MA 

2005 

JSMLT 

NBC-  Mask-  JSMLT 

Joint  Service  Mask  Leakage  Tester 
(JSMLT) 

MA 

2005 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

Light  Utility  Helicopter  (LUH) 

T&ER 

2005 

LHMBC  XM32 

Mortar- 

1 20mm/ 1 0  7mm/8 1  mm/60mm- 
Computer-  LHMBC  XM32 

Lightweight  Hand-Held  Mortar  Ballistic 
Computer  (LHMBC) 

MA 

2005 

LHMBC  XM32 

Mortar- 

1 20mm/ 1 07mm/  8 1  mm/  60mm- 
Computer-  LHMBC  XM32 

Lightweight  Handheld  Mortar  Ballistic 
Computer  (LHMBC)  XM32 

T&ER 

2005 

LOSAT 

Missile-  Antitank-  LOSAT 

Line-of-Sight  Antitank  Weapon  System 
(LOSAT)  (U) 

T&ER 

2005 

LTT-R 

Vehicle-  Wheeled-  Cargo-  Trailer- 
LTT-R 

Light  Tactical  Trailer-Rebuy  (LTT-R) 
Program  /  Abbreviated  (ASER) 

MA 

2005 

M3 13  STI 

Mortar-  120mm-  Cartridge-  M3 13 
STI 

M3 13,  120mm  Mortar  Subcaliber 

Training  Insert  (81mm  Insert  Program) 

MA 

2005 

M934A2 

Mortar-  120mm-  Cartridge- 
M934A2 

Health  Hazard  Assessment  Report 
(HHAR)  on  the  Cartridge,  120mm,  High 
Explosive  (HE),  M934A2  Mortar 

Cartridge 

MA 

2005 

MACS 

Artillery-  155mm-  Charge-  MACS 

Modular  Artillery  Charge  System 

M232E1  (MACS) 

MA 

2005 

MAP  AM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM1061 

XM 106 1/XM 1046  60mm  Mortar,  Anti- 
Personnel,  Anti-Materiel  Mortar 

Cartridges 

MA 

2005 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS) 

MA 

2005 

MLRS-RRPR 

Rocket-  MLRS-RRPR 

Multiple  Launch  Rocket  system  (MLRS) 
M28A2  Reduced  Range  Practice  Rocket 
(RRPR) 

T&ER 

2005 

M-TADS/PNVS 

M-TADS/PNVS 

Modernized  Target  Acquisition 
Designation  Sight/Pilot's  Night  Vision 
Sensor  (M-TADS/PNVS) 

T&ER 

2005 

NOC-V 

ABCS-  NOC-V 

Network  Operation  Center  -  Vehicle 
(NOC-V) 

T&ER 

2005 

PFED 

PFED 

AN/PSG-10,  AN/PYG-3,  and  AN/PYG- 
4  Pocket-Sized  Forward  Entry  Device 
(PFED)  with  Software  Version  2.0  (SW 
V2.0) 

MA 

2005 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2005 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

MA 

2005 

Profiler-MMS-P 

(Revised) 

Profiler-MMS-P  (Revised) 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

MA 

2005 

SDK 

Explosives-  SDK 

Special  Operations  Forces  Demolition 

Kit  (SDK)  M303 

T&ER 

2005 

SDK  MEFP-CCs 

Explosives-  SDK-  MEFP-CCs 

Special  Operations  Forces  Demolition 

Kit  (SDK)  Multi-Faceted  Explosively 
Formed  Penetrator  (MEFP),  Small  and 
Large  Cable  Cutters  (CCs),  and  Large 
Cable  Cutters  (CCs),  and  Medium  and 
Large  Linear  Shaped  Charges  (LSC) 

MA 

2005 

SECOMP-I 

ABCS-  SECOMP-I 

Secure  Enroute  Communications 
Package-Improved  (Ground  Terminal) 

T&ER 

2005 

SHC-60K 

Heater-  SHC-60K 

Space  Heater  Convective  (SHC)  60,000 
British  Thermal  Unit  (60K  BTU)  (SHC- 
60K) 

MA 

2005 

SHF-TSST 

SHF-TSST 

Phoenix  Tactical  Super  High  Frequency 
(SHF)  Satellite  Terminal  (TSST) 

MA 

2005 

SICPS 

SICPS 

Standardized  Integrated  Command  Post 
System  (SICPS) 

T&ER 

2005 

SWLAN 

ABCS-  SWLAN 

Secure  Wireless  Local  Area  Network 
(SWLAN) 

MA 

2005 

TD-SYDET 

Explosives-  TD-SYDET 

Firing  Device,  Demolition:  XM153 

Time  Delay-Sympathetic  Detonator 
(TD-SYDET)  and  XM3 16  Trainer  Kit 

T&ER 

2005 

TD-SYDET 

Explosives-  TD-SYDET 

XM153  Time  Delay/Sympathetic 
Detonator  (TD-SYDET)  and  XM3 16 
Trainer 

MA 

2005 

TMSS-M 

Generator-  TMSS-M 

Trailer  Mounted  Support  System- 
Medium  (TMSS-M) 

MA 

2005 

TOW  2B  AERO 

GEN  2 

Missile-  Antitank-  TOW  2B 

AERO  GEN  2 

TOW  2B  AERO  and  TOW  2B  AERO 
GEN  2  Missiles 

MA 

2005 

TOW  BB 

Missile-  Antitank-  TOW  BB 

TOW  Bunker  Buster  Missile  (TOW 
BB)with  Fragmentation  Mitigation  Disk 

T&ER 

2005 

TPMP-T  XM1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

XM1002  120mm  Target  Practice  Multi- 
Purpose  with  Tracer  (TPMP-T) 

Cartridge 

MA 

2006 

ADAM 

ADAM 

Air  Defense  and  Airspace  Management 
(ADAM)  Cell 

MA 

2006 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 
Munitions  (AIRCMM),  XM211  and 
XM212  flares 

MA 

2006 

AMG 

AMG 

Antenna  Mast  Group  (AMG) 

MA 

2006 

Apache  Longbow 
AH-64D  Block  III 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D  Block 

III 

AH-64D  Apache  Longbow  Block  III 

T&ER 

2006 

Apache  Longbow 
AH-64D  Block  III 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D  Block 

III 

Apache  Block  III 

T&ER 

2006 

APC  Canister 

Ml  040 

Cannon-  105mm-  Cartridge-  APC 
Canister  Ml 040 

Cartridge,  105MM  Canister,  Anti- 
Personnel,  Ml  040 
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Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

2006 

APC  Canister 

XM 1 040 

Cannon-  105mm-  Cartridge-  APC 
Canister  XM  1040 

Cartridge,  105mm:  Canister,  XM  1040 

MA 

2006 

APKWS  II 

APKWS  II 

Advanced  Precision  Kill  Weapon 

System  (APKWS)  II 

MA 

2006 

ASLM 

Grenade  Launcher-  40mm- 
Cartridge-  ASLM 

XM320  Area  Suppression  Lethality 
Module  (ASLM) 

MA 

2006 

ATACMS  Unitary 

Missile-  TBM-  ATACMS  Unitary 

Army  Tactical  Missile  System- 
(ATACMS)  Unitary  Missile 

T&ER 

2006 

ATIRCM-CMW  S 

Aircraft-  ATIRCM-CMWS 

Common  Missile  Warning  System 
(CMWS)  (U) 

MA 

2006 

BESS-Omega  60 

BESS-  Omega  60 

Battlefield  Effect  Simulator  System 
(BESS):  Omega  60  Launcher  with  the 
Pyrotechnic,  Hostile  Fire  -  XM34,  and 
the  Pyrotechnic,  White  Star  -  XM35 

MA 

2006 

Blackhawk  UH60L 
A2C2S  Egress 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  A2C2S  Egress 

Emergency  Egress  Characteristics  of  the 
U.S.  Army  Airborne  Command  and 
Control  System  (A2C2S) 

MA 

2006 

Blackhawk  UH60M 
CS  LUT 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CS  LUT 

UH60M  Crew  Station 

MA 

2006 

BMIS-T 

Medical-  BMIS-T 

Speech  Recognition  Enhancement  to  the 
AN/TYQ-105,  Battlefield  Medical 
Information  System  -  Tactical  (BMIS-T) 

T&ER 

2006 

Bradley  LBR-6 

Vehicle-  Tracked-  IFV-  Bradley 
LBR-6 

Bradley  Fighting  Vehicle  System  LBR-6 
Reactive  Armor  Test  Program 

T&ER 

2006 

Canister  M1028 

Cannon-  Cartridge-  120mm- 
Canister  M1028 

Cartridge, 120mm:  Canister,  M1028 

MA 

2006 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

Cartridge,  120mm,  Canister,  XM1028 

T&ER 

2006 

CC 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

Cartridge,  40mm,  Canister,  Ml 001 

T&ER 

2006 

CPOF  ver.  3.0.2 

ABCS-  CPOF  ver.  3.0.2 

Command  Post  of  the  Future  (CPoF) 
Version  3.0.2 

T&ER 

2006 

DTS  1.7. 0.2 

DTS  1. 7.0.2 

Defense  Travel  System  (DTS)  Monroe 
Release  vl.7.0.2 

MA 

2006 

EBIST 

EBIST 

Exoskeleton  Boot  Interface  Sole 

Thickness  (EBIST) 

T&ER 

2006 

ECDS 

ECDS 

Enhanced  Containerized  Delivery 

System  (ECDS)  /  Abbreviated  (ASER) 

MA 

2006 

EPIAFS 

EPIAFS 

Enhanced  Portable  Inductive  Artillery 
Fuze  Setter  (EPIAFS) 

T&ER 

2006 

FMTV  EV 

Vehicle-  Wheeled-  Cargo-  FMTV 
EV 

Family  of  Medium  Tactical  Vehicles  A1 
Rebuy  (FMTV  AIR)  Expansible  Van 
(EV)  Variant 

T&ER 

2006 

FMTV  LHS 

Vehicle-  Wheeled-  Cargo-  FMTV 
LHS 

Family  of  Medium  Tactical  Vehicles  A1 
Rebuy  (FMTV  AIR)  Load  Handling 
System  (LHS)  Variant 

T&ER 

2006 

GCCS-A 

ABCS-  GCCS-A 

Global  Combat  Support  System  -  Army 
(GCSS-Army)  (GCSS-A) 

T&ER 

2006 

GCSS-A 

ABCS-  GCSS-A 

Global  Combat  Support  System-Army 
(GCSS-Army) 

MA 

2006 

HEMC  M889A1E1 

Mortar-  81mm-  Cartridge-  HEMC 
M889A1E1 

M889A1E1  81 -mm  Mortar  High 

Explosive  Cartridge  (HEMC) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2006 

HWTS  II 

Rifle-  50  Cal/7.62mm/5.56mm- 
Sight-  HWTS  II 

BAE  Heavy  Weapon  Thermal  Sight  II 
(HWTS  II),  AN/PAS- 13C(V)3 

MA 

2006 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 
Training  Capability  (JLCCTC)  formerly 
the  Army  Constructive  Training 
Federation  (ACTF) 

T&ER 

2006 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 
Training  Capability  (JLCCTC)  Version 

3.0 

T&ER 

2006 

JSCESM 

NBC-  Mask-  Protective-  JSCESM 

Joint  Service  Chemical  Environment 
Survivability  Mask  (JSCESM) 

T&ER 

2006 

JSLNBCRS- 

HMMWV 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS-HMMWV 

Joint  Service  Nuclear,  Biological,  and 
Chemical  Reconnaissance  System 
(JSLNBCRS)  High  Mobility 

Multipurpose  Wheeled  Vehicle 
(HMMWV)  Variant 

T&ER 

2006 

JSLSCAD 

NBC-  Detector-  JSLSCAD 

Joint  Service  Lightweight  Standoff 
Chemical  Agent  Detector,  Increment  1 
(JSLSCAD  Incr  1) 

MA 

2006 

JSTDS-SS 

NBC-  Decon-  JSTDS-SS 

Joint  Service  Transportable 
Decontamination  System-Small  Scale 
(JSTDS-SS) 

T&ER 

2006 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

Helicopter,  Utility,  Light  UH-145  / 
UH72A 

MA 

2006 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

UH72A  Light  Utility  Helicopter  (LUH). 

14  November  2006 

MA 

2006 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

UH72A  Light  Utility  Helicopter  (LUH). 

26  May  2006 

T&ER 

2006 

LWTS  II 

Rifle-  5.56mm-  M16/M4-  Sight- 
LWTS  II 

BAE  Light  Weapon  Thermal  Sight  II 
(LWTS  II),  AN/PAS- 13C(V)1 

MA 

2006 

M3 13  STI 

Mortar-  120mm-  Cartridge-  M3 13 
STI 

Cartridge,  120mm,  M3 13,  Mortar 
Subcaliber  Training  Insert  (81mm  Insert 
Program) 

T&ER 

2006 

M934A1E1 

Mortar-  120mm-  Cartridge  - 
M934A1E1 

120mm  High  Explosive  Cartridge, 
M934A1E1.  Production  Qualification 

Test 

MA 

2006 

M934A1E1 

Mortar-  120mm-  Cartridge- 
M934A1E1 

Cartridge,  120mm:  High  Explosive  (HE) 
M934A1E1,  with  Fuze  Multi-Option, 
M734A1  for  Mortars  and  PA  174 
Monopack 

MA 

2006 

MAP  AM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM1061 

60mm  Mortar  Anti-Personnel  Anti- 
Materiel  (MAPAM)  XM1061/XM1046 

T&ER 

2006 

MAP  AM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM1061 

60mm  Mortar  Anti-Personnel  Anti- 
Materiel  Production  Qualification  Test 
(MAPAM) 

MA 

2006 

MASS 

Shotgun-  12  Gauge-  MASS 

XM26  Modular  Accessory  Shotgun 
System  (MASS) 

T&ER 

2006 

MSDE 

MSDE 

Army's  Role  in  Multi-Service 

Distributed  Test  Event  (MSDE) 

T&ER 

2006 

MWTSII 

Rifle-  5.56mm-  Machine  Gun- 
Sight-  MWTS  II 

BAE  Medium  Weapon  Thermal  Sight  II 
(MWTS  II),  AN/PAS-13C(V)2  / 
Abbreviated  (ASER) 

MA 

2006 

NEO 

NEO 

Network  Enabled  Operations  (NEO) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2006 

NLCS 

NLCS 

Platoon  Non-Lethal  Capabilities  Set 
(NLCS) 

MA 

2006 

NLM  (NLSRM) 

Grenade  Launcher-  40mm- 
Cartridge-  NLM  (NLSRM) 

XM1  044  Non-Lethal  Munition  (NLM) 
for  the  MK19  Grenade  Machine  Gun 
(NLM /NLSRM) 

T&ER 

2006 

NOC-V 

ABCS-  NOC-V 

Network  Operation  Center  -  Vehicle 
(NOC-V) 

MA 

2006 

PGK 

Artillery-  155mm-  Fuze-  PGK 

Precision  Guidance  Kit  (PGK) 

T&ER 

2006 

Phoenix 

Phoenix 

Phoenix  Multi-Band  Super  High 
Frequency  (SHF)  Satellite  Terminal 
(Block  2  Phoenix) 

MA 

2006 

RAMS  MI 

Explosives-  RAMS  MI 

Magneto  Inductive  Remote  Activation 
Munition  System  (MI-RAMS),  XM156 

T&ER 

2006 

REBS 

Vehicle-  Wheeled-  Bridge-  REBS 

Rapidly  Emplaced  Bridge  System 
(REBS) 

MA 

2006 

SASS 

Rifle-  7.62mm-  SASS 

XM110  Semi  Automatic  Sniper  System 
(SASS)  and  XM151  Sniper  Spotting 

Scope (SSS) 

T&ER 

2006 

SASS 

Rifle-  7.62mm-  SASS 

XM110,  7.62  X  51mm  Caliber  Semi- 
Automatic  Sniper  System  (SASS) 

T&ER 

2006 

SDK  FP-EFP 

Explosives-  SDK-  FP-EFP 

Special  Operations  Forces  Demolition 

Kit  (SDK)  Fence  Piercing-Explosively 
Formed  Penetrator  (FP-EFP) 

T&ER 

2006 

SECOMP-I 

ABCS-  SECOMP-I 

Secure  Enroute  Communications 
Package-Improved  (SECOMP-I) 

MA 

2006 

SICPS 

SICPS 

Standaridized  Integrated  Command  Post 
System  (SICPS) 

MA 

2006 

Spider  XM7 

Explosives-  Spider  XM7 

Spider  XM7,  Dispensing  Set,  Network 
Command  Munition  (NCM) 

MA 

2006 

SRAT 

SRAT 

Armor  System  Stryker  Reactive  Armor 
Tiles  (SRAT) 

T&ER 

2006 

Stryker  Mortar 
Carrier-B 

Vehicle-  Wheeled-  IFV-  120mm- 
Stryker  Mortar  Carrier-B 

Stryker  Mortar  Carrier  -  B 

MA 

2006 

SUAS  Raven  B 

Aircraft-  Unmanned-  UAV-  SUAS 
Raven  B 

Small  Unmanned  Aerial  System  (SUAS) 
(Raven  B) 

MA 

2006 

SUAV 

Aircraft-  Unmanned-  UAV-  SUAV 

Small  Unmanned  Aerial  Vehicle 
(SUAV) 

T&ER 

2006 

TPMP-T  Ml 002 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

Cartridge,  120mm,  Target  Practice 
Multi-Purpose  with  Tracer  (TPMP-T), 
M1002.  System  Evaluation  Report 
Produced  in  Support  of  Type 

Classification  -  Standard  and  Full  Rate 
Production  Decisions 

MA 

2006 

TPMP-T  XM1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 
Practice  Multi-Purpose  with  Tracer) 
XM1002 

T&ER 

2007 

ANLMXM1112 

Grenade  Launcher-  40mm- 
Cartridge-  ANLM  XM1 1 12 

40mm,  XM1112  Airburst  Non-Lethal 
Munition  (ANLM) 

T&ER 

2007 

APC  Canister 

Ml  040 

Cannon-  105mm-  Cartridge-  APC 
Canister  Ml 040 

Cartridge,  105mm,  Canister,  M1040 

MA 

2007 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System- 
(ATACMS)  2000  (I2K)  Unitary  Missile 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

2007 

BCP 

BCP 

Stryker  -  Battery  Command  Post  (BCP) 

T&ER 

2007 

BCS3 

ABCS-  BCS3 

Battle  Command  Sustainment  Support 
System  (BCS3) 

T&ER 

2007 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Black  Hawk  Utility  Helicopter 

MA 

2007 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Blackhawk  Helicopter 

T&ER 

2007 

Breaching  Round 
M1030 

Shotgun-  Cartridge-  12  Gauge- 
Breaching  Round  M1030 

Cartridge,  12  Gauge  Breaching  Round, 
M1030 

T&ER 

2007 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

CH47F  Cargo  Helicopter 

T&ER 

2007 

DTS  1.7.1. 5 

DTS  1. 7.1.5 

Defense  Travel  System  (DTS)  Monroe 
Release  vl. 7. 1.5 

T&ER 

2007 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle  (ENVG) 
AN/PSQ-20  (ACAT  III) 

MA 

2007 

EPIAFS 

EPIAFS 

Enhanced  Portable  Inductive  Artillery 
Fuze  Setter  (EPIAFS) 

MA 

2007 

Excalibur 

Artillery-  155mm-  Projectile- 
Excalibur 

Precision  Engagement  Projectile, 

155mm,  Excalibur  Unitary  Projectile 
(XM9  82)  Block  la-2 

MA 

2007 

FCS  BLOS-MRM 

Mortar-  120mm-  Cartridge-  FCS 
BLOS-  MRM 

Mid  Range  Munition  (MRM) 

MA 

2007 

FFW 

FFW 

Future  Force  Warrior  Technologies 

T&ER 

2007 

FMTV  LVAD 

Vehicle-  Wheeled-  Cargo-  FMTV 
LVAD 

Family  of  Medium  Tactical  Vehicles 
(FMTV)  A1  Low  Velocity  Airdrop 
(LVAD) 

T&ER 

2007 

FSSP 

Vehicle-  Fuel-  FSSP 

Fuel  System  Supply  Point  (FSSP)  Type 
5-800K  /  Abbreviated  (ASER) 

T&ER 

2007 

FTTS MSV 

Vehicle-  Wheeled-  FTTS  MSV 

Future  Tactical  Truck  System  (FTTS) 
Maneuver  Sustainment  Vehicle  (MSV) 

T&ER 

2007 

FTTS  UV  IMG 

Vehicle-  Wheeled-  FTTS  UV  IMG 

Future  Tactical  Truck  System  (FTTS) 
Utility  Vehicle  (UV)  International 

Military  Group  (IMG) 

T&ER 

2007 

FTTS  UV  LM 

Vehicle-  Wheeled-  FTTS  UV  LM 

Future  Tactical  Truck  System  (FTTS) 
Utility  Vehicle  (UV)  Lockheed  Martin 
(LM) 

T&ER 

2007 

GLM  XM320 

Grenade  Launcher-  40mm-  GLM 
XM320 

XM320  Grenade  Launcher  Module 
(GLM) 

MA 

2007 

g-MAV 

Aircraft-  Unmanned-  UAV-  g- 
MAV 

g-MAV  Micro-Air  Vehicle 

MA 

2007 

GMLRS 

Rocket-  GMLRS 

XM30  Guided  Multiple  Launch  Rocket 
System  (GMLRS)  in  the  Combined 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

MA 

2007 

HC3 

HC3 

High  Capacity  Communications 

Capability  (HC3) 

T&ER 

2007 

HEMC  M889A1E1 

Mortar-  81mm-  Cartridge-  HEMC 
M889A1E1 

Mortar,  81mm,  High  Explosive  Mortar 
Cartridge  (HEMC),  M889A1E1 

MA 

2007 

HERA 

Cannon-  105mm-  Cartridge- 
HERA 

Cartridge,  105mm:  High  Explosive 

Rocket  Assist  (HERA),  M927 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

2007 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS)  in  the  Combined  HIMARS- 
Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

T&ER 

2007 

HYEX 

Vehicle-  Tracked-  Engineer- 
HYEX 

Hydraulic  Excavator  (HYEX),  Crawler 
Mounted,  Type  I  /  Abbreviated  (ASER) 

MA 

2007 

IAMD 

Missile-  Air  Defense-  IAMD 

Integrated  Air  and  Missile  Defense 
(IAMD)  System 

MA 

2007 

IVMMD 

Vehicle-  Wheeled-  Engineer- 
IVMMD 

Interim  Vehicle  Mine  Mounted 

Detection  (IVMMD) 

T&ER 

2007 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Antitank  Weapon  System  (Block 

I)  (U) 

MA 

2007 

JCA 

Aircraft-  Fixed  Wing-  Cargo-  JCA 

Joint  Cargo  Aircraft  (JCA) 

T&ER 

2007 

JCA  C-27 

Aircraft-  Fixed  Wing-  Cargo-  JCA 
C-27 

Joint  Cargo  Aircraft  (JCA) 

MA 

2007 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 
Training  Capability  (JLCCTC) 

MA 

2007 

JNN-N 

JNN-N 

Joint  Network  Node -Network  (JNN-N) 
Program 

T&ER 

2007 

JSGPM 

NBC-  Mask-  Protective-  JSGPM 

Joint  Service  General  Purpose  Mask 
(JSGPM) 

T&ER 

2007 

JSLIST 

NBC-  Suit-  Glove-  JSLIST 

Joint  Service  Lightweight  Integrated 

Suit  Technology  (JSLIST)  Block  2 

Glove  Upgrade  (JB2GU)  Non-Flame 
Resistant  (NFR)  Variant 

T&ER 

2007 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

UH72A  Lakota  Light  Utility  Helicopter 

T&ER 

2007 

LaSER- 

Rocket-  LaSER- 

Full  Material  Release  Decision  for  the 
Shoulder  Launched  Munition  Multiple 
Integrated  Laser  Engagement  System 
(SLM  MILES) 

MA 

2007 

LW 

LW 

Land  Warrior  (LW) 

T&ER 

2007 

M16/M4 

Rifle-  5.56mm-  M16/M4 

Dust  Assessment  of  the  M4  Carbine, 

M16  Rifle  and  M249  Machine  Gun 

MA 

2007 

M240E6 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

M240E6  Lightweight  Medium  Machine 
Gun  (LMMG)  (M240E6) 

MA 

2007 

M933E1 

Mortar-  120mm-  Cartridge- 
M933E1 

Cartridge,  120mm  Mortar:  High 

Explosive,  M933E1 

T&ER 

2007 

M933E1 

Mortar-  120mm-  Cartridge- 
M933E1 

Mortar,  120mm,  High  Explosive 

Cartridge,  M933E1 

T&ER 

2007 

MASS 

Shotgun-  12  Gauge-  MASS 

XM26  Modular  Accessory  Shotgun 
System  (MASS) 

MA 

2007 

MASS 

Shotgun-  12  Gauge-  MASS 

XM26  Modular  Accessory  Shotgun 
System  (MASS)  (Revised) 

MA 

2007 

MBCOTM 

MBCOTM 

Mounted  Battle  Command  on  the  Move 
(MBCOTM)  Program 

MA 

2007 

MPCV  Buffalo 

Vehicle-  Wheeled-  MRAP-  MPCV 
Buffalo 

Mine  Protected  Clearance  Vehicle, 

MPCV  (BUFFALO) 

MA 

2007 

MPCV  Buffalo 

Hatch 

Vehicle-  Wheeled-  MRAP-  MPCV 
Buffalo  Hatch 

Buffalo  Mine  Protection  Clearance 
Vehicle  (MPCV)  Roof  Hatch 

MA 

2007 

MSS 

MSS 

Mounted  Soldier  System  (MSS) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2007 

MSS 

Vehicle-  Crew-  MSS 

Mounted  Soldier  System  (MSS)  in 

Support  of  a  Milestone  B  Decision 

MA 

2007 

PATRIOT 

Missile-  Air  Defense-  PATRIOT 

Patriot 

T&ER 

2007 

PATRIOT 

Missile-  Air  Defense-  PATRIOT 

Patriot  Post-Deployment  Build  (PDB-6) 
Limited  User  Test  (LUT)  (U) 

MA 

2007 

PGK 

Artillery-  155mm-  Fuze-  PGK 

XM1 156  Precision  Guidance  Kit  (PGK) 

T&ER 

2007 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set  Profiler 
(MMS-P),  AN/TMQ-52A 

MA 

2007 

QSS 

Quick  Stow-  QSS 

XM326  120mm  Stowage  Kit  (Quick 

Stow) 

T&ER 

2007 

SASS 

Rifle-  7.62mm-  SASS 

XM1 10,  7.62  X  5 1mm  Caliber  Semi- 
Automatic  Sniper  System  (SASS) 

T&ER 

2007 

Stowage  Kit 

Mortar-  120mm-  Cartridge- 
Stowage  Kit 

Stowage  Kit:  120mm  Mortar,  XM326 

MA 

2007 

Stryker  NBCRV 

Vehicle-  Wheeled-  IFV-  Stryker 
NBCRV 

Stryker  -  Nuclear,  Biological,  and 
Chemical  Reconnaissance  Vehicle 
(NBCRV) 

T&ER 

2007 

TADS 

Artillery-  155mm-  Computer- 
TADS 

M777A2  LW155  Towed  Artillery 
Digitization  System  (TADS)  / 

Abbreviated  (ASER) 

MA 

2007 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'  - 
Automated  Information  for  Movement 
System  II  (TC-AIMS  II)  Block  3 

T&ER 

2007 

TPMP-T  Ml 002 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

Cartridge,  120mm,  Target  Practice 
Multi-Purpose  with  Tracer,  Ml 002 

MA 

2008 

Abrams  M1A2 
ARATXM19 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  ARATXM19 

XM19  Abrams  Reactive  Armor  Tiles 
(ARAT) 

T&ER 

2008 

AMDWS  FA  AD 

C2I 

ABCS-  AMDWS  FA  AD  C2I 

Forward  Area  Air  Defense  Command, 
Control,  and  Intelligence  (FAAD  C2I) 
System  Block  III  Version  5.4A-7.2 
(v5.4A)  Software 

MA 

2008 

ATACMS  T2K 

Missile-  TBM-  ATACMS  T2K 

Army  Tactical  Missile  System 
(ATACMS)  2000  (T2K)  Unitary  Missile 

MA 

2008 

Bangalore  BTDK 

Explosives-  Bangalore  BTDK 

2.5  Ft.  Bangalore  Torpedo  Demolition 

Kit  (BTDK);  MIA3 

MA 

2008 

CCMCK 

CCMCK 

Close  Combat  Mission  Capabilities  Kit 
(CCMCK) 

MA 

2008 

CPOF  ver.  3.0.2 

ABCS-  CPOF  ver.  3.0.2 

Command  Post  of  the  Future  (CPOF) 

T&ER 

2008 

DCGS-A 

DCGS-A 

Distributed  Common  Ground  System  - 
Army  (DCGS-A).  Version  3.0 

T&ER 

2008 

Ensemble-FREE 

Aircraft-  Helicopter-  Aircrew- 
Ensemble-  FREE 

Fire  Resistant  Environmental  Ensemble 
(FREE)  System  Integrator  -  ADS 

T&ER 

2008 

FMTV  10  Ton 

Dump  Truck 

Vehicle-  Wheeled-  Cargo-  FMTV 

10  Ton  Dump  Truck 

Family  of  Medium  Tactical  Vehicles  A1 
Rebuy  (FMTV  AIR)  10-Ton  Dump 

Truck 

MA 

2008 

GLM  XM320 

Grenade  Launcher-  40mm-  GLM 
XM320 

XM320  /  XM320E1  Grenade  Launcher 
Module  (GLM) 

MA 

2008 

GLMRS  UR 

Rocket-  GLMRS  UR 

Guiided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket 

MA 

2008 

GMLRS  UR 

Rocket-  GMLRS  UR 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket  (UR)  Full 

Rate  Production  Decision 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2008 

GMLRS-U 

Rocket-  GMLRS-U 

XM31E1  Guided  Multiple-Launch 

Rocket  System-Unitary  (GMLRS-U) 
Rocket 

T&ER 

2008 

GREM  Ml 00 

Rifle-  5.56mm-  Cartridge-  GREM 
M100 

Ml 00  Grenade  Rifle  Entry  Munition 
(GREM) 

MA 

2008 

GSE/GSS 

GSE/GSS 

Ground  Soldier  Ensemble  (GSE)  / 

Ground  Soldier  System  (GSS) 

MA 

2008 

HE  PFFXM1130 

Artillery-  105mm-  Cartridge-  HE 
PFFXM1130 

XM1 130  Base  Bleed  [Denel 

XM0125A1],  105mm  High  Explosive 
Pre-formed  Fragment  (HE  PPP) 

Cartridge 

MA 

2008 

HEMC 

Mortar-  81mm-  Cartridge-  HEMC 

M821A2  and  M889A2  High  Explosive 
81mm  Mortar  Cartridges 

T&ER 

2008 

HMEE 

Vehicle-  Wheeled-  Engineer- 
HMEE 

High  Mobility  Engineer  Excavator 
(HMEE)  Type  I  System 

MA 

2008 

IECU  60k 

Heater-  IECU  60k 

60,000-Btu/hr  Improved  Environmental 
Control  Unit  (60K  IECU) 

T&ER 

2008 

JBPDS 

NBC-  Detector-  JBPDS 

Joint  Biological  Point  Detection  System 
(JBPDS)  Limited  User  Test  (LUT) 

MA 

2008 

JCBRAWM 

NBC-  Detector-  JCBRAWM 

Joint  Chemical,  Biological,  and 
Radiological  Agent  Water  Monitor 
(JCBRAWM)  Kit 

MA 

2008 

JSTDS-SS 

JSTDS-SS 

Joint  Service.  Transportable 
Decontamination  System-Small  Scale 
(JSTDS-SS) 

T&ER 

2008 

LaSER 

Aircraft-  Helicopter-  Aircrew- 
LaSER- 

Aircrew  Laser  Pointer  (ALP) 

T&ER 

2008 

LESD 

LESD 

Launched  Electrode  Stun  Device 
(LESD)  /  Abbreviated  (OER-A) 

T&ER 

2008 

Lynx  II 

Radar-  Lynx  II 

Unmanned  Aircraft  System  (UAS) 
Payloads  Update  (Lynx  II) 

T&ER 

2008 

M240E6 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

M240E6  Medium  Machine  Gun  (MG)  / 
Abbreviated  (ASER) 

MA 

2008 

MFCS  D 120 

Mortar- 

120mm/107mm/81mm/60mm- 
Computer-  MFCS  D120 

Mortar  Fire  Control  System  - 
Dismounted  120mm  (MFCS  -  D120) 

MA 

2008 

NLOS-C 

Vehicle-  Tracked-  FCS-  155mm- 
NLOS-C 

Manpower,  Personnel  Capabilities  and 
Training  (MPT)  Domain  Assessment  for 
the  Non-Line  of  Sight  Cannon  (NLOS 
Cannon) 

MA 

2008 

Non  Lethal 

Bursting  NLBHG 

XM 1 04~ 

Grenade-  Hand-  Non  Lethal 

Bursting  NLBHG  XM104 

XM  1 04  Non-Lethal  Bursting  Hand 
Grenade  (NLBHG) 

T&ER 

2008 

PATRIOT  MEADS 
LSAC-M 

Missile-  Air  Defense-  PATRIOT 
MEADS  LSAC-M 

Design  and  Development  Phase. 

Medium  Extended  Air  Defense  System 
(MEADS)  XM1 160  with  the  Low 
Signature  Armored  Cab  (LSAC-M) 

Crew  Survivability 

MA 

2008 

QSS 

Quick  Stow-  QSS 

XM326  120mm  Stowage  Kit  (Quick 

Stow) 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

T&ER 

2008 

RAMS  MI 

Explosives-  RAMS  MI 

Firing  Device,  Demolition:  Magneto- 
Inductive  Remote  Activation  Munition 
System  (MI-RAMS),  M156  (M27 
Transmitter  and  M39  Type  A  Receiver), 
Milestone  C.  TC-Standard/Full-Rate 
Productions  and  Full  Materiel  Release 
Decision 

MA 

2008 

RAMS  MI 

Explosives-  RAMS  MI 

Magneto  Inductive  Remote  Activation 
Munition  System  (MI-RAMS),  M156 

MA 

2008 

SLAM 

Explosives-  SLAM 

M4E1  Selectable  Lightweight  Attack 
Munition  (SLAM)  and  the  M320E1 

SLAM  Improved  Functional  Trainer 

T&ER 

2008 

SLAM 

Explosives-  SLAM 

Munition,  Selectable  Lightweight  Attack 
(SLAM):  M4E1  and  SLAM  Improved 
Functional  Trainer  (SIFT):  M320E1 

T&ER 

2008 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

Stryker  Mobile  Gun  System 

MA 

2008 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

Stryker  Mobile  Gun  System  (MGS) 

MA 

2008 

TASER 

TASER 

TASER®  X26E 

MA 

2008 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'- 
Automated  Information  for  Movement 
System  II  (TC-AIMS  II)  Block  3 

MA 

2008 

TeamMATE 

TeamMATE 

TeamMATE  System  for  Dismounted 
embedded  Training  and  Mission 

Rehearsal 

MA 

2008 

XM1064  IRILL 

Artillery-  105mm-  Cartridge- 
XM 1064  IRILL 

XM1064,  105mm  Infrared  (IR) 
Illumination  (IRILL)  Cartridge 

MA 

2009 

Abrams  M1A2 
ARATXM19 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  ARATXM19 

XM19  Abrams  Reactive  Armor  Tiles 
(ARAT) 

MA 

2009 

APFSDS-T  AKE 
M829E4 

Cannon-  Cartridge-  120mm- 
APFSDS-T  AKE  M829E4 

Armor  Piercing  Fin  Stabilized, 

Discarding  Sabot,  with  Tracer 
(APFSDS-T)  Advanced  Kinetic  Energy 
(AKE)  Cartridge,  120mm,  M829E4 

MA 

2009 

AT4-CS-RS 

Missile-  Antitank-  84mm-  AT4- 
CS-RS 

AT4-Confmed  Space  (CS)  -  Reduced 
Sensitivity  (RS)  84mm  Light  Anti-Tank 
Weapon  for  Confined  Space 

T&ER 

2009 

ATPS 

Parachute-  ATPS 

Advanced  Tactical  Parachute  System 
(ATPS)  Milestone  C  -  Type 

Classification 

MA 

2009 

ATPS 

Parachute-  ATPS 

T-l  1  Advanced  Tactical  Parachute 

System  (ATPS) 

T&ER 

2009 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Upgrade  Black  Hawk  Utility 
Helicopter 

MA 

2009 

GFEBS 

GFEBS 

General  Fund  Enterprise  Business 

System  (GFEBS) 

MA 

2009 

IAMD 

Missile-  Air  Defense-  IAMD 

Integrated  Air  and  Missile  Defense 
(IAMD)  System 

T&ER 

2009 

JBSDS 

NBC-  Detector-  JBSDS 

Joint  Biological  Standoff  Detection 

System  (JBSDS)  Increment  I 

T&ER 

2009 

JCBRAWM 

NBC-  Detector-  JCBRAWM 

Joint  Chemical,  Biological,  Radiological 
Agent  Water  Monitor  (JCBRAWM) 
Increment  1 
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Type 

Year 

Short  Name 

Short  Name  Categorized 

Long  Name 

MA 

2009 

ISAM 

NBC-  Mask-  Protective-  Aircrew- 
JSAM 

Joint  Service  Aircrew  Mask  (JSAM) 

Type  IA  MPU-6/P 

MA 

2009 

JSTDS-SS 

JSTDS-SS 

Joint  Service.  Transportable 
Decontamination  System-Small  Scale 
(JSTDS-SS)-  Addendum  for  Increment  I 

MA 

2009 

LFS 

Rifle-  5.56mm-  Cartridge-  LFS 

Cartridge,  5.56  mm,  ball,  Lead  Free  Slug 
(LFS),  M855LFS 

MA 

2009 

LKMD 

LKMD 

Lighting  Kit,  Motion  Detector  (LKMD) 

T&ER 

2009 

LOCB 

LOCB 

Line  of  Communications  Bridge 
(LOCB) 

MA 

2009 

M821A2  /  M889A2 
HE 

Mortar-  81mm-  Cartridge- 
M821A2  /  M889A2  HE 

M821A2  And  M889A2  High  Explosive 
81mm  Mortar  Cartridges 

MA 

2009 

MFCS-D 

MFCS-D 

Mortar  Fire  Control  System  - 
Dismounted  (MFCS-D),  M150/M151 

T&ER 

2009 

NGATS 

Computer-  Test-  NGATS 

Next  Generation  Automation  Test 

System  (NGATS)  Version  6 

MA 

2009 

NLOS-C 

FCS-  NLOS-C 

FCS  Non-Line  of  Sight  Cannon  (NLOS 
Cannon) 

MA 

2009 

PGK 

Artillery-  155mm-  Fuze-  PGK 

Fuze,  Multioption,  Precision  Guidance 

Kit  (PGK),  XM1 156 

MA 

2009 

POM 

Parachute-  Mask-  POM 

Parachutist  Oxygen  Mask  (POM) 

MA 

2009 

SLAMRAAM 

Missile-  Air-to-Air-  SLAMRAAM 

Surface  Launched  Advanced  Medium 
Range  Air-to-Air  Missile 
(SLAMRAAM)  System 

MA 

2009 

Spider  XM7 

Explosives-  Spider  XM7 

Spider  XM7,  Dispensing  Set,  Network 
Command  Munition  (NCM) 

T&ER 

2009 

THAAD 

Missile-  ABM-  THAAD 

Terminal  High  Altitude  Area  Defense 
(THAAD) 

T&ER 

2009 

TOW  2B  AERO 

GEN  2  CAPS 

Missile-  Antitank-  TOW  2B 

AERO  GEN  2  CAPS 

Tube-Launched,  Optically  Tracked, 
Wire-Guided  (TOW)  2B  Aerodynamic 
(AERO)  Missile,  and  the  Tow  2B  Aero 
GEN2  Missile  (Counter-Active 

Protection  Systems  (CAPS)  Version) 

MA 

2009 

XM1066  IRILL 

Artillery-  155mm-  Projectile- 
XM 1066  IRILL 

Projectile,  155mm  Infrared  (IR) 
Illuminating,  XM1066 
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2.2.  Listing  In  Order  by  Short  Name-  Short  Name  by  Category-  Long  Name-  Year. 


Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

2  1/2  Ton  ESP  Van 

Vehicle-  Wheeled-  Cargo-  2  1/2 

Ton  ESP  Van 

2  1/2  Ton  Extended  Service 

Program  (ESP)  Shop  Van,  M109A4 

1998 

MA 

2.75"  Smoke  Warhead 

Rocket-  2.75"  Smoke  Warhead 

Warhead,  2.75  Inch  Rocket,  Smoke: 
Screening,  RP,  XM264 

1993 

MA 

4.2  In-T201 

Mortar-  4.2  In-  T201 

4.2  Inch  Mortar,  T201 

1961 

MA 

A2C2S 

ABCS-  A2C2S 

Army  Airborne  Command  and 
Control  System  (A2C2S)  Block  1 

2004 

MA 

A2C2S 

ABCS-  A2C2S 

Army  Airborne  Command  and 
Control  System  (A2C2S)  System 
Operator 

2004 

MA 

AAWS-M 

Missile-  Antitank-  AAWS-M 

Advanced  Antitank  Weapon 
Systems-Medium  (AAWS-M) 
Candidates 

1990 

MA 

Abrams  Ml 

Vehicle-  Tracked-  Tank-  Abrams 

Ml 

Ml  Combat  Tank 

1984 

MA 

Abrams  Ml  EDC 

Vehicle-  Tracked-  Tank-  Abrams 

Ml  EDC 

Tank  Design  Criteria  Evolving  from 
the  Ml  Tank  Operational  Test  III 

1984 

MA 

Abrams  M1A1 

Vehicle-  Tracked-  Tank-  Abrams 
M1A1 

M1A1  Abrams  120mm  Gun  Tank, 
Follow  on  Evaluation 

1988 

MA 

Abrams  M1A2 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2 

M1A2  Abrams  Tank 

1994 

MA 

Abrams  M1A2  ARAT 
XM19 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  ARATXM19 

XM19  Abrams  Reactive  Armor 

Tiles  (ARAT) 

2008 

MA 

Abrams  M1A2  ARAT 
XM19 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  ARATXM19 

XM19  Abrams  Reactive  Armor 

Tiles  (ARAT) 

2009 

T&ER 

Abrams  M1A2  SEP 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  SEP 

M1A2  Abrams  System 

Enhancement  Package  (SEP) 

2001 

T&ER 

Abrams  M1A2  SEP 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  SEP 

M1A2  AbramsTank 

1997 

MA 

Abrams  M1A2  TMS 

Vehicle-  Tracked-  Tank-  Abrams 
M1A2  TMS 

Abrams  System  Enhancement 
Package  Thermal  Management 
System  (TMS) 

1997 

MA 

ACABA 

Aircraft-  Helicopter-  Aircrew- 
ACABA 

Anatomically  Conforming  Aircrew 
Body  Armor  System  (ACABA) 

1973 

T&ER 

ACADA 

NBC-  Detector-  ACADA 

Automatic  Chemical  Agent 

Detector  Alarm  (ACADA) 

1998 

MA 

ACMES 

ACMES 

Automated  Communications 

Security  (COMSEC)  Management 
and  Engineering  System  (ACMES) 

1993 

T&ER 

ACPM  M45 

NBC-  Mask-  Protective-  Aircrew- 
ACPM  M45 

M45  Aircrew  Protective  Mask 
(ACPM) 

1999 

MA 

ACPM  XM45 

NBC-  Mask-  Protective-  Aircrew- 
ACPM  XM45 

XM45  Aircrew  Protective  Mask 
(ACPM) 

1996 

MA 

ACS 

Aircraft-  Fixed  Wing-  Intel-  ACS 

Aerial  Common  Sensor  (ACS) 

2003 

T&ER 

ACU 

Uniform-  ACU 

Army  Combat  Uniform  (ACU) 

2004 

MA 

AC  VC 

Helmet-  ACVC 

Advanced  Combat  Vehicle 

Crewman  (ACVC)  Helmet 

1995 

MA 

ADAM 

ADAM 

Air  Defense  and  Airspace 
Management  (ADAM)  Cell 

2006 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

ADM-401 

Rifle-  84mm-  Cartridge- 
Recoilless-  ADM-401 

Area  Defense  Munition  (ADM)-401 

2001 

T&ER 

ADV  FSC 

ADV  FSC 

Advanced  Food  Sanitation  Center 
(ADV  FSC)  (Milestone  I/II 

Decision) 

2001 

T&ER 

AFATDS 

ABCS-  AFATDS 

Addendum  to  the  Advanced  Field 
Artillery  Tactical  Data  System 
(AFATDS)  99 

2002 

MA 

AFATDS 

ABCS-  AFATDS 

Advanced  Field  Artillery  Tactical 
Data  System  (AFATDS) 

1995 

MA 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 
Munitions  (AIRCMM) 

1994 

MA 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 
Munitions  (AIRCMM) 

2002 

MA 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 
Munitions  (AIRCMM),  XM211  and 
XM2 12  flares 

2006 

T&ER 

AKMS-SKL 

AKMS-SKL 

Simple  Key  Loader  (SKL)  of  Army 
Key  Management  System  (AKMS) 

2005 

MA 

ALC  XM174 

Grenade  Launcher-  40mm- 
Automatic-  ALC  XM174 

XM-174  Automatic  Grenade 
Launcher 

1968 

T&ER 

AMDWS  FA  AD  C2I 

ABCS-  AMDWS  FAAD  C2I 

Forward  Area  Air  Defense 

Command,  Control,  and  Intelligence 
(FAAD  C2I)  System  Block  III 
Version  5.4A-7.2  (v5.4A)  Software 

2008 

MA 

AMG 

AMG 

Antenna  Mast  Group  (AMG) 

2006 

MA 

AMMPS 

AMMPS 

Advanced  Medium-Size  Mobile 
Power  Source  (AMMPS) 

2003 

MA 

AMMPS 

AMMPS 

Advanced  Medium-size  Mobile 

Power  Sources  (AMMPS) 

2004 

T&ER 

ANLMXM1112 

Grenade  Launcher-  40mm- 
Cartridge-  ANLM  XM1 1 12 

40mm,  XM1 112  Airburst  Non- 
Lethal  Munition  (ANLM) 

2007 

MA 

AOBS 

AOBS 

Antipersonnel  Obstacle  Breaching 
System  (AOBS) 

1992 

MA 

Apache  AH-64 

Aircraft-  Helicopter-  Attack- 
Apache  AH-64 

Apache  (AH-64)  Attack  Helicopter 

1989 

MA 

Apache  Longbow  AH- 
64D 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

AH-64D  Longbow  Apache 

1995 

T&ER 

Apache  Longbow  AH- 
64D 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

Longbow  Apache  (AH-64D) 
Transportability  Demonstration 

1998 

MA 

Apache  Longbow  AH- 
64D  Block  III 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D  Block 

III 

AH-64D  Apache  Longbow  Block 

III 

2006 

T&ER 

Apache  Longbow  AH- 
64D  Block  III 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D  Block 

III 

Apache  Block  III 

2006 

T&ER 

Apache  Longbow  AH- 
64D  LBHMMS 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
LBHMMS 

Longbow  HELLFIRE  Modular 
Missile  System  (LBHMMS)  Pre- 
Planned  Product  Improvement  (P3I) 
Program  Home-on-Jam/Anti-Jam 
(HOJ/AJ)  Software 

2005 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

Apache  Longbow  AH- 
64D  Maintenance 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
Maintenance 

AH-64D  Apache  Longbow 

2005 

MA 

Apache-Iranian  AH-1J 

Aircraft-  Helicopter-  Attack- 
Apache-  Iranian  AH-1J 

Iranian  AH-1J  (TOW)  Helicopter 

1977 

MA 

APC 

Rifle-  7.62mm-  Cartridge-  APC 

Cartridge,  7.62MM  Armor  Piercing 
(ACP),  XM993 

1995 

T&ER 

APC  Canister  Ml 040 

Cannon-  105mm-  Cartridge-  APC 
Canister  Ml 040 

Cartridge,  105MM  Canister,  Anti- 
Personnel,  Ml  040 

2006 

T&ER 

APC  Canister  Ml 040 

Cannon-  105mm-  Cartridge-  APC 
Canister  Ml 040 

Cartridge,  105mm,  Canister,  M1040 

2007 

MA 

APC  Canister  XM1040 

Cannon-  105mm-  Cartridge-  APC 
Canister  XM1040 

Cartridge,  105mm:  Canister, 
XM1040 

2005 

MA 

APC  Canister  XM 1040 

Cannon-  105mm-  Cartridge-  APC 
Canister  XM1040 

Cartridge,  105mm:  Canister, 
XM1040 

2006 

T&ER 

APC  Canister  XM1040 

Cannon-  105mm-  Cartridge-  APC 
Canister  XM  1040 

XM1040  105mm  Anti-Personnel 
Canister  Cartridge 

2005 

T&ER 

APC  M993 

Rifle-  7.62mm-  Cartridge-  APC 
M993 

7.62mm  Armor  Piercing  Cartridge 
(APC)  M993 

1999 

MA 

APFSDS-T  AKE 

M829E4 

Cannon-  Cartridge-  120mm- 
APFSDS-T  AKE  M829E4 

Armor  Piercing  Fin  Stabilized, 
Discarding  Sabot,  with  Tracer 
(APFSDS-T)  Advanced  Kinetic 
Energy  (AKE)  Cartridge,  120mm, 
M829E4 

2009 

MA 

APFSDS-T  M829A2 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A2 

Cartridge,  120mm,  Armor  Piercing, 
Fin  Stabilized,  Discarding  Sabot  - 
Tracer  (APFSDS-T),  M829A2 

1994 

T&ER 

APFSDS-T  M829A3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A3 

on  the  Cartridge,  120mm,  Armor 
Piercing,  Fin  Stabilized,  Discarding 
Sabot,  with  Tracer  (APFSDS-T), 
M829A3 

2005 

MA 

APFSDS-T  M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Armor  Piercing  Fin  Stabilized, 
Discarding  Sabot,  with  Tracer 
(APFSDS-T)  Cartridge,  120mm, 
M829E3 

2002 

T&ER 

APFSDS-T  M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Cartridge,  120mm  Armore  Piercing, 
Fin  Stabilized,  Discarding  Sabot, 
with  Tracer  (APFSDS-T),  M829E3 
(U) 

2003 

T&ER 

APFSDS-T  M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Cartridge,  120mm,  Armor  Piercing, 
Fin  Stabilized,  Discarding  Sabot, 
with  Tracer  (APFSDS-T),  M829E3, 
Full-Rate  Production  -  Type 
Classification  Standard 

2003 

T&ER 

APFSDS-T  M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

Live  Fire  Lethality  Test  for 

Cartridge:  120mm  APFSDS-T, 
M829E3  (U) 

2002 

T&ER 

APFSDS-T  M919 

Cannon-  25mm-  Cartridge- 
APFSDS-T  M919 

25mm,  Armor-Piercing  Fin 

Stabilized  Discarding  Sabot-Tracer 
(APFSDS-T),  M919  Cartridge  With 
Swiss  Munitions 
Extruded/Impregnated  (EI)- 
Propellant 

2000 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

APFSDS-T  M919  (rev) 

Cannon-  25mm-  Cartridge- 
APFSDS-T  M919  (rev) 

25mm,  Armor-Piercing  Fin 

Stabilized  Discarding  Sabot-Tracer 
(APFSDS-T),  M919  Cartridge  With 
Swiss  Munitions 
Extruded/Impregnated  (EI)- 
Propellant  (Revised) 

2000 

MA 

AP-IS  M81A1E1 

Grenade  Launcher-  40mm- 
Cartridge-  AP-IS  M81A1E1 

Cartridge,  40mm,  Armor  Piercing 
with  Impact  Signature  (AP-IS), 
M81A1E1 

1999 

MA 

APKWS  II 

APKWS  II 

Advanced  Precision  Kill  Weapon 
System  (APKWS)  II 

2006 

MA 

APLA 

APLA 

Anti-Personnel  Landmine 

Alternative  (NSD-A  APLA) 

1999 

MA 

APM 

NBC-  Mask-  Protective-  Aircrew- 
APM 

XM45  Aircrew  Protective  Mask 
(APM) 

1996 

MA 

APOBS 

APOBS 

Demolition  Kit,  Breaching  System, 
Anti-Personnel  Obstacle,  Mk  7  Mod 

1  (Anti-Personnel  Obstacle 

Breaching  system  -  APOBS).  8 

April  2001 

2001 

MA 

Aquila 

Aircraft-  Unmanned-  UAV-  Aquila 

Aquila,  The  Army's  Remotely 

Piloted  Vehicle 

1989 

MA 

Aquila 

Aircraft-  Unmanned-  UAV-  Aquila 

Remotely  Piloted  Vehicle  System 
(Aquila) 

1988 

MA 

ARH 

Aircraft-  Helicopter-  Recon-  ARH 

Armed  Reconnaissance  Helicopter 
(ARH) 

2005 

MA 

ARISS 

ARISS 

Army  Recruiting  Information 

Support  System  (ARISS) 

1999 

MA 

Armored  Vest  M1955 

Body  Armor-  Armored  Vest 

M1955 

USMC  Ml 955  Armored  Vest  and 
the  Proposed  Titanium  Nylon 
Improved  Conventional  Munitions 
Protective  Armored  Vest  (48  Plate) 

1973 

MA 

ASAS 

ABCS-  ASAS 

All  Source  Analysis  System 
(ASAS)  Block  I 

1993 

T&ER 

ASAS  CP-SS 

ABCS-  ASAS  CP-SS 

All  Source  Analysis  System 
(ASAS)  Capability  Package-Single 
Source  Limited  User  Test 

1997 

MA 

ASLM 

Grenade  Launcher-  40mm- 
Cartridge-  ASLM 

XM320  Area  Suppression  Lethality 
Module  (ASLM) 

2006 

T&ER 

ASLMS 

ASLMS 

Authorized  Stockage  List  Mobility 
System  (ASLMS) 

2004 

T&ER 

ASWDS 

ASWDS 

Airborne  Scraper  and  Water 
Distribution  System  (ASWDS) 

Type  Classification  -  Generic 
Decision 

2001 

MA 

AT4-CS-RS 

Missile-  Antitank-  84mm-  AT4- 
CS-RS 

AT4-Confined  Space  (CS)  - 
Reduced  Sensitivity  (RS)  84mm 

Light  Anti-Tank  Weapon  for 
Confined  Space 

2009 

MA 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System 
(Army  TACMS)  "Quick  Reaction" 
Unitary  Missile  Program 

2002 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System 
(ATACMS)  Block  IA  Missile  (U) 

1997 

MA 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System 
(ATACMS)  Block  II 

1999 

MA 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System 
(TACMS)  Block  1A 

1997 

MA 

ATACMS 

Missile-  TBM-  ATACMS 

Army  Tactical  Missile  System- 
(ATACMS)  2000  (I2K)  Unitary 
Missile 

2007 

MA 

ATACMS  BAT 

Missile-  TBM-  ATACMS  BAT 

Army  Tactical  Missile  System 
(Army  TACMS)  Block  II  Brilliant 
Anti-Armor  (BAT)  Submunition 
Missile  Program.  6  February  2001 

2001 

MA 

ATACMS  P3I APAM 

Missile-  TBM-  ATACMS  P3I 
APAM 

Army  Tactical  Missile  System 
(Army  TACMS)  (ATAMCS)  Pre- 
Planned  Product  Improvement  (P3I) 
Anti-Personnel/ Anti-Materiel 
(APAM)  Program 

1993 

MA 

ATACMS  T2K 

Missile-  TBM-  ATACMS  T2K 

Army  Tactical  Missile  System 
(ATACMS)  2000  (T2K)  Unitary 
Missile 

2008 

MA 

ATACMS  Unitary 

Missile-  TBM-  ATACMS  Unitary 

Army  Tactical  Missile  System- 
(ATACMS)  Unitary  Missile 

2006 

T&ER 

ATACMS  Unitary  M48 

Missile-  TBM-  ATACMS  Unitary 
M48 

Army  Tactical  Missile  System 
(ATACMS)  Block  1A  Quick 

Reaction  Unitary,  M48 

2005 

MA 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System 
(Army  TACMS)  and  Brilliant  Anti¬ 
armor  Submunition  (BAT)  Block  II 

1994 

MA 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System 
(Army  TACMS)  and  Brilliant  Anti¬ 
armor  Submunition  (BAT)  Block  II 
Program 

1995 

T&ER 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System 
(ATACMS)  Block  11/Bril liant 
Antiarmor  (BAT) 

2002 

T&ER 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

Army  Tactical  Missile  System 
(ATACMS)  Block  II/Brilliant  Anti- 
Armor  Submunition  (BAT) 

1998 

MA 

ATASs 

ATASs 

Portability  Test  and  Human  Factors 
Evaluation  of  Ten  Antiarmor 

Systems  (ATASs) 

1984 

MA 

ATCCS 

ABCS-  ATCCS 

U.S.  Army's  Tactical  Command  and 
Control  System  (ATCCS) 

1997 

T&ER 

ATEC 

Vehicle-  Wheeled-  Crane-  ATEC 

All-Terrain  Crane  (ATEC) 

1998 

MA 

ATGMSS-11 

Missile-  Antitank-  ATOM  SS-1 1 

SS-1 1  Antitank  Guided  Missile 

1960 

MA 

ATG-MIP 

ATG-MIP 

AN/TPQ-37  Antenna  Transceiver 
Group  (ATG)  Mobility 

Improvement  Program  (MIP) 

1994 

MA 

ATIRCM 

ATIRCM 

AN/ALQ-212  Advanced  Threat 
Infrared  Countermeasures 
(ATIRCM) 

2001 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasure  System-Common 
Missile  Warning  System 
(ATIRCM-CMWS) 

2005 

MA 

ATIRCM-CM  W  S 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM) 

2004 

MA 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM)  And 
Common  Missile  Warning  System 
(CMWS) 

2003 

MA 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM)  and 
Common  Missile  Warning  System 
(MCWS) 

2001 

MA 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures  (ATIRCM)  and 
Common  Missile  Warning  System 
(MCWS) 

2002 

MA 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

Advanced  Threat  Infrared 
Countermeasures 
(ATIRCM)/Common  Missile 

Warning  System  (CMWS) 

1995 

T&ER 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

Common  Missile  Warning  System 
(CMWS)  (U) 

2006 

T&ER 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

Common  Missile  Warning 

System/ Advanced  Infrared 
Contermeasures  Munitions 
(CMW  S/AIRCMM) 

2002 

T&ER 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

All-Terrain  Lifter,  Army  System 
(ATLAS) 

1998 

MA 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

Truck,  Lift,  Fork  Variable  Reach, 
Rough  Terrain,  10,000-Pound 
Capacity,  Formally  Known  as  the 

All  Terrain  Lifter  Articulated 

System  (ATLAS) 

1994 

MA 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

Truck,  Lift,  Fork,  Variable  Reach, 
Rough  Terrain,  10,000-Pound 
Capacity,  Formally  Known  as  the 

All  Terrain  Lifter  Articulated 

System  (ATLAS) 

1993 

T&ER 

ATLAS  II 

ATLAS  II 

All-Terrain  Lifter,  Army  System 
(ATLAS)  II  /  Abbreviated  (ASER) 

2005 

T&ER 

ATPS 

Parachute-  ATPS 

Advanced  Tactical  Parachute 

System  (ATPS)  Milestone  C  -  Type 
Classification 

2009 

MA 

ATPS 

Parachute-  ATPS 

T-l  1  Advanced  Tactical  Parachute 
System  (ATPS) 

2009 

MA 

ATRS 

ATRS 

Automatic  Test  And  Repair  System 
(ATRS)  [AN/MSM-105(V)11 

1984 

MA 

ATW 

Missile-  Antitank-  84mm-  ATW 

AT4-CS  (Confined  Space)-RS 
(Reduced  Sensitivity)  84mm  Light 
Anti-Tank  Weapon  for  Confined 
Space 

2004 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

AVCATT-A 

AVCATT-A 

Aviation  Combined  Arms  Tactical 
Trainer  -  Aviation  Reconfigurable 
Manned  Simulator  (AVCATT-A) 

2003 

T&ER 

Avenger 

Missile-  Air  Defense-  Avenger 

Forward  Area  Air  Defense  (FAAD) 
Line-of-Sight  (LOS)  Avenger 
[Slew-to-Cue  (STC)l 

1999 

MA 

AW 

Aircraft-  Helicopter-  Aircrew-  AW 

Air  Warrior  (AW) 

2002 

MA 

AW 

Aircraft-  Helicopter-  Aircrew-  AW 

Air  Warrior  (AW) 

2003 

T&ER 

AW 

Aircraft-  Helicopter-  Aircrew-  AW 

Air  Warrior  Block  1 

2003 

T&ER 

AW  EDM 

Aircraft-  Helicopter-  Aircrew-  AW 
EDM 

Electronic  Data  Manager  (EDM) 
Technical  Insertion  for  Air  Warrior 
(AW)  (FILED  WITH  DB43447937) 

2005 

MA 

Bangalore  BTDK 

Explosives-  Bangalore  BTDK 

2.5  Ft.  Bangalore  Torpedo 

Demolition  Kit  (BTDK);  MIA3 

2008 

T&ER 

Bangalore  BTDK 

Explosives-  Bangalore  BTDK 

2.5-Foot  Bangalore  Torpedo 
(BTDK) 

2005 

MA 

BASIC 

BASIC 

Body  Armor  Set,  Individual 
Countermine  (BASIC) 

1993 

T&ER 

BASIC  P3I 

BASIC  P3I 

Body  Armor  Set,  Individual 
Countermine  Preplanned  Product 
Improvement  (BASIC  P3I)  (Full 

Rate  Production  Decision  and 

Update  to  Type  Classification 

System  Evaluation  Report) 

2001 

T&ER 

BASIC-P3I 

BASIC-P3I 

Body  Armor  Set,  Individual 
Countermine,  Preplanned  Product 
Improvement  (BASIC  P3I) 

2000 

MA 

BAT 

BAT 

Brilliant  AntiArmor  Submunition 
(BAT) 

1998 

MA 

BCIS 

BCIS 

Battlefield  Combat  Identification 
System  (BCIS) 

1993 

T&ER 

BCIS 

BCIS 

Battlefield  Combat  Identification 
System  (BCIS) 

2002 

MA 

BCP 

BCP 

Stryker  -  Battery  Command  Post 
(BCP) 

2007 

MA 

BCS 

Artillery-  Computer-  BCS 

Battery  Computer  System  (BCS) 
Human  Factors  Field  Evaluation 

1984 

T&ER 

BCS3 

ABCS-  BCS3 

Battle  Command  Sustainment 

Support  System  (BCS3) 

2007 

T&ER 

BD 

Boat-  Barge-  BD 

1 15-Ton  Barge  Derrick  (BD),  6800- 
Class 

1998 

MA 

BDAR 

BDAR 

Battle  Damage  Assessment  and 
Repair  (BDAR)  System 

2005 

MA 

BDMXM141 

Artillery-  155mm-  Projectile- 
BDMXM141 

Bunker  Defeat  Munition  (BDM) 
XM141 

1998 

MA 

BESS-Omega  60 

BESS-  Omega  60 

Battlefield  Effect  Simulator  System 
(BESS):  Omega  60  Launcher  with 
the  Pyrotechnic,  Hostile  Fire  - 
XM34,  and  the  Pyrotechnic,  White 
Star  -  XM35 

2006 

MA 

BIDS 

NBC-  Detector-  BIDS 

Biological  Integrated  Detection 
System  (BIDS) 

1994 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

BIDS 

NBC-  Detector-  BIDS 

Biological  Integrated  Detection 
System  (BIDS) 

1995 

T&ER 

BIDS  P3I 

NBC-  Detector-  BIDS  P3I 

Biological  Integrated  Detection 
System  (BIDS)  Preplanned  Product 
Improvement  (P3I) 

2000 

MA 

Blackhawk  UH60L 
A2C2S  Egress 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  A2C2S  Egress 

Emergency  Egress  Characteristics 
of  the  U.S.  Army  Airborne 

Command  and  Control  System 
(A2C2S) 

2006 

T&ER 

Blackhawk  UH60L 
RECAP 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  RECAP 

Recapitalization  of  the  UH-60  Black 
Hawk  Utility  Helicopter  Fleet 

2000 

MA 

Blackhawk  UH60L+ 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L+ 

UH60L+  Blackhawk  Helicopter 

2000 

T&ER 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Black  Hawk  Utility 
Helicopter 

2005 

T&ER 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Black  Hawk  Utility 
Helicopter 

2007 

MA 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Blackhawk  Helicopter 

2005 

MA 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Blackhawk  Helicopter 

2007 

T&ER 

Blackhawk  UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

UH60M  Upgrade  Black  Hawk 

Utility  Helicopter 

2009 

MA 

Blackhawk  UH60M 
CAAS  LEUE 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CAAS  LEUE 

UH60M  Common  Avionics 
Architecture  System  (CAAS)  Crew 
Station 

2005 

MA 

Blackhawk  UH60M  CS 
LUT 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CS  LUT 

UH60M  Crew  Station 

2006 

MA 

Blackhawk  UH60M 
EUD2 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  EUD2 

UH60M  Crew  Station 

2005 

MA 

Blackhawk  UH60Q 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q 

UH-60Q  Aircraft 

1998 

T&ER 

Blackhawk  UH60Q 
Medical 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q  Medical 

UH60Q  Medical  Evacuation 
Helicopter 

1999 

T&ER 

Blasting  Cap  M16 

Explosives-  Blasting  Cap-  M16 

M16  Blasting  Cap 

2001 

T&ER 

Blunt  Trauma 

Distraction 

XM98/XM99 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma  Distraction 
XM98/XM99 

66mm  Non-Lethal  Grenades: 

XM98  Distraction/XM99  Blunt 
Trauma 

2001 

T&ER 

Blunt  Trauma 

Distraction 

XM98/XM99 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma  Distraction 
XM98/XM99 

66mm  XM98  Distraction  and  XM99 
Blunt  Trauma  Grenades/Cartridges 

1999 

MA 

BMIS-T 

Medical-  BMIS-T 

Battlefield  Medical  Information 
System  —  Telemedicine  (BMIS-T) 
AN/TYQ-105 

2004 

MA 

BMIS-T 

Medical-  BMIS-T 

Speech  Recognition  Enhancement 
to  the  AN/TYQ-105,  Battlefield 
Medical  Information  System  - 
Tactical  (BMIS-T) 

2006 

MA 

BMP-A 

Vehicle-  Tracked-  IFV-  BMP-A 

Soviet  BMP-A  Armored  Infantry 
Combat  Vehicle 

1982 
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MA 

BMS  XM930 

Mortar-  120mm-  Cartridge-  BMS 
XM930 

120mm  Battalion  Mortar  System 
XM930  Visible  Illuminating  and 
XM983  Infrared  Illuminating 
Cartridges 

1998 

T&ER 

BNBFBSBSG 

BNBFBSBSG 

Ballistic/Non-Ballistic  Face  and 

Body  Shields,  and  Ballistic  Shin 
Guards  (BNBFBSBSG) 

1998 

MA 

Bofors  ATWS 

Bofors  ATWS 

Bofors  Infantry  Light  and  Lethal 
(BILL)  Antitank  Weapon  System 
(ATWS) 

1989 

MA 

Bradley  AMEV 

Vehicle-  Tracked-  Medical- 
Bradley  AMEV 

Armored  Medical  Evacuation 

Vehicle  (AMEV) 

1999 

MA 

Bradley  BFIST  Striker 

Vehicle-  Tracked-  IFV-  Bradley 
BFIST  Striker 

Striker  XM707  Fire  Support 

Vehicle 

1998 

MA 

Bradley  BFVS  A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  A3 

Bradley  Fighting  Vehicle  Systems 

A3  (BFVS  A3) 

1997 

MA 

Bradley  BFVS  BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

Bradley  Fire  Support  Vehicle 
(BFIST) 

1994 

MA 

Bradley  BFVS  BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

Bradley  Fire  Support  Vehicle 
(BFIST) 

1995 

MA 

Bradley  BFVS  BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

Bradley  Fire  Support  Vehicle 
(BFIST) 

1997 

MA 

Bradley  BFVS 

Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

Bradley  Linebacker  (BL) 

1996 

T&ER 

Bradley  BFVS 

Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

Bradley  Linebacker  (Training 
Release) 

1998 

T&ER 

Bradley  BFVS 

Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

Bradley  Linebacker  Weapon 

System 

1997 

MA 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  (BFVS) 
M2A3/M3A3 

1993 

T&ER 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  System  - 
M2A3 

2000 

T&ER 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  System 
(BFVS)  -  M2/M3A3 

2001 

T&ER 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  System 

A3  (BFVS-A3)  Low  Rate  Initial 
Production  1  Decision 

1997 

MA 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

Bradley  Fighting  Vehicle  Systems 

A3  (BFVS  A3).  6  February  2001 

2001 

T&ER 

Bradley  BFVS  ODS-E 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  ODS-E 

M2A2  Bradley  Fighting  Vehicle 
System  (BFVS)  Operation  Desert 
Storm-Engineer  (ODS-E) 

2002 

T&ER 

Bradley  LBR-6 

Vehicle-  Tracked-  IFV-  Bradley 
LBR-6 

Bradley  Fighting  Vehicle  System 
LBR-6  Reactive  Armor  Test 

Program 

2006 

MA 

Breacher 

Breacher 

Ml  Breacher  (Grizzly) 

1996 

T&ER 

Breacher 

Shotgun-  Cartridge-  12  Gauge  - 
Breacher 

12  Gauge  Breacher 

2001 

T&ER 

Breaching  Round 

M1030 

Shotgun-  Cartridge-  12  Gauge- 
Breaching  Round  Ml 030 

Cartridge,  12  Gauge  Breaching 
Round,  Ml 030 

2007 

T&ER 

BSN 

Radio-  BSN 

Brigade  Subscriber  Node  (BSN) 

2005 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

BVTC 

BVTC 

Battlefield  Video  Teleconference 
(BVTC)  System 

2002 

T&ER 

C17DRAS 

Aircraft-  Fixed  Wing-  Cargo-  C17 
DRAS 

C-17  Dual  Row  Airdrop  System 
(DRAS) 

2002 

MA 

C2V 

Vehicle-  Tracked-  C2V 

Command  and  Control  Vehicle 
(C2V) 

1996 

MA 

C3I2 

C3I2 

C3I  Test  Instrumentation  (C3I2) 
system  (Data  Collection  Subsystem) 

1990 

MA 

C3I2  DCS 

C3I2  DCS 

C3I  Test-Instrumentation  System: 
Data  Reduction  Subsystem  (DRS) 

1992 

MA 

CABS 

CABS 

Cockpit  Air  Bag  System  (CABS). 

12  March  2001 

2001 

T&ER 

CABS 

CABS 

Cockpit  Air  Bag  Systems  (CABS) 

2001 

T&ER 

CALSET  2000 

CALSET  2000 

Calibration  Set  2000  (CALSET 

2000) 

2001 

T&ER 

Canister  M1028 

Cannon-  Cartridge-  120mm- 
Canister  M1028 

Cartridge,  120mm:  Canister,  Ml 028 

2006 

T&ER 

Canister  M1028 

Cannon-  Cartridge-  120mm- 
Canister  M1028 

Full-Rate  Production/Type 
Classification  -  Standard  Decision 
fortheM1028  120mm  Canister 
Cartridge 

2005 

T&ER 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

XM1028  120mm  Canister  Cartridge 

2005 

MA 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

Cartridge,  120mm,  Canister, 

XM1028 

2004 

MA 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

Cartridge,  120mm,  Canister, 

XM1028 

2006 

MA 

CB  Protective  Gloves 

NBC-  Gloves-  CB  Protective 

Two  Types  of  Rubber  CB 

Protective  Gloves 

1980 

T&ER 

CBA-Plus 

Body  Armor-  CBA-Plus 

Concealable  Ballistic  Armor-Plus 
(CBA-Plus) 

2003 

T&ER 

CBC 

Vehicle-  Wheeled-  Cargo-  Trailer- 
CBC 

M105A2  1  1/2-Ton  Cargo  Trailer 
Cargo  Bed  Cover  (CBC) 

2000 

T&ER 

CBL 

Laundry-  CBL 

Full-Rate  Production  (FRP) 

Decision  for  the  Containerized 

Batch  Laundry  (CBL)  /  Abbreviated 
(ASER) 

2004 

MA 

CBPH 

NBC-  Mask-  Protective-  Hood- 
CBPH 

Chemical-Biological  Protective 

Hood  (CBPH)  for  the  XM-29 
Protective  Mask 

1978 

T&ER 

CBPS 

NBC-  Shelter-  CBPS 

Chemical  Biological  Protective 
Shelter  (CBPS) 

2001 

T&ER 

CBPS-DCS/FST 

NBC-  Shelter-  CBPS-DCS/FST 

Chemical  Biological  Protective 
Shelter  (CBPS)  Division  Clearing 
Station/Forward  Surgical  Team 
(DCS/FST) 

2002 

T&ER 

CC 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

Cartridge,  40mm,  Canister,  Ml 001 

2006 

T&ER 

CC 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

XM1001  40mm  Canister  Cartridge 
(CC) 

2000 

T&ER 

CC 

Religion-  CC 

Containerized  Chapel  (CC) 

2002 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

CCMCK 

CCMCK 

Close  Combat  Mission  Capabilities 
Kit  (CCMCK) 

2008 

T&ER 

CCO 

Rifle-  5.56mm-  M16/M4-  Sight- 
CCO 

Close  Combat  Optic  (CCO) 

1997 

MA 

CCP  XM577  SNE 

Vehicle-  Tracked-  CCP  XM577 

SNE 

Carrier,  Command  Post,  (CCP) 

Light,  Tracked  XM5  7  7 

1963 

MA 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer 
(CCTT) 

1998 

T&ER 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer 
(CCTT) 

2000 

T&ER 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer 
(CCTT)  Primary  1  (PI)  Temperate 
Database 

2002 

MA 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

40mm  Crowd  Dispersal  Cartridge, 
XM 1029.  21  March  2001 

2001 

T&ER 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

Non-Lethal  40mm  Crowd  Dispersal 
Cartridge 

1998 

T&ER 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

XM  1029  40mm  Crowd  Dispersal 
Cartridge  (CDC) 

2001 

T&ER 

CEIS-NT 

Medical-  CEIS-NT 

Corporate  Executive  Information 
System  -  Near  Term  (CEIS-NT) 
Version  (V.)  0.3  Government 
Installation  Acceptance  Test 
(GIAT) 

1997 

T&ER 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

CH47F  Cargo  Helicopter 

2007 

MA 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

CH-47F  Chinook 

2004 

T&ER 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

Helicopter,  Cargo  CH47F 

2004 

T&ER 

CHCS 

CHCS 

Composite  Health  Care  System 
(CHCS)  II,  Block  2 

2005 

T&ER 

CK 

Vehicle-  Wheeled-  FMTV-  CK 

Containerized  Kitchen  (CK)  (Type 
Classification-Generic) 

1998 

T&ER 

CLADS 

Volcano-  CLADS 

Canister  Launched  Area  Denial 
System  (CLADS) 

1999 

MA 

Clothing  of  Viet  Nam 

Uniform-  Clothing  of  Viet  Nam 

Clothing  and  Personal  Equipment  in 
Thailand  and  the  Republic  of  Viet 
Nam 

1963 

T&ER 

CLSP 

Religion-  CLSP 

Chaplaincy  Logistical  Support 
Package  (CLSP) 

2001 

T&ER 

CMIS 

Computer-  Client/Server-  CMIS 

Configuration  Management 
Information  System  (CMIS) 

Version  (V.)5.1.3.1 

1998 

MA 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

RAH66  Comanche 

2000 

T&ER 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

Reconnaissance  and  Attack 

Helicopter  (RAH66)  Comanche 

2000 

MA 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

Reconnaissance  Attack  Helicopter 
RAH66  Commanche 

2002 

T&ER 

Cooling-MCS 

Aircraft-  Helicopter-  Aircrew- 
Cooling-  MCS 

Microclimatic  Cooling  System 
(MCS) 

2002 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

CORPS  SAM 

CORPS  SAM 

Corps  Surface-to-Air  Missile 
(CORPS  SAM) 

1993 

T&ER 

CPOF 

ABCS-  CPOF 

Command  Post  of  the  Future 
(CPOF)  /  Abbreviated  (ASER) 

2005 

T&ER 

CPOF  ver.  2.4 

ABCS-  CPOF  ver.  2.4 

Command  Post  of  the  Future 
(CPoF)  Version  2.4 

2005 

MA 

CPOF  ver.  3.0.2 

ABCS-  CPOF  ver.  3.0.2 

Command  Post  of  the  Future 
(CPOF) 

2008 

T&ER 

CPOF  ver.  3.0.2 

ABCS-  CPOF  ver.  3.0.2 

Command  Post  of  the  Future 
(CPoF)  Version  3.0.2 

2006 

T&ER 

CROWS  XM101 

CROWS  XM101 

Common  Remotely  Operated 

Weapon  Station  (CROWS) 

Milestone  (MS)  B 

2004 

MA 

CROWS  XM101 

CROWS  XM101 

XM101  Common  Remotely 

Operated  Weapons  Station 
(CROWS) 

2005 

T&ER 

CS 

CS 

Containerized  Shower  (CS) 

1999 

T&ER 

CS  L96A1 

Grenade  Launcher-  Cartridge- 
66mm-  CS  L96A1 

Grenade,  Discharger:  Anti-Riot, 
Irritant,  CS,  L96A1  and  Grenade, 
Discharger:  Anti-Riot,  Practice, 
L97A1 

2001 

MA 

CS  Munition 

Grenade  Launcher-  40mm- 
Cartridge-  CS  Munition 

E24  CS  Munition 

1965 

T&ER 

CSPBA 

CSPBA 

Concealable  Stab  Protective  Body 
Armor  (CSPBA) 

2002 

MA 

CSSCS 

ABCS-  CSSCS 

Combat  Service  Support  Control 
System  (CSSCS) 

1995 

MA 

CSSCS 

ABCS-  CSSCS 

Combat  Service  Support  Control 
System  (CSSCS) 

1997 

T&ER 

CSSL 

Laundry-  CSSL 

Containerized  Self-Service  Laundry 
(CSSL) 

2000 

MA 

CTASC-II 

CTASC-II 

Corps/Theater  Automated  Data 
Processing  (ADP)  Service  Center  - 
II  (CTASC-II) 

1995 

MA 

CVC 

Helmet-  CVC 

DH-132  Helmet,  Combat  Vehicle 
Crewman  (CVC) 

1975 

MA 

CVCCS  HCW 

CVCCS  HCW 

Proposed  Ground  Combat  Vehicle 
Crewmember  Clothing  System 
(CVCCS),  Hot  and  Cold  Weather 

1980 

MA 

CWFM 

Mask-  Cold  Weather-  Face- 
CWFM 

Cold  Weather  Face  Masks  (CWFM) 

1972 

MA 

CWHG 

Mask-  Cold  Weather-  Headgear- 
CWHG 

Cold  Weather  Headgear  (CWHG) 

1975 

MA 

CWHW 

CWHW 

Cold- Wet  Handwear  (CWHW) 

1972 

MA 

DAGR 

DAGR 

Defense  Advanced  Global 

Positioning  System  Receiver 
(DAGR) 

2004 

MA 

Davy  Crockett  GFS 

Rocket-  Davy  Crockett  GFS 

Davy  Crockett  Graphical  Firing 

Scale  (FRE  24776) 

1961 

MA 

DBKXM303 

Explosives-  DBK  XM303 

Demolition  Kit,  Blasting  (DBK): 
XM303,  Special  Operation  Forces. 

1998 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

DCGS-A 

DCGS-A 

Distributed  Common  Ground 

System  -  Army  (DCGS-A).  Version 
3.0 

2008 

MA 

DCGS-A 

DCGS-A 

Distributed  Common  Ground 
System-Army  (DCGS-A) 

2004 

T&ER 

DEUCE-CPK 

Vehicle-  Tracked-  Bulldozer- 
DEUCE-CPK 

Deployable  Universal  Combat 
Earthmover-Crew  Protection  Kit 
(DEUCE-CPK) 

2003 

MA 

Direct  Attack  Guided 
Rocket 

Rocket-  Direct  Attack  Guided 
Rocket 

Direct  Attack  Guided  Rocket 

2002 

MA 

DIVAD 

Vehicle-  Tracked-  DIVAD 

Division  Air  Defense  (DIVAD)  Gun 
Systems 

1981 

MA 

DIVAD 

Vehicle-  Tracked-  DIVAD 

Division  Air  Defense  (DIVAD)  Gun 
Systems 

1984 

MA 

DIVAD  Sgt  York 

Vehicle-  Tracked-  DIVAD  Sgt 

York 

DIVAD  System:  Volume  I.  Sgt 

York 

1988 

MA 

DIVAD  Sgt  York  FOE 

Vehicle-  Tracked-  DIVAD  Sgt 

York  FOE 

Future  Systems.  FAADS  Design 
Criteria  Evolving  from  the  Sgt. 

York  Follow-On  Evaluation  I 

1989 

T&ER 

DMS-A 

DMS-A 

Defense  Messaging  System  -  Army 
Extension  into  the  Tactical 
Environment  (DMS-A) 

2004 

T&ER 

DMS-A 

DMS-A 

Defense  Messaging  System- Army 
Extension  into  the  Tactical 
Environment  (DMS-A) 

2003 

T&ER 

DPGDS  MEP-PU-810B 

Generator-  DPGDS  MEP-PU- 
81  OB 

Deployable  Power  Generation  and 
Distribution  System  (DPGDS) 
MEP-PU-810B 

2002 

MA 

DPICM 

XM915/XM916 

Artillery-  105mm-  Cartridge- 
DPICM  XM9 1 5/XM9 1 6 

Cartridge,  105MM, 

XM915/XM916,  Dual  Purpose 
Improved  Conventional  Munition 
Projectile  (DPICM) 

1997 

MA 

DPICM  XM982 

Artillery-  155mm-  Projectile- 
DPICM  XM982 

XM982,  Extended  Range,  Dual 
Purpose  Improved  Conventional 
Munition  (DPICM)  Projectile 

1997 

T&ER 

DSB 

DSB 

Dry  Support  Bridge  (DSB) 

2003 

T&ER 

DTS  1.7. 0.2 

DTS  1.7. 0.2 

Defense  Travel  System  (DTS) 
Monroe  Release  vl.7.0.2 

2006 

T&ER 

DTS  1.7.1. 5 

DTS  1.7. 1.5 

Defense  Travel  System  (DTS) 
Monroe  Release  vl.7.1.5 

2007 

T&ER 

DTSCBAv.3 

DTS  CBA  v.3 

Defense  Travel  System  (DTS) 
Centrally  Billed  Account  (CBA) 
Reconciliation  Module  Version  3 

2005 

T&ER 

DTS  Madison 

DTS  Madison 

Defense  Travel  System  (DTS) 
Madison  Release 

2005 

T&ER 

DTS  Madison  1.6a 

DTS  Madison  1.6a 

Defense  Travel  System  (DTS) 
Madison  Release  A  (v.l.6a) 

2005 

MA 

DTSS 

ABCS-  DTSS 

Digital  Topographic  Support 

System  (DTSS) 

1993 

T&ER 

DTSS 

ABCS-  DTSS 

Digital  Topographic  Support 
System-Heavy  (DTSS-H)  AN/TYQ- 
48A1  Material  Release  Decision 

1999 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

DTSS-D 

ABCS-  DTSS-D 

Digital  Topographic  Support 

System  -  Deployable  (DTSS-D) 

2002 

T&ER 

DTSS-HVMP 

ABCS-  DTSS-HVMP 

Digital  Topographic  Support 

System  -  High  Volume  Map 
Production  (DTSS-HVMP) 

2003 

T&ER 

DTSS-L 

ABCS-  DTSS-L 

Digital  Topographic  Support 

System  -  Light  AN/TYQ-67(V2) 

2002 

T&ER 

DTSS-QRMP 

ABCS-  DTSS-QRMP 

Digital  Topographic  Support 
System/Quick  Response  Multicolor 
Printer  (DTSS/QRMP)  in  the 
Lightweight  Multipurpose  Shelter 
(LMS)  AN/TYQ-67(V)1  Product 

1997 

MA 

Dummy  M922A1 

Grenade  Launcher-  40mm- 
Cartridge-  Dummy  M922A1 

40mm,  M922A1  Dummy  Cartridge 

1993 

T&ER 

Dump  Truck  M917A1 

Vehicle-  Wheeled-  Cargo-  Dump 
Truck  M917A1 

M917A1  Dump  Truck,  18.5  Ton,  14 
Cubic  Yard 

1998 

MA 

EBIST 

EBIST 

Exoskeleton  Boot  Interface  Sole 
Thickness  (EBIST) 

2006 

T&ER 

ECDS 

ECDS 

Enhanced  Containerized  Delivery 
System  (ECDS)  /  Abbreviated 
(ASER) 

2006 

MA 

ECWCE 

ECWCE 

Experimental  Reversible  Extreme 
Cold  Weather  Clothing  Ensemble 

1977 

MA 

EETF 

EETF 

Evaluation  of  Selected  MANPRINT 
Issues  for  the  Product  Improvement 
Program  of  the  OQ-290(V)1 
Electronic  Equipment  Test  Facility 
(EETF) 

1988 

T&ER 

Ensemble-FREE 

Aircraft-  Helicopter-  Aircrew- 
Ensemble-  FREE 

Fire  Resistant  Environmental 
Ensemble  (FREE)  System 

Integrator  -  ADS 

2008 

MA 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle 
(ENVG) 

2005 

T&ER 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle 
(ENVG)  /  Abbreviated  (ASER) 

2005 

T&ER 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle 
(ENVG)  AN/PSQ-20  (ACAT  III) 

2007 

MA 

EPIAFS 

EPIAFS 

Enhanced  Portable  Inductive 

Artillery  Fuze  Setter  (EPIAFS) 

2006 

MA 

EPIAFS 

EPIAFS 

Enhanced  Portable  Inductive 

Artillery  Fuze  Setter  (EPIAFS) 

2007 

MA 

EPLRS 

ABCS-  EPLRS 

Enhanced  position  Location 

Reporting  System  (EPLRS) 

Downsize 

1996 

MA 

ER/MP 

Aircraft-  Unmanned-  UAV- 
ER/MP 

Extended  Range/Multi-Purpose 
Unmanned  Aerial  Vehicle  (ER/MP 
UAV) 

2005 

MA 

ETAF  M762E1 

Artillery-  155mm-  Fuze-  ETAF 
M762E1 

M762E1/M767E1  Electronic  Time 
Artillery  Fuze  (ETAF) 

2000 

T&ER 

ETRAC 

Radar-  ETRAC 

Enhanced  Target  Range  and 
Classification  (ETRAC)  Modified 
Sentinel  Radar 

2005 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

Excalibur 

Artillery-  155mm-  Projectile  - 
Excalibur 

Precision  Engagement  Projectile, 
155mm,  Excalibur  Unitary 

Projectile  (XM982)  Block  la-2 

2007 

MA 

Excalibur 

Artillery-  155mm-  Projectile- 
Excalibur 

XM982  Precision  Guided  Extended 
Range  155mm  Artillery  Projectile, 
Excalibur 

2005 

MA 

Excalibur  XM892 

Artillery-  155mm-  Projectile- 
Excalibur  XM892 

XM982  Excalibur  155mm  Precision 
Guided  Extended  Range  Artillery 
Projectile 

2004 

MA 

FAAD-C2I 

FAAD-C2I 

Forward  Area  Air  Defense  (FAAD) 
Command,  Control  and  Intelligence 
(C2I) 

1995 

MA 

FAMTG  XM24E1 

FAMTG  XM24E1 

Simulator,  Flash  Artillery  Main 

Tank  Gun  (FAMTG),  XM24E1 

1991 

MA 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command 

Brigade  and  Below  (FBCB2) 

1997 

T&ER 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command 

Brigade  and  Below  (FBCB2) 

2001 

MA 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command 

Brigade  and  Below  (FBCB2) 

2004 

MA 

FBCB2 

ABCS-  FBCB2 

Force  XXI  Battle  Command 

Brigade  And  Below  (FBCB2) 

1999 

T&ER 

FBCB2/BFT 

ABCS-  FBCB2/BFT 

Force  XXI  Battle  Command 

Brigade  and  Below/Blue  Force 
Tracking  (FBCB2/BFT)  (U) 

2004 

T&ER 

FBN 

FBN 

Family  of  Batons  and  Nightsticks 
(FBN) 

2002 

MA 

FCS  BLOS-MRM 

Mortar-  120mm-  Cartridge-  FCS 
BLOS-  MRM 

Mid  Range  Munition  (MRM) 

2007 

MA 

FCS FOV 

Vehicle-  Tracked-  FCS  FOV 

Future  Combat  System  (FCS) 

2003 

MA 

FCS  FOV 

Vehicle-  Tracked-  FCS  FOV 

Future  Combat  System  (FCS) 

2004 

MA 

FDD 

FDD 

Firing  Device,  Demolition:  Delay 
Type  Electronic  M147  and  the 

Timer,  Interval,  Training  Kit:  M45 

1995 

MA 

FED 

FED 

Forward  Entry  Device  (FED) 

1991 

MA 

FFW 

FFW 

Future  Force  Warrior  Technologies 

2007 

MA 

FHMUX 

FHMUX 

Frequency  Hopping  Multiplexer 
(FHMUX) 

1996 

T&ER 

FIS-C 

FIS-C 

Firefighters  Integrated  Suit  - 
Combat  (FIS-C)  (Type 

Classification  -  Standard  Decision). 

1998 

MA 

FLASH 

FLASH 

Close  Combat  Cueing  System 
(FLASH  Simulator) 

1993 

MA 

FMTV 

Vehicle-  Wheeled-  Cargo-  FMTV 

Family  of  Medium  Tactical 

Vehicles  (FMTV) 

1995 

T&ER 

FMTV  10  Ton  Dump 
Truck 

Vehicle-  Wheeled-  Cargo-  FMTV 

10  Ton  Dump  Truck 

Family  of  Medium  Tactical 

Vehicles  A1  Rebuy  (FMTV  AIR) 
10-Ton  Dump  Truck 

2008 

T&ER 

FMTV  EV 

Vehicle-  Wheeled-  Cargo-  FMTV 
EV 

Family  of  Medium  Tactical 

Vehicles  A1  Rebuy  (FMTV  AIR) 
Expansible  Van  (EV)  Variant 

2006 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

FMTV  LHS 

Vehicle-  Wheeled-  Cargo-  FMTV 
LHS 

Family  of  Medium  Tactical 

Vehicles  A1  Rebuy  (FMTV  AIR) 
Load  Handling  System  (LHS) 

Variant 

2006 

T&ER 

FMTV  LVAD 

Vehicle-  Wheeled-  Cargo-  FMTV 
LVAD 

Family  of  Medium  Tactical 

Vehicles  (FMTV)  A1  Low  Velocity 
Airdrop  (LVAD) 

2007 

MA 

FOG-M 

Missile-  Antitank-  FOG-M 

FOG-M  (Fiber  Optic  Guided 

Missile)  Embedded  Training 
Demonstration  Model  FOG-M-4- 
30-RG-51 1 

1986 

T&ER 

FOL 

FOL 

Manpack  Version  of  the  Family  of 
Loudspeakers  (FOL) 

1999 

T&ER 

FOMD 

Mine  Detector-  FOMD 

Family  of  Metal  Detectors  (FOMD) 

2004 

MA 

FPE 

Explosives-  FPE 

Fighting  Position  Excavator  (FPE) 

1996 

MA 

FPS 

FPS 

Proposed  Army  Infantry/Marine 
Fragmentation  Protective  Systems 
(FPS) 

1974 

MA 

FRPC 

FRPC 

XM931  120mm  Mortar  Full  Range 
Practice  Cartridge  (FRPC) 

1996 

T&ER 

FRPC  M931 

Mortar-  120mm-  Cartridge-  FRPC 
M931 

120mm  M931  Full  Range  Practice 
Cartridge  (FRPC) 

1998 

T&ER 

FRPC  XM769 

Mortar-  60mm-  Cartridge-  FRPC 
XM769 

XM769  60mm  Full  Range  Practice 
Cartridge  (FRPC) 

2001 

T&ER 

FRS 

FRS 

Forward  Repair  System  (FRS) 

2000 

MA 

FS3 

Laser-  FS3 

Fire  Support  Sensor  System  (FS-3) 

2003 

T&ER 

FSSP 

Vehicle-  Fuel-  FSSP 

Fuel  System  Supply  Point  (FSSP) 
Type  5-800K  /  Abbreviated  (ASER) 

2007 

T&ER 

FTTS MSV 

Vehicle-  Wheeled-  FTTS  MSV 

Future  Tactical  Truck  System 
(FTTS)  Maneuver  Sustainment 
Vehicle  (MSV) 

2007 

T&ER 

FTTS  UV  IMG 

Vehicle-  Wheeled-  FTTS  UV  IMG 

Future  Tactical  Truck  System 
(FTTS)  Utility  Vehicle  (UV) 
International  Military  Group  (IMG) 

2007 

T&ER 

FTTS  UV  LM 

Vehicle-  Wheeled-  FTTS  UV  LM 

Future  Tactical  Truck  System 
(FTTS)  Utility  Vehicle  (UV) 
Lockheed  Martin  (LM) 

2007 

MA 

Full  Range 

Mortar-  60mm-  Cartridge-  Full 
Range 

Insensitive  Cartridge,  60mm  Mortar 
HE  (XM768),  with  the  XM783 

Point  Detonating  (PD)  Fuze.  22 

June  2001 

2001 

MA 

GB2  Baseplate 

GB2  Baseplate 

Redesigned  Baseplate  and  Baseplate 
Wrench  for  the  M687,  155mm,  GB2 
Binary  Projectile 

1987 

T&ER 

GBS  TGRS 

Radio-  GBS  TGRS 

Global  Transport  Service  (GBS) 
Transportable  Ground  Receive  Suite 
(TGRS) 

2005 

T&ER 

GBS-TIP/TGRS 

GBS-TIP/TGRS 

Global  Broadcast  Service 
Transportable  Ground  Receive  Suite 
and  Theater  Injection  Point  (GBS- 
TIP/TGRS) 

2003 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

GCCS-A 

ABCS-  GCCS-A 

Global  Combat  Support  System  - 
Army  (GCSS-Army)  (GCSS-A) 

2006 

T&ER 

GCSS-A 

ABCS-  GCSS-A 

Global  Combat  Support  System- 
Army  (GCSS-Army) 

2006 

MA 

GEN  II  FLIR 

GEN  II  FLIR 

Second  Generation  Forward 

Looking  Infrared  System  (Gen  II 
FLIR) 

1994 

MA 

GFEBS 

GFEBS 

General  Fund  Enterprise  Business 
System  (GFEBS) 

2009 

MA 

GLM  XM320 

Grenade  Launcher-  40mm-  GLM 
XM320 

XM320  /  XM320E1  Grenade 
Launcher  Module  (GLM) 

2008 

T&ER 

GLM  XM320 

Grenade  Launcher-  40mm-  GLM 
XM320 

XM320  Grenade  Launcher  Module 
(GLM) 

2007 

T&ER 

GLMRS 

Rocket-  GLMRS 

Guided  Multiple  Launch  Rocket 
System  (GMLRS)  Integrated  Test 
and  Evaluation 

1998 

MA 

GLMRS  UR 

Rocket-  GLMRS  UR 

Guiided  Multiple  Launch  Rocket 
System  (GMLRS)  Unitary  Rocket 

2008 

T&ER 

GLPS 

Artillery-  105mm-  Computer- 
GLPS 

Gun  Layering  and  Positioning 

System  (GLPS) 

1999 

MA 

GLPS 

Artillery-  105mm-  Computer- 
GLPS 

Gun  Laying  and  Positioning  System 
(GLPS) 

1996 

MA 

g-MAV 

Aircraft-  Unmanned-  UAV-  g- 
MAV 

g-MAV  Micro- Air  Vehicle 

2007 

MA 

GMD  TXBR 

Missile-  ABM-  GMD  TXBR 

Ground  Based  Mid-Course  (GMD) 
Test  X-Band  Radar  (TXBR) 

2004 

MA 

GMDS 

Missile-  ABM-  GMDS 

Ground  Based  Mid-Course  Defense 
(GMDS)  System 

2005 

MA 

GMLRS 

Rocket-  GMLRS 

Guided  Multiple  Launch  Rocket 
System  (GMLRS) 

1997 

MA 

GMLRS 

Rocket-  GMLRS 

Guided  Multiple  Launch  Rocket 
System  (GMLRS) 

1998 

MA 

GMLRS 

Rocket-  GMLRS 

XM30  Guided  Multiple  Launch 
Rocket  System  (GMLRS)  in  the 
Combined  High  Mobility  Artillery 
Rocket  System  (HIMARS) 

2007 

MA 

GMLRS  UR 

Rocket-  GMLRS  UR 

Guided  Multiple  Launch  Rocket 
System  (GMLRS)  Unitary  Rocket 
(UR) 

2003 

MA 

GMLRS  UR 

Rocket-  GMLRS  UR 

Guided  Multiple  Launch  Rocket 
System  (GMLRS)  Unitary  Rocket 
(UR)  Full  Rate  Production  Decision 

2008 

MA 

GMLRS  XM30 

Rocket-  GMLRS  XM30 

Guided  Multiple  Launch  Rocket 
System  (GMLRS)  XM30  Rocket 

2005 

MA 

GMLRS-DPICM 

Rocket-  GMLRS-DPICM 

Guided  Multiple  Launch  Rocket 
System  (GMLRS)  Dual  Purpose 
Improved  Conventional  Munitions 
(DPICM) 

2003 

T&ER 

GMLRS-DPICM 

Rocket-  GMLRS-DPICM 

Guided  Multiple  Launch  Rocket 
System  (GMLRS)  with  Dual 

Purpose  Improved  Conventional 
Munitions  (DPICM) 

2005 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

GMLRS-U 

Rocket-  GMLRS-U 

XM31E1  Guided  Multiple-Launch 
Rocket  System-Unitary  (GMLRS- 
U)  Rocket 

2008 

MA 

GoldenEye-50  OCU 

GoldenEye-50  OCU 

GoldenEye-50  Operator  Control 

Unit  (OCU) 

2005 

T&ER 

GREM  Ml 00 

Rifle-  5.56mm-  Cartridge-  GREM 
M100 

Ml 00  Grenade  Rifle  Entry 

Munition  (GREM) 

2008 

MA 

GSE/GSS 

GSE/GSS 

Ground  Soldier  Ensemble  (GSE)  / 
Ground  Soldier  System  (GSS) 

2008 

T&ER 

GSTAMIDS 

GSTAMIDS 

Ground  Standoff  Minefield 

Detection  System  (GSTAMIDS)  - 
Vehicle-Mounted  Mine  Detector 
(VMMD) 

1998 

T&ER 

GSTAMIDS 

GSTAMIDS 

Ground  Standoff  Minefield 

Detection  System,  Future  Combat 
Systems  (GSTAMIDS-FCS) 

2003 

MA 

Hawk  BCC 

Missile-  Air  Defense-  Hawk  BCC 

Improved  Hawk  Battery  Control 
Central 

1971 

MA 

HC3 

HC3 

High  Capacity  Communications 
Capability  (HC3) 

2007 

MA 

HD  SB 

HD  SB 

Heavy  Dry  Support  Bridge  (HDSB) 

2000 

T&ER 

HE  M3  93 A3 

Cannon-  105mm-  Cartridge-  HE 

M3  93 A3 

M393A3  105mm  High  Explosive 
Cartridge  and  the  M467A1  105mm 
Target  Practice  Cartridge 

2005 

T&ER 

HE  M720A1 

Mortar-  60mm-  Cartridge-  HE 
M720A1 

60mm  High  Explosive  Cartridges, 
M720A1  and  M768 

2005 

MA 

HE  M720A1  &M768 

Mortar-  60mm-  Cartridge-  HE 
M720A1  &  M768 

Health  Hazard  Assessment  Report 
(RCS  MED  388)  ON  THE  60mm, 

HE  M720A1  AND  HE  M768 

Mortar  Cartridges  69-37-6972-03 
December  2002 

2002 

MA 

HE  M720E1 

Mortar-  60mm-  Cartridge-  HE 
M720E1 

Insensitive  Cartridge,  60mm  Mortar 
HE  (M720E1),  with  the  M734A1 
Multi-option  Fuze. 

2001 

MA 

HE  PFFXM1130 

Artillery-  105mm-  Cartridge-  HE 
PFFXM1130 

XM1 130  Base  Bleed  [Denel 
XM0125A1],  105mm  High 

Explosive  Pre-formed  Fragment 
(HE  PPP)  Cartridge 

2008 

MA 

HE  WAM  XM93 

Explosives-  HE  WAM  XM93 

Basic  Hand  Emplaced  Wide  Area 
Munition  (Basic  HE- WAM), 

XM93,  and  the  Basic  HE- WAM 
Individual  (XM98)  and  Collective 
XM97)  Training  Devices 

1999 

MA 

HEAT  MP-T  M830E1 

Cannon-  Cartridge-  120mm- 
HEAT  MP-T  M830E1 

M830E1,  120mm,  High  Explosive 
AntiTank-  Multipurpose  -  Tracer, 
Cartridge  (HEAT  MP-T) 

1994 

MA 

HEDP 

Grenade  Launcher-  40mm- 
Cartridge-  HEDP 

40mm,  M430A1,  High  Explosive 

Dual  Purpose  (HEDP)  Cartridge 

1994 

MA 

HEMC 

Mortar-  81mm-  Cartridge-  HEMC 

M821A1/M889A1  High  Explosive 
(HE)  81mm  Mortar  Cartridges 
(HEMC) 

1996 

MA 

HEMC 

Mortar-  81mm-  Cartridge-  HEMC 

M821A2  and  M889A2  High 
Explosive  81mm  Mortar  Cartridges 

2008 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

HEMC  M889A1E1 

Mortar-  81mm-  Cartridge-  HEMC 
M889A1E1 

M889A1E1  81-mm  Mortar  High 
Explosive  Cartridge  (HEMC) 

2006 

T&ER 

HEMC  M889A1E1 

Mortar-  81mm-  Cartridge-  HEMC 
M889A1E1 

Mortar,  81mm,  High  Explosive 
Mortar  Cartridge  (HEMC), 
M889A1E1 

2007 

MA 

HEMTT-LHS 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

Heavy  Expanded  Mobility  Tactical 
Truck-Load  Handling  System 
(HEMTT-LHS) 

2000 

T&ER 

HEMTT-LHS 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

XM1 120  Heavy  Expanded  Mobility 
Tactical  Truck-Load  Handling 

System  (HEMTT-LHS) 

2000 

T&ER 

HENLM 

HENLM 

Hand  Emplaced  Non-Lethal 

Munition  (HENLM) 

2005 

MA 

HENLM-TAPM 

HENLM-TAPM 

Hand  Emplaced  Non-lethal 
Munition-Taser  Anti-Personnel 
Munition  (HENLM-TAPM) 

2005 

T&ER 

HE-OR-T 

Cannon-  Cartridge-  120mm-  HE- 
OR-T 

Cartridge  120mm  High  Explosive- 
Obstacle  Reduction  (HE-OR-T) 
XM908 

2002 

MA 

HERA 

Cannon-  105mm-  Cartridge- 
HERA 

Cartridge,  105mm:  High  Explosive 
Rocket  Assist  (HERA),  M927 

2007 

MA 

HERA 

Cannon-  105mm-  Cartridge- 
HERA 

Cartridge,  105mm:  High  Explosive 
Rocket  Assist  (HERA), 

XM9 1 3/XM927M927 

1990 

MA 

HERCULES 

Vehicle-  Tracked-  ARV- 
HERCULES 

HERCULES  M88A1E1  Armored 
Recovery  Vehicle  (ARV) 

1996 

MA 

HETS 

Vehicle-  Wheeled-  Cargo-  HETS 

Heavy  Equipment  Transport  System 
(HETS),  Which  Includes  M1000 
Semitrailer  and  the  M1070  Truck 
Tractor 

1993 

MA 

HETS 

Vehicle-  Wheeled-  Cargo-  HETS 

Heavy  Equipment  Transporter 

System  (HETS),  Which  Includes  the 
M1000  Semitrailer  and  the  M1070 
Truck  Tractor 

1994 

T&ER 

HE-WAM 

Explosives-  HE-WAM 

Hand  Emplaced  -  Wide  Area 
Munirtion  (HE-WAM) 

2000 

T&ER 

HF  NOE  COMM 
AN/ARC-220 

Radio-  HF  NOE  COMM 
AN/ARC-220 

High  Frequency,  Nap-Of-The-Earth 
Communications  (HF  NOE 

COMM)  System  Consisting  of  the 
AN/ARC-220  and  Advanced 
Narrowband  Digital  Voice  Terminal 
(ANDVT)  AIRTERM  KY-100 

1997 

MA 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket 
System  (HIMARS) 

2003 

T&ER 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket 
System  (HIMARS) 

2003 

MA 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket 
system  (HIMARS) 

2005 

T&ER 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket 
System  (HIMARS) 

2005 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

High  Mobility  Artillery  Rocket 
System  (HIMARS)  in  the  Combined 
HIMARS-Guided  Multiple  Launch 
Rocket  System  (GMLRS) 

2007 

T&ER 

HMEE 

Vehicle-  Wheeled-  Engineer- 
HMEE 

High  Mobility  Engineer  Excavator 
(HMEE)  Type  I  System 

2008 

MA 

HMMWV  ASV 

Vehicle-  Wheeled-  HMMWV 

ASV 

Armored  Security  Vehicle  (ASV) 

1999 

T&ER 

HMMWV  CBC 

Vehicle-  Wheeled-  Utility- 
HMMWV  CBC 

High  Mobility  Multipurpose 

Wheeled  Vehicle  (HMMWV) 

Cargo  Bed  Cover  (CBC) 

2000 

T&ER 

HMMWV  ECV 

XM1113 

Vehicle-  Wheeled-  Utility- 
HMMWV  ECV  XM1113 

High  Mobility  Multipurpose 

Wheeled  Vehicle  (HMMWV) 

XM1 1 13  Utility  Truck,  Expanded 
Capacity  Vehicle  (ECV) 

1998 

T&ER 

HMMWV  ECV 

XM1114 

Vehicle-  Wheeled-  Utility- 
HMMWV  ECV  XM1114 

High  Mobility  Multipurpose 

Wheeled  Vehicle  (HMMWV) 

XM1 1 14  Up  Armored  Expanded 
Capacity  Vehicle  (ECV) 

1999 

MA 

HMMWV  FAAD-GBS 

Vehicle-  Wheeled-  HMMWV 
FAAD-GBS 

Forward  Area  Air  Defense  (FAAD) 
System  Ground  Based  Sensor 
(GBS)  High  Mobility  Multipurpose 
Wheeled  Vehice  (HMMWV) 

1995 

MA 

HMMWV  HV 

Vehicle-  Wheeled-  Utility- 
HMMWV HV 

High  Mobility  Multipurpose 

Wheeled  Vehicle-Heavy  Variant 
(HMMWV -H  V ) 

1990 

T&ER 

HMMWV  MCCM- 
VMS 

Vehicle-  Wheeled-  Utility- 
HMMWV  MCCM-VMS 

Modular  Crowd  Control  Munition 
(MCCM)  Vehicle  Mount  System 
(VMS) 

2000 

MA 

HMMWV  SICPS 

Variant 

Vehicle-  Wheeled-  Utility- 
HMMWV  SICPS  Variant 

Standardized  Integrated  Command 
Post  System  (SICPS)  HMMWV 
Variant 

1994 

MA 

HNVS 

HNVS 

Helicopter  Night  Vision  System 
(HNVS)  Simulation  Test  Program 

1980 

MA 

Howitzer  AFAS/FARV 

Vehicle-  Tracked-  Artillery- 
155mm-  Howitzer  AFAS/FARV 

Advanced  Field  Artillery  System 
(AFAS)  and  Future  Armored 
Resupply  Vehicle  (FARV) 

1994 

MA 

HSTAMIDS 

HSTAMIDS 

AN/PSS-14  Handheld  Mine 

Detector  (Handheld  Standoff  Mine 
Detector  System  (HSTAMIDS) 

2003 

T&ER 

HSTAMIDS 

HSTAMIDS 

AN/PSS-14,  Handheld  Standoff 

Mine  Detection  System 
(HSTAMIDS) 

2003 

MA 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection 
System  (HSTAMIDS) 

1995 

MA 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection 
System  (HSTAMIDS) 

2000 

T&ER 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection 
System  (HSTAMIDS) 

2000 

MA 

HTI-SGF 

HTI-SGF 

Horizontal  Technology  Insertion 
(HTI)  Second  Generation  Forward 
Looking  Infrared  (SGF) 

1999 
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Long  Name 

Year 

MA 

HTI-SGF 

HTI-SGF 

Horizontal  Technology  Insertion 
(HTI)  Second  Generation  Forward 
Looking  Infrared  (SGF) 

2000 

T&ER 

HWTS  II 

Rifle-  50  CaP7.62mm/5.56mm- 
Sight-  HWTS  II 

BAE  Heavy  Weapon  Thermal  Sight 

II  (HWTS  II),  AN/PAS- 13C(V)3 

2006 

T&ER 

HYEX 

Vehicle-  Tracked-  Engineer- 
HYEX 

Hydraulic  Excavator  (HYEX) 

2000 

T&ER 

HYEX 

Vehicle-  Tracked-  Engineer- 
HYEX 

Hydraulic  Excavator  (HYEX), 
Crawler  Mounted,  Type  I  / 
Abbreviated  (ASER) 

2007 

MA 

IAMD 

Missile-  Air  Defense-  IAMD 

Integrated  Air  and  Missile  Defense 
(IAMD)  System 

2007 

MA 

IAMD 

Missile-  Air  Defense-  IAMD 

Integrated  Air  and  Missile  Defense 
(IAMD)  System 

2009 

MA 

IAV 

Vehicle-  Wheeled-  Artillery- 
155mm-  Howitzer-  IAV 

Interim  Armored  Vehicle  (IAV) 

2000 

MA 

IAV 

Vehicle-  Wheeled-  Artillery- 
155mm-  Howitzer-  IAV 

Interim  Armored  Vehicle  (IAV).  3 1 
January  2001 

2001 

T&ER 

IB/CQBS 

Rifle-  5.56mm-  Carbine- 
Buttstock-Sling-  IB/CQBS 

Improved  Buttstock  and  Close 
Quarters  Battle  Sling  (IB/CQBS)  for 
the  Modular  Weapons  System 
(MWS) 

1999 

T&ER 

I-CAM 

NBC-  Detector-  I-CAM 

Improved  Chemical  Agent  Monitor 
(I-CAM) 

1998 

MA 

ICAP 

ICAP 

Improved  Cobra  Armament 

Program  (ICAP) 

1973 

MA 

ICH 

ICH 

Improved  Cargo  Helicopter  ( ICH) 

1997 

T&ER 

ICOM  IC-F3  SI 

Radio-  Handheld-  ICOM  IC-F3  SI 

Soldier  Intercom  (SI) 

1998 

MA 

IECU  60k 

Heater-  IECU  60k 

60,000-Btu/hr  Improved 
Environmental  Control  Unit  (60K 
IECU) 

2008 

MA 

IEWTPT 

IEWTPT 

Intelligence  Electronic  Warfare 
Tactical  Proficiency  Trainer 
(IEWTPT) 

1994 

T&ER 

I-FLIR 

I-FLIR 

Improved-Forward  Looking 

Infrared  (I-FLIR) 

2000 

T&ER 

I-HMEE 

Vehicle-  Wheeled-  Engineer- 1- 
HMEE 

Interim  High  Mobility  Engineer 
Excavator  (I-HMEE) 

2002 

T&ER 

I-HMEE 

Vehicle-  Wheeled-  Engineer- 1- 
HMEE 

Interim  High  Mobility  Engineer 
Excavator  (I-HMEE)  (Phase  II) 

2003 

T&ER 

ILL  IR  XM983 

Mortar-  120mm-  Cartridge-  ILL  IR 
XM983 

120mm  Infrared  Illuminating 
Cartridge,  XM983 

2000 

T&ER 

ILL  XM930 

Mortar-  120mm-  Cartridge-  ILL 
XM930 

120mm  Illuminating  Cartridge, 
XM930 

2000 

MA 

IM-99B 

Missile-  Air  Defense-  IM-99B 

IM-99B  Weapon  System 

1961 

MA 

IMBC 

Mortar- 

1 20mm/ 1 07mm/8 1  mm/60mm- 
Computer-  IMBC 

XM30  Improved  Mortar  Ballistic 
Computer  (IMBC) 

1996 

MA 

IMF 

IMF 

Improved  Message  Facility  (IMF) 

1984 

MA 

IMS 

Explosives-  IMS 

Intelligent  Munitions  System  (IMS) 

2005 
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T&ER 

IMS  FCS 

Explosives-  IMS-  FCS 

Intelligent  Munition  System  (IMS) 
Increment  1  Milestone  B 

2005 

T&ER 

INE 

INE 

Sectera  KG-235  Inline  Network 
Encryptor  (INE) 

2004 

T&ER 

Interceptor  Body 
Armor-IBA 

Body  Armor-  Interceptor  Body 
Armor-  IBA 

Interceptor  Body  Armor  (IBA) 

1999 

T&ER 

Interceptor  Body 
Armor-IBA 

Body  Armor-  Interceptor  Body 
Armor-  IBA 

Interceptor  Body  Armor  (IBA) 

1999 

T&ER 

IRB 

IRB 

Improved  Ribbon  Bridge  (IRB) 

2003 

T&ER 

IRILL  M767 

Mortar-  60mm-  Cartridge-  IRILL 
M767 

60mm  Infrared  Illumination 

Cartridge,  M767 

2000 

T&ER 

IRILL  M983 

Mortar-  120mm-  Cartridge-  IRILL 
M983 

120mm  M983  Infrared  Illumination 
(IRILL)  Mortar  Cartridge, 

Production  Verification  Test 

2003 

T&ER 

IRILL  XM767 

Mortar-  60mm-  Cartridge-  IRILL 
XM767 

60mm  Infrared  Illuminating  (IR¬ 
ILL)  Cartridge,  XM767 

1999 

MA 

IRILL  XM8 16 

Mortar-  81mm-  Cartridge-  IRILL 
XM816 

Cartridge,  81mm  Mortar,  Infrared 
Illuminating,  XM8 16.  1  May  2001 

2001 

T&ER 

IRILL  XM8 16 

Mortar-  81mm-  Cartridge-  IRILL 
XM816 

M816  81mm  Infrared  Illumination 
Cartridge 

2002 

T&ER 

IRILL  XM8 16 

Mortar-  81mm-  Cartridge-  IRILL 
XM816 

XM816  81mm  Infrared  Illumination 
Cartridge 

2001 

T&ER 

ISYSCON 

ABCS-  ISYSCON 

Integrated  System  (ISYSCON) 

1999 

T&ER 

ISYSCON 

ABCS-  ISYSCON 

Integrated  System  Control 
(ISYSCON) 

2000 

T&ER 

ISYSCON 

ABCS-  ISYSCON 

Integrated  System  Control 
(ISYSCON)  (V)1/(V)2  Block  3 
Software  Increment  2.0 

2004 

MA 

ISYSCON 

ABCS-  ISYSCON 

Integrated  Systems  Control 
(ISYSCON) 

1999 

T&ER 

ITAP 

NBC-  Suit-  ITAP 

Improved  Toxicological  Agent 
Protective  (ITAP)  Ensemble 

1999 

MA 

ITV 

Vehicle-  Tracked-  ITV 

Improved  Tow  Vehicle  (ITV) 

During  OT/DT  III 

1980 

MA 

IVCS 

IVCS 

Infiltrator  Vest  Combat  System  7 
(IVCS) 

1977 

MA 

IVMMD 

Vehicle-  Wheeled-  Engineer- 
IVMMD 

Interim  Vehicle  Mine  Mounted 
Detection  (IVMMD) 

2007 

T&ER 

IVMMD-STS 

IVMMD-STS 

Interim  Vehicle-Mounted  Mine 
Detector  Standard  Teleoperation 
System  (IVMMD-STS) 

2001 

T&ER 

IVMMD-STS  Meerkat 

IVMMD-STS  Meerkat 

Interim  Vehicle-Mounted  Mine 
Detector  Standard  Teleoperation 
System  (IVMMD-STS) 

2001 

MA 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Advanced  Anti-Tank  Weapon 

System  -  Medium  (JAVELIN) 

System 

1997 

MA 

JAVELIN 

Missile-  Antitank-  JAVELIN 

JAVELIN  Advanced  Antitank 
Weapon  System 

1994 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 

1997 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
FRP  I  Hardware 

1999 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
Full-Rate  Production  3  Missile  with 
-079  and  Reworked  -039  CESAF 

2002 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
Full-Rate  Production  I  Missile 

2000 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
Full-Rate  Production  II  Missile 

2001 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Anti- Armor  Weapon  System 
Live  Fire  Test,  Evaluation,  and 
Lethality  (U) 

1997 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Antitank  Weapon  System 
(Block  I)  (U) 

2007 

T&ER 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Javelin  Reliability  and  Availability 
Maturity 

2000 

MA 

JAVELIN 

Missile-  Antitank-  JAVELIN 

Mobility,  Portability,  and  Human 
Factors  Evaluation  of  the  JAVELIN 
Antitank  Weapon  System 

1993 

T&ER 

JAVELIN  EPP 

Missile-  Antitank-  JAVELIN  EPP 

Javelin  Anti- Armor  Weapon  System 
LRIP  III  Configured  Enhanced 
Producibility  Program  (EPP)  Round 

1998 

T&ER 

JBPDS 

NBC-  Detector-  JBPDS 

Joint  Biological  Point  Detection 
System  (JBPDS)  Limited  User  Test 
(LUT) 

2008 

T&ER 

JBSDS 

JBSDS 

Joint  Biological  Standoff  Detection 
System  (JBSDS)  Block  I 

2003 

T&ER 

JBSDS 

NBC-  Detector-  JBSDS 

Joint  Biological  Standoff  Detection 
System  (JBSDS)  Block  1 

2004 

T&ER 

JBSDS 

NBC-  Detector-  JBSDS 

Joint  Biological  Standoff  Detection 
System  (JBSDS)  Increment  1 

2005 

T&ER 

JBSDS 

NBC-  Detector-  JBSDS 

Joint  Biological  Standoff  Detection 
System  (JBSDS)  Increment  I 

2009 

MA 

JCA 

Aircraft-  Fixed  Wing-  Cargo-  JCA 

Joint  Cargo  Aircraft  (JCA) 

2007 

T&ER 

JCA  C-27 

Aircraft-  Fixed  Wing-  Cargo-  JCA 
C-27 

Joint  Cargo  Aircraft  (JCA) 

2007 

T&ER 

JCALS 

Computer-  JCALS 

Joint  Computer-Aided  Acquisition 
and  Logistics  Support  (JCALS)  for 
SWP3.1 

2002 

MA 

JCBRAWM 

NBC-  Detector-  JCBRAWM 

Joint  Chemical,  Biological,  and 
Radiological  Agent  Water  Monitor 
(JCBRAWM)  Kit 

2008 

T&ER 

JCBRAWM 

NBC-  Detector-  JCBRAWM 

Joint  Chemical,  Biological, 
Radiological  Agent  Water  Monitor 
(JCBRAWM)  Increment  1 

2009 

MA 

JCM 

Missile-  Air-to-Ground-  JCM 

Joint  Common  Missile  System 
(JCM) 

2004 

MA 

JCM 

Missile-  Air-to-Ground-  JCM 

Joint  Common  Missile  System 
(JCMS) 

2003 

MA 

Jeep  M151A2  ROPS 

Vehicle-  Wheeled-  Utility-  Jeep 
M151A2  ROPS 

Soldier-Machine  Interface  (SMI)  for 
Rollover  Protection  System  (ROPS) 
on  M151A2  Vehicles 

1988 

MA 

Jeep-XM151 

Vehicle-  Wheeled-  Utility-  Jeep- 
XM151 

Truck,  1/4  Ton,  4x4,  XM151  (Jeep) 

1956 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

J-FIRE 

Fire  Fighter-  Glove-  J-FIRE 

Joint  Firefighter  Integrated 

Response  Ensemble  (J-FIRE)  Glove 

2000 

MA 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 
Training  Capability  (JLCCTC) 

2007 

MA 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 
Training  Capability  (JLCCTC) 
formerly  the  Army  Constructive 
Training  Federation  (ACTF) 

2006 

T&ER 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 
Training  Capability  (JLCCTC) 
Version  3.0 

2006 

MA 

JLENS 

JLENS 

Joint  Land  Attack  Cruise  Missile 
Defense  Elevated  Netted  Sensor 
System  (JLENS) 

2005 

MA 

JLENS 

JLENS 

Joint  Land  Attack  Cruise  Missile 
Defense  Elvated  Netted  Sensor 
System  (JLENS) 

2005 

T&ER 

JNMS 

JNMS 

Joint  Network  Management  System 
(JNMS) 

2004 

MA 

JNMS 

JNMS 

Joint  Network  Management  System 
(JNMS) 

2005 

MA 

JNN-N 

JNN-N 

Joint  Network  Node-Network 
(JNN-N)  Program 

2007 

T&ER 

JNTC/CPOF 

ABCS-  JNTC/CPOF 

Joint  Network  Transport  Capability 
(JNTC)  (Including  the  Command 

Post  of  the  Future  (CPOF)) 

2005 

MA 

JRISS 

JRISS 

Joint  Recruiting.  Information 

Support  System  (JRISS) 

1997 

MA 

JSAM 

NBC-  Mask-  Protective-  Aircrew- 
JSAM 

Joint  Service  Aircrew  Mask  (JSAM) 
Type  IA  MPU-6/P 

2009 

T&ER 

JSCESM 

NBC-  Mask-  Protective-  JSCESM 

Joint  Service  Chemical 

Environment  Survivability  Mask 
(JSCESM) 

2006 

T&ER 

JSGPM 

NBC-  Mask-  Protective-  JSGPM 

Joint  Service  General  Purpose  Mask 
(JSGPM) 

2007 

T&ER 

JSLIST 

NBC-  Gloves-  JSLIST 

Joint  Service  Lightweight  Integrated 
Suit  Technology  (JSLIST)  Block  1 
Glove  Upgrade  /  Abbreviated 
(ASER) 

2004 

T&ER 

JSLIST 

NBC-  Suit-  Glove-  JSLIST 

Joint  Service  Lightweight  Integrated 
Suit  Technology  (JSLIST)  Block  2 
Glove  Upgrade  (JB2GU)  Non- 
Flame  Resistant  (NFR)  Variant 

2007 

T&ER 

JSLIST  P3I 

Suit-  Protective-  JSLIST  P3I 

Joint  Service  Lightweight  Integrated 
Suit  Technology  (JSLIST)  Pre- 
Planned  Product  Improvement  (P3I) 

2001 

T&ER 

JSLIST-I 

NBC-  Suit-  JSLIST-I 

Joint  Service  Lightweight  Integrated 
Suit  Technology  I  (JSLIST  I), 
Developmental  and  Operational 

Tests  (DTs  and  OTs) 

1997 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

JSLNBCRS 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS 

Joint  Service  Light  Nuclear, 
Biological,  Chemical, 

Reconnaissance  System 
(JSLNBCRS) 

2003 

T&ER 

JSLNBCRS-HMMWV 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS-HMMWV 

Joint  Service  Nuclear,  Biological, 
and  Chemical  Reconnaissance 

System  (JSLNBCRS)  High 

Mobility  Multipurpose  Wheeled 
Vehicle  (HMMWV)  Variant 

2006 

T&ER 

JSLSCAD 

NBC-  Detector-  JSLSCAD 

Joint  Service  Lightweight  Standoff 
Chemical  Agent  Detector, 

Increment  1  (JSLSCAD  Incr  1) 

2006 

MA 

JSMLT 

NBC-  Mask-  JSMLT 

Joint  Service  Mask  Leakage  Tester 
(JSMLT) 

2005 

T&ER 

JSTARS-CGS 

Radar-  JSTARS-CGS 

Joint  Surveillance  Target  Attach 
Radar  System  (Joint  Stars) 

(JSTARS)  Common  Ground  Station 
(CGS) 

1999 

T&ER 

JSTARS-CGS 

Radar-  JSTARS-CGS 

Joint  Surveillance  Target  Attack 
Radar  System  (Joint  STARS) 
(JSTARS)  Common  Ground  Station 
(CGS)  and  Joint  Services  Work 
Station  (JSWS) 

2002 

T&ER 

JSTARS-CGS  (Update) 

Radar-  JSTARS-CGS  (Update) 

Joint  Surveillance  Target  Attack 
Radar  System  (Joint  Stars) 

(JSTARS)  Common  Ground  Station 
(CGS)  (Update) 

2000 

MA 

JSTDS-SS 

JSTDS-SS 

Joint  Service.  Transportable 
Decontamination  System-Small 

Scale  (JSTDS-SS) 

2008 

MA 

JSTDS-SS 

JSTDS-SS 

Joint  Service.  Transportable 
Decontamination  System-Small 

Scale  (JSTDS-SS)-  Addendum  for 
Increment  I 

2009 

MA 

JSTDS-SS 

NBC-  Decon-  JSTDS-SS 

Joint  Service  Transportable 
Decontamination  System-Small 

Scale  (JSTDS-SS) 

2006 

MA 

JTAGS 

JTAGS 

Joint  Tactical  Ground  Station 
(JTAGS) 

1995 

MA 

JTIDS 

JTIDS 

Army  Class  2M  Joint  Tactical 
Information  Distribution  System 
(JTIDS)  Program 

1995 

MA 

JTIDS 

JTIDS 

Joint  Tactical  Information 
Distribution  System  (JTIDS) 

1988 

MA 

JTIDS 

JTIDS 

Joint  Tactical  Information 
Distribution  System  (JTIDS) 

1994 

T&ER 

JTIDS 

JTIDS 

Joint  Tactical  Information 
Distribution  System  (JTIDS) 

1997 

MA 

JTRS 

Radio-  JTRS 

Joint  Tactical  Radio  System  (JTRS) 

2002 

MA 

JTRS 

Radio-  JTRS 

Joint  Tactical  Radio  System  (JTRS) 
Cluster  5 

2004 

T&ER 

JTRS  Cluster  5 

Radio-  JTRS  Cluster  5 

Joint  Tactical  Radio  System  - 
Cluster  5  (JTRS  -  Cluster  5) 

2004 

Vol.  I  -  83 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


Type 
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Short  Name  Categorized 

Long  Name 

Year 

MA 

KE-WA1 

Cannon-  Cartridge-  120mm-  KE- 
WA1 

Cartridge,  120mm,  KE-WA1  for 
Foreign  Military  Sale  to  the 
Government  of  Egypt  (GOE) 

2000 

T&ER 

Knife -ASEK 

Aircraft-  Helicopter-  Aircrew- 
Knife- ASEK 

Aircrew  Survival  Egress  Knife 
(ASEK) 

2003 

MA 

Lacrosse 

Missile-  TBM-  Lacrosse 

Lacrosse  Missile  System 

1960 

T&ER 

LADS 

Laundry-  LADS 

Laundry  Advanced  System  (LADS) 

1999 

T&ER 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

Helicopter,  Utility,  Light  UH-145  / 
UH72A 

2006 

MA 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

Light  Utility  Helicopter  (LUH) 

2005 

T&ER 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

UH72A  Lakota  Light  Utility 
Helicopter 

2007 

MA 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

UH72A  Light  Utility  Helicopter 
(LUH).  14  November  2006 

2006 

MA 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility-  LUH- 
Lakota  UH72A 

UH72A  Light  Utility  Helicopter 
(LUH).  26  May  2006 

2006 

MA 

Lance  SU 

Missile-  TBM-  Lance  SU 

Lance  Sight  Unit 

1979 

MA 

Land  Combat  Models 

Land  Combat  Models 

High  Resolution  Land  Combat 
Models 

1989 

T&ER 

LaSER 

Aircraft-  Helicopter-  Aircrew- 
LaSER- 

Aircrew  Laser  Pointer  (ALP) 

2008 

T&ER 

LaSER- 

LaSER- 

Lightweight  Laser  Designator 
Rangefinder  (LLDR) 

2001 

T&ER 

LaSER- 

LaSER- 

Multiple  Laser  Engagement  System 
(MILES)  2000 

2002 

T&ER 

LaSER- 

Rocket-  LaSER- 

Full  Material  Release  Decision  for 
the  Shoulder  Launched  Munition 
Multiple  Integrated  Laser 

Engagement  System  (SLM  MILES) 

2007 

MA 

LAVM/RV 

Vehicle-  Tracked-  LAVM/RV 

Light  Armored  Vehicle, 
Maintenance/Recovery  Vehicle 
(LAVM/RV) 

1986 

MA 

LAW  AT4 

Rocket-  LAW  AT4 

Modified  AT-4  Light  Antiarmor 
Weapon 

1984 

MA 

LAW  XM72 

Rocket-  Grenade-  66mm-  LAW 
XM72 

Infantry  Assault  Weapon,  Light 
(LAW)  Rocket  Grenade,  66mm, 
XM-72 

1961 

MA 

LCS 

LCS 

Prototype  Load-Carrying  System 

1985 

T&ER 

LESD 

LESD 

Launched  Electrode  Stun  Device 
(LESD)  /  Abbreviated  (OER-A) 

2008 

T&ER 

LFHG  XM96 

Grenade-  Hand-  LFHG  XM96 

XM96  Lightweight  Fragmentation 
Hand  Grenade  (LFHG) 

2001 

MA 

LFS 

Rifle-  5.56mm-  Cartridge-  LFS 

Cartridge,  5.56  mm,  ball,  Lead  Free 
Slug  (LFS),  M855LFS 

2009 

MA 

LGH 

LGH 

Launched  Grapnel  Hook  (LGH) 

1995 

T&ER 

LHMBC  XM32 

Mortar- 

1 20mm/ 1 07mm/8 1  mm/60mm- 
Computer-  LHMBC  XM32 

Lightweight  Hand-Held  Mortar 
Ballistic  Computer  (LHMBC) 

2005 
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Year 

MA 

LHMBC  XM32 

Mortar- 

1 20mm/ 1 07mm/  8 1  mm/60mm- 
Computer-  LHMBC  XM32 

Lightweight  Handheld  Mortar 
Ballistic  Computer  (LHMBC) 

XM32 

2005 

MA 

LHX 

Aircraft-  Helicopter-  Utility-  LHX 

Voice  Technology  for  the  Light 
Helicopter  Family  (LHX) 

1985 

MA 

Little  John 

Rocket-  Little  John 

Little  John  Launchers,  XM34  and 
XM80 

1960 

MA 

LKMD 

LKMD 

Lighting  Kit,  Motion  Detector 
(LKMD) 

2009 

MA 

LLDR 

Laser-  LLDR 

Lightweight  Laser  Designator 
Rangefinder  (LLDR) 

2001 

T&ER 

LOCB 

LOCB 

Line  of  Communications  Bridge 
(LOCB) 

2009 

MA 

LOGMARS 

LOGMARS 

Logistics  Application  of  Automated 
Marking  and  Reading  Symbols 
(LOGMARS) 

1985 

MA 

LOSAT 

Missile-  Antitank-  LOSAT 

Line  of  Sight  Antitank  (LOSAT) 

2000 

MA 

LOSAT 

Missile-  Antitank-  LOSAT 

Line  of  Sight  Antitank  (LOSAT) 

2004 

T&ER 

LOSAT 

Missile-  Antitank-  LOSAT 

Line-of-Sight  Antitank  Weapon 
System  (LOSAT)  (U) 

2005 

T&ER 

Low  Bed  Semitrailer 
M870A3 

Vehicle-  Wheeled-  Trailer-  Low 

Bed  Semitrailer  M870A3 

M870A3  Semitrailer,  Low  Bed,  40 
Ton 

2003 

T&ER 

LRAS3 

LRAS3 

Configuration  of  Corrective  Actions 
to  the  Far  Target  Location  Function 
of  the  Long  Range  Advanced  Scout 
Surveillance  System  (LRAS3) 

2000 

MA 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout 
Surveillance  System  (LRAS3) 

1999 

T&ER 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout 
Surveillance  System  (LRAS3) 

1999 

MA 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout 
Surveillance  System  (LRAS3) 

2000 

T&ER 

LRAS3  WM 

LRAS3  WM 

Continuous  Evaluation  of  the  Long 
Range  Advanced  Scout  Surveillance 
System  (LRAS3)  for  Confirmation 
of  Corrective  Actions  to  the 

Weapons  Mounting  (WM) 

2001 

T&ER 

LRSRXM107 

Rifle-  50  Cal-  LRSR  XM107 

XM107,  .50  Caliber  Long  Range 
Sniper  Rifle  (LRSR) 

2003 

MA 

LRSRXM107 

Rifle-  50  Cal-  LRSR  XM107 

XM107,  .50  Caliber,  Long  Range 
Sniper  Rifle 

2003 

T&ER 

LTT-R 

Vehicle-  Wheeled-  Cargo-  Trailer- 
LTT-R 

Light  Tactical  Trailer-Rebuy  (LTT- 
R)  Program  /  Abbreviated  (ASER) 

2005 

MA 

LTV 

LTV 

Light  Tactical  Vehicle  (LTV) 

1997 

MA 

LVOSS 

LVOSS 

Light  Vehicle  Obscuration  Smoke 
System  (LVOSS) 

1996 

T&ER 

LVOSS 

LVOSS 

Light  Vehicle  Obscuration  Smoke 
System  (LVOSS) 

2000 

T&ER 

LVRS-II 

LVRS-II 

Light  Weight  Video 

Reconnaissance  System  II  (LVRS- 

II) 

1998 

MA 

LW 

LW 

Land  Warrior  (LW) 

2007 
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MA 

LW 

LW 

Land  Warrior  System  (LW) 

1994 

MA 

LW 

LW 

Land  Warrior,  Version  1.0 

2004 

MA 

LW155  UFH-XM777 

Howitzer-  LW155  UFH-  XM777 

Baseline  Human  Factors 

Engineering  Evaluation  for  the 
155mm,  Ultralightweight  Field 
Howitzer  (Howitzer-  LW155  UFH) 
(XM777) 

1997 

T&ER 

LWGM 

LWGM 

XM192  Lightweight  Ground  Mount 
(LWGM) 

2003 

MA 

LWGMXM192 

LWGM  XM 192 

Lightweight  Ground  Mount 
(LWGM)  XM  192 

2004 

MA 

LWP 

LWP 

Lightweight  Water  Purifier  (LWP) 

1996 

MA 

LWP 

LWP 

Lightweight  Water  Purifier  (LWP) 

1997 

T&ER 

LWTS 

Rifle-  5.56mm-  M16/M4-  Sight- 
LWTS 

AN/PVS-13B(V)1  Light  Thermal 
Weapon  Sight  (LTWS) 

2002 

T&ER 

LWTS  II 

Rifle-  5.56mm-  M16/M4-  Sight- 
LWTS  II 

BAE  Light  Weapon  Thermal  Sight 

II  (LWTS  II),  AN/PAS- 13C(V)1 

2006 

T&ER 

Lynx  II 

Radar-  Lynx  II 

Unmanned  Aircraft  System  (UAS) 
Payloads  Update  (Lynx  II) 

2008 

T&ER 

M16/M4 

Rifle-  5.56mm-  M16/M4 

Dust  Assessment  of  the  M4 

Carbine,  Ml 6  Rifle  and  M249 
Machine  Gun 

2007 

MA 

M240E4 

Rifle-  7.62mm-  Machine  Gun- 
M240E4 

M240E4  Medium  Machine  Gun  and 
M122E1  Machine  Gun  Mount 
(MGM) 

1996 

MA 

M240E5 

Rifle-  7.62mm-  Machine  Gun- 
M240E5 

M240E5  Machine  Gun  (Aviation 
Variant)  Mounted  on  the  Ml 44 
Mounting  Arm  for  the  UH-60,  and 
the  M24  and  M4 1  Mounts  for  the 
CH-47 

2004 

MA 

M240E6 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

M240E6  Lightweight  Medium 
Machine  Gun  (LMMG)  (M240E6) 

2007 

T&ER 

M240E6 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

M240E6  Medium  Machine  Gun 
(MG)  /  Abbreviated  (ASER) 

2008 

MA 

M3 13  STI 

Mortar-  120mm-  Cartridge-  M3 13 
STI 

Cartridge,  120mm,  M313,  Mortar 
Subcaliber  Training  Insert  (81mm 
Insert  Program) 

2006 

MA 

M3 13  STI 

Mortar-  120mm-  Cartridge-  M3 13 
STI 

M313,  120mm  Mortar  Subcaliber 
Training  Insert  (81mm  Insert 
Program) 

2005 

MA 

M3 13  STI 

Mortar-  120mm-  Cartridge-  M3 13 
STI 

XM313  81mm  Subcaliber  Training 
Insert  (STI) 

2004 

MA 

M4A1 

Rifle-  5.56mm-  Carbine-  M4A1 

Carbine,  5.56mm,  M4E1  (M4A1) 

1994 

MA 

M73C 

Rifle-  7.62mm-  Machine  Gun- 
M73C 

M73C  Tank  Machine  Gun 

1961 

T&ER 

M767 

Artillery-  155mm-  Fuze-  M767 

Fuze,  Electronic  Time  (ET),  M767 

1999 

MA 

M821A2  /  M889A2  HE 

Mortar-  81mm-  Cartridge  - 
M821A2  /M889A2  HE 

M821A2  And  M889A2  High 
Explosive  81mm  Mortar  Cartridges 

2009 

MA 

M933E1 

Mortar-  120mm-  Cartridge  - 
M933E1 

Cartridge,  120mm  Mortar:  High 
Explosive,  M933E1 

2007 
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Short  Name  Categorized 

Long  Name 

Year 

T&ER 

M933E1 

Mortar-  120mm-  Cartridge  - 
M933E1 

Mortar,  120mm,  High  Explosive 
Cartridge,  M933E1 

2007 

T&ER 

M934A1 

Mortar-  120mm-  Cartridge- 
M934A1 

120mm  M934A1  High  Explosive 
Cartridge 

2001 

T&ER 

M934A1E1 

Mortar-  120mm-  Cartridge  - 
M934A1E1 

120mm  High  Explosive  Cartridge, 
M934A1E1.  Production 

Qualification  Test 

2006 

MA 

M934A1E1 

Mortar-  120mm-  Cartridge  - 
M934A1E1 

Cartridge,  120mm:  High  Explosive 
(HE)  M934A1E1,  with  Fuze  Multi- 
Option,  M734A1  for  Mortars  and 
PA174  Monopack 

2006 

MA 

M934A2 

Mortar-  120mm-  Cartridge  - 
M934A2 

Health  Hazard  Assessment  Report 
(HHAR)  on  the  Cartridge,  120mm, 
High  Explosive  (HE),  M934A2 
Mortar  Cartridge 

2005 

T&ER 

Machine  Gun  Mount- 
MK64 

Grenade  Launcher-  40mm- 
Machine  Gun  Mount-  MK64 

MK64  MOD  9  Machine  Gun  Mount 
for  the  40mm  MK19  Machine  Gun 

1997 

MA 

MACS 

Artillery-  155mm-  Charge-  MACS 

Modular  Artillery  Charge  System 
(MACS) 

1996 

MA 

MACS 

Artillery-  155mm-  Charge-  MACS 

Modular  Artillery  Charge  System 
M232E1  (MACS) 

2005 

MA 

MACS 

Artillery-  155mm-  Charge-  MACS 

XM23 1  Modular  Artillery  Charge 
System  (MACS) 

1999 

MA 

MACS 

Artillery-  155mm-  Charge-  MACS 

XM232  Modular  Artillery  Charge 
System  (MACS) 

2000 

MA 

MACS  XM231 

Artillery-  155mm-  Charge-  MACS 
XM231 

Modular  Artillery  Charge  System 
(MACS)  XM231 

1997 

T&ER 

MACS  XM231 

Artillery-  155mm-  Charge-  MACS 
XM231 

Modular  Artillery  Charge  System 
(MACS)  XM231 

1999 

T&ER 

MACS  XM232 

Artillery-  155mm-  Charge-  MACS 
XM232 

Modular  Artillery  Charge  System 
(MACS)  XM232 

2001 

MA 

MACS  XM232 

Artillery-  155mm-  Charge-  MACS 
XM232 

XM232  Modular  Artillery  Charge 
System  (MACS) 

2001 

T&ER 

MALS 

MALS 

Mobile  Analytical  Laboratory 

System.  (MALS).  Block  1 

2001 

MA 

MAP  AM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM 1061 

60mm  Mortar  Anti-Personnel  Anti- 
Materiel  (MAP  AM) 
XM1061/XM1046 

2006 

T&ER 

MAP  AM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM1061 

60mm  Mortar  Anti-Personnel  Anti- 
Materiel  Production  Qualification 
Test  (MAP AM) 

2006 

MA 

MAP  AM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM  1061 

XM  106 1/XM 1046  60mm  Mortar, 
Anti-Personnel,  Anti-Materiel 

Mortar  Cartridges 

2005 

T&ER 

MASH 

MASH 

Mobile  Army  Surgical  Hospital 

TTOE  8-063T.  (MASH)  (U) 

1979 

MA 

MASS 

Shotgun-  12  Gauge-  MASS 

XM26  Modular  Accessory  Shotgun 
System  (MASS) 

2006 

T&ER 

MASS 

Shotgun-  12  Gauge-  MASS 

XM26  Modular  Accessory  Shotgun 
System  (MASS) 

2007 

MA 

MASS 

Shotgun-  12  Gauge-  MASS 

XM26  Modular  Accessory  Shotgun 
System  (MASS)  (Revised) 

2007 

MA 

MAULER  SNE 

Vehicle-  Tracked-  MAULER  SNE 

MAULER  Weapon  System 

1963 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

MBC  M30 

Mortar- 

120mm/107mm/8  lmm/60mm- 
Computer-  MBC  M30 

M30  Mortar  Ballistic  Computer 

2000 

MA 

MBCOTM 

MBCOTM 

Mounted  Battle  Command  on  the 
Move  (MBCOTM)  Program 

2007 

T&ER 

MBITR 

Radio-  MBITR 

Multiband  Inter/Intra  Team  Radio 
(MBITR) 

1999 

T&ER 

MCCM 

Explosives-  MCCM 

Modular  Crowd  Control  Munition 
(MCCM) 

1998 

T&ER 

MCCM 

Explosives-  MCCM 

Modular  Crowd  Control  Munition 
(MCCM) 

1999 

MA 

MCF 

MCF 

Modular  Causeway  Ferry  (MCF) 

1993 

MA 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS) 

2005 

MA 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS) 
Block  III  (v-12.01) 

1999 

T&ER 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS) 
RCS  ATTE-3  Evaluation,  July  1984 

1984 

T&ER 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS) 
RCS  ATTE-3  Evaluation, 

November  1984 

1984 

T&ER 

MCS 

ABCS-  MCS 

Maneuver  Control  System  (MCS) 
RCS  ATTE-3  FDTE 

1983 

T&ER 

MCS  ver  6.3.2 

ABCS-  MCS  ver  6.3.2 

Maneuver  Control  system  (MCS) 
Software  Version  6.3.2 

2003 

MA 

MDARS 

MDARS 

Mobile  Detection  Assessment  and 
Response  System-Interior 
(MDARS-I) 

2002 

MA 

MDARS 

MDARS 

Mobile  Detection,  Assessment,  and 
Response  System  (MDARS) 

1996 

T&ER 

MDARS-E 

MDARS-E 

Mobile  Detection  Assessment 
Response  System  (MDARS)  - 
Exterior 

2000 

MA 

MDARS-E 

MDARS-E 

Mobile  Detection  Assessment 
Response  System-  Exterior 
(MDARS-E).  1 1  March  200 1 

2001 

MA 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  and 
Response  System  -  Interior 
(MDARS-I) 

2003 

MA 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  and 
Response  System-Interior 
(MDARS-I) 

1998 

T&ER 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment 
Response  System  -  Interior 
(MDARS-I) 

1998 

MA 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment 
Response  System  Interior 
(MDARS-1) 

1997 

T&ER 

MDI 

Explosives-  MDI 

Modernized  Demolition  Initiator 
(MDI),  Ml 8 

2001 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

MDI 

Explosives-  MDI 

Modernized  Demolition  Initiators 
(MDI)  tactical  components  (XM19, 
XM21,  and  XM23),  and  the  inert 
training  devices  (XM20  and  XM22) 

2002 

T&ER 

MDI 

Explosives-  MDI 

Modernized  Demolition  Initiators 
(MDI)  XM151,  XM152  Boosters 
and  XM152  Inert  Booster  Milestone 
III 

2000 

T&ER 

MDI 

Explosives-  MDI 

XM 19/2 1/23  Modernized 

Demolition  Initiators  (MDI) 

2002 

MA 

MDI 

MDI 

XM151/XM152  Det  Cord 
Components  of  the  Modernized 
Demolition  Initiators  (MDI)  System 

1999 

T&ER 

MDI  Booster 

Explosives-  MDI  Booster 

Modernized  Demolition  Initiators 
(MDI)  M151  &  M152  Boosters  and 
Ml 52  Inert  Boosters 

2001 

MA 

MDS 

NBC-  Decon-  MDS 

Modular  Decontamination  System 
(MDS) 

1993 

T&ER 

MDS 

NBC-  Decon-  MDS 

Modular  Decontamination  System 
(MDS) 

1999 

MA 

MELIOS 

Laser-  MELIOS 

Mini  Eyesafe  Laser  Infrared 
Observation  Set  (MELIOS) 

1993 

MA 

MFCE 

MFCE 

Male  Field  Clothing  Ensembles 
(MFCE)  Worn  by  Female  Soldiers 
(Hot-Dry,  Hot-Wet  and  Cold-Wet 
Environments) 

1979 

MA 

MFCS 

Mortar- 

1 20mm/ 1 07mm/  8 1  mm/60mm- 
Computer-  MFCS 

XM95/XM96  Mortar  Fire  Control 
System  (MFCS) 

2003 

MA 

MFCS  D 120 

Mortar- 

1 20mm/ 1 07mm/8 1  mm/60mm- 
Computer-  MFCS  D120 

Mortar  Fire  Control  System  - 
Dismounted  120mm  (MFCS  - 
D120) 

2008 

MA 

MFCS-D 

MFCS-D 

Mortar  Fire  Control  System  - 
Dismounted  (MFCS-D), 

M150/M151 

2009 

MA 

MFCS-H 

Mortar- 

1 20mm/ 1 07mm/  8 1  mm/60mm- 
Computer-  MFCS-H 

Mortar  Fire  Control  System-  Heavy, 
XM95/XM96  (MFCS-H) 

2003 

MA 

MFS 

Vehicle-  Wheeled-  MFS 

Mini-Flail  System  (MFS) 

1996 

T&ER 

MGO 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

Machinegun  Optic  (MGO) 

1999 

T&ER 

MGO 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

XM-145  Machinegun  Optic  (MGO) 

1998 

T&ER 

MGPTS 

MGPTS 

Modular  General  Purpose  Tent 
System  (MGPTS) 

1999 

T&ER 

MH-47E-Engine-7 1 4  A 

Aircraft-  Helicopter-  Cargo-  MH- 
47E-  Engine-  714A 

714A  Engine 

1999 

T&ER 

MICAD 

NBC-  Detector-  MICAD 

Multipurpose  Integrated  Chemical 
Agent  Alarm  (MICAD) 

1999 

T&ER 

MICH 

Helmet-  MICH 

Modular  Integrated 

Communications  Helmet  (MICH) 

2001 

MA 

MICV 

Vehicle-  Tracked-  MICV 

Infantry  Fighting  Vehicle  (IFV) 

1978 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

MIDS  LVT 

MIDS  LVT 

Multifunctional  Information 
Distribution  System  -  Low  Volume 
Terminal  (2)  [MIDS  LVT(2)1 

2002 

MA 

MILAN  2 

Missile-  Antitank-  MILAN  2 

MILAN  2  Antiarmor  System 

1987 

MA 

MILES 

Laser-  MILES 

Multiple  Integrated  Laser 

Engagement  System  in  an 

Operational  Environment  (MILES) 

1980 

T&ER 

MILES  AVCPS 

MILES  AVCPS 

MILES  2000  Audiovisual  Cue 
Pyrotechnic  Simulators 

1998 

T&ER 

MK281  40mm  Practice 
Cartridge 

Grenade  Launcher-  40mm- 
Cartridge-  Machinegun-  Practice 
MK281 

MK281  MOD  0  40mm  Practice 
Cartridge 

2004 

MA 

MLRS 

Rocket-  MLRS 

Multiple  Launch  Rocket  System 
(MLRS)  in  Operational  Test  III 

1984 

MA 

MLRS FCS 

Rocket-  MLRS  FCS 

Personnel  and  training  Evaluation 
for  the  M270A1  Multiple  Launch 
Rocket  System  (MLRS)  Fire 

Control  System  (FCS) 

2002 

MA 

MLRS  M270A1 

Rocket-  MLRS  M270A1 

Multiple  Launch  Rocket  System 
(MLRS)  M270A1  Launcher 

2002 

MA 

MLRS  RRPR  M28A2 

Rocket-  MLRS  RRPR  M28A2 

Multiple  Launch  Rocket  System 
M28A2  Reduced  Range  Practice 
Rocket 

2004 

MA 

MLRS-IFCS 

Rocket-  MLRS-IFCS 

Multiple  Launch  Rocket  System 
(MLRS)  Improved  Fire  Control 
System  (IFCS) 

1997 

MA 

MLRS-RRPR 

Rocket-  MLRS-RRPR 

Multiple  Launch  Rocket  system 
(MLRS)  M28A2  Reduced  Range 
Practice  Rocket  (RRPR) 

2005 

MA 

ModCS 

ModCS 

Modular  Causeway  System 
(ModCS) 

1999 

MA 

MOF 

Explosives-  MOF 

M734E1  Multi-Option  Fuze  for 
Mortars 

1996 

MA 

MOFA 

Artillery-  155mm-  Fuze-  MOFA 

XM782  Multi -Option  Fuze  for 
Artillery  (MOFA) 

1999 

T&ER 

MOFA 

Artillery-  155mm-  Fuze-  MOFA 

XM782  Multi -Option  Fuze  for 
Artillery  (MOFA) 

1999 

MA 

MOLLE 

MOLLE 

Modular  Lightweight  Load- 
Carrying  Equipment  (MOLLE) 
System 

2001 

MA 

MOPP  ACE 

NBC-  Suit-  MOPP  ACE 

MOPP  Exchange  Procedure  for  the 
Aircrew  Ensemble  (MOPP  ACE) 

1991 

MA 

MOPP  Procedures 

NBC-  MOPP  Procedures 

Mission-Oriented  Protective  Posture 
(MOPP)  Exchange  Procedures 

1990 

MA 

MOUT 

MOUT 

Military  Operations  on  Urbanized 
Terrain  (MOUT)  Fuze  (Fuze,  Point 
Detonating/Delay,  Mk399  MODI 
for  Artillery  MOUT  Applications) 

1999 

MA 

MPCV 

MPCV 

Mine  Protected  Clearance  Vehicle 
(MPCV) 

2001 

T&ER 

MPCV 

MPCV 

Mine  Protected  Clearance  Vehicle 
(MPCV) 

2002 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

MPCV  Buffalo 

Vehicle-  Wheeled-  MRAP-  MPCV 
Buffalo 

BUFFALO,  Mine  Protected  Control 
Vehicle  (MPCV) 

2001 

MA 

MPCV  Buffalo 

Vehicle-  Wheeled-  MRAP-  MPCV 
Buffalo 

Mine  Protected  Clearance  Vehicle, 
MPCV  (BUFFALO) 

2007 

MA 

MPCV  Buffalo  Hatch 

Vehicle-  Wheeled-  MRAP-  MPCV 
Buffalo  Hatch 

Buffalo  Mine  Protection  Clearance 
Vehicle  (MPCV)  Roof  Hatch 

2007 

T&ER 

MPCV  CASSPIR 

Vehicle-  Wheeled-  MRAP-  MPCV 
CASSPIR 

CASSPIR,  Mine  Protected  Control 
Vehicle  (MPCV) 

2002 

T&ER 

MRCD 

MRCD 

XM37  Mid-Sized  Riot  Control 
Disperser  (MRCD) 

1999 

MA 

MRLM91 

Rocket-  MRL  M91 

M91,  1 15mm  Multiple  Rocket 
Launcher 

1962 

MA 

MRM 

Cannon-  Cartridge-  120mm-  MRM 

Cartridge,  120mm,  Mid-Range 
Munition  (MRM) 

2004 

T&ER 

MSDE 

MSDE 

Army's  Role  in  Multi-Service 
Distributed  Test  Event  (MSDE) 

2006 

MA 

MSS 

MSS 

Mounted  Soldier  System  (MSS) 

2007 

T&ER 

MSS 

Vehicle-  Crew-  MSS 

Mounted  Soldier  System  (MSS)  in 
Support  of  a  Milestone  B  Decision 

2007 

MA 

MSU 

MSU 

M67  Mortar  Sight  Unit  (MSU) 

1996 

T&ER 

M-TADS/PNVS 

M-TADS/PNVS 

Modernized  Target  Acquisition 
Designation  Sight/Pilot's  Night 

Vision  Sensor  (M-TADS/PNVS) 

2005 

MA 

MTG-2KW 

Generator-  MTG-2KW 

2kW  Military  Tactical  Generator 
(MTG) 

1998 

MA 

MTS 

MTS 

Movement  Tracking  System  (MTS) 

2000 

T&ER 

MTS 

MTS 

Movement  Tracking  System  (MTS) 
Block  I 

2001 

MA 

MTS 

MTS 

Movement  Tracking  System  (MTS). 
17  November  2001 

2001 

MA 

MVS 

MVS 

Muzzle  Velocity  System  (MVS) 

1996 

MA 

MWS 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

Modular  Weapon  System  (MWS) 

1997 

T&ER 

MWS 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

Modular  Weapon  System  (MWS) 

1998 

T&ER 

MWTS  II 

Rifle-  5.56mm-  Machine  Gun- 
Sight-  MWTS  II 

BAE  Medium  Weapon  Thermal 

Sight  II  (MWTS  II),  AN/PAS- 
13C(V)2  /  Abbreviated  (ASER) 

2006 

MA 

NEO 

NEO 

Network  Enabled  Operations  (NEO) 

2006 

T&ER 

NGATS 

Computer-  Test-  NGATS 

Next  Generation  Automation  Test 
System  (NGATS)  Version  6 

2009 

MA 

Nike  Zeus 

Missile-  Air  Defense-  Nike  Zeus 

Nike  Zeus  Missile  System 

1962 

T&ER 

NLA 

Shotgun-  Cartridge-  12  Gauge - 
NLA 

12  Gauge  Shotgun  Non-Lethal 
Ammunition 

2000 

MA 

NLC  XM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM 1006 

40mm  Non  Lethal  Cartridge, 

XM1006 

1998 

T&ER 

NLC  XM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM1006 

XM1006  40mm  Non-Lethal 

Cartridge 

1999 

T&ER 

NLC  XM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM  1006 

XM1006  40mm  Non-Lethal 

Cartridge 

1999 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

NLC-CS 

Grenade  Launcher-  40mm- 
Cartridge-  NLC-CS 

12  Gauge  and  40mm  Nonlethal 
Ammunition  for  Contingency 
Stockpile 

2000 

T&ER 

NLCS 

NLCS 

Platoon  Non-Lethal  Capabilities  Set 
(NLCS) 

2006 

MA 

NLM  (NLSRM) 

Grenade  Launcher-  40mm- 
Cartridge-  NLM  (NLSRM) 

XM1  044  Non-Lethal  Munition 
(NLM)  for  the  MK19  Grenade 
Machine  Gun  (NLM  /  NLSRM) 

2006 

MA 

NLOS-C 

FCS-  NLOS-C 

FCS  Non-Line  of  Sight  Cannon 
(NLOS  Cannon) 

2009 

MA 

NLOS-C 

Vehicle-  Tracked-  FCS-  155mm- 
NLOS-C 

Manpower,  Personnel  Capabilities 
and  Training  (MPT)  Domain 
Assessment  for  the  Non-Line  of 

Sight  Cannon  (NLOS  Cannon) 

2008 

MA 

NMD 

Missile-  ABM-  NMD 

National  Missile  Defense  (NMD) 

2000 

MA 

NMD 

Missile-  ABM-  NMD 

National  Missile  Defense  (NMD) 
System 

1997 

MA 

NMD 

Missile-  ABM-  NMD 

National  Missile  Defense  (NMD) 
System 

1998 

T&ER 

NOC-V 

ABCS-  NOC-V 

Network  Operation  Center  -  Vehicle 
(NOC-V) 

2005 

T&ER 

NOC-V 

ABCS-  NOC-V 

Network  Operation  Center  -  Vehicle 
(NOC-V) 

2006 

MA 

Non  Lethal  Bursting 
NLBHG  XM104 

Grenade-  Hand-  Non  Lethal 

Bursting  NLBHG  XM104 

XM  104  Non-Lethal  Bursting  Hand 
Grenade  (NLBHG) 

2008 

MA 

NVG  AN/PVS-7A 

NVG  AN/PVS-7A 

Night  Vision  Goggle  (NVG) 
AN/PVS-7A 

1988 

MA 

NVG  AN/PVS-7B 

NVG  AN/PVS-7B 

Night  Vision  Goggle  (NVG) 
AN/PVS-7B 

1988 

MA 

OCU 

OCU 

Omnitech  Operator  Control  Unit 
(OCU) 

1998 

MA 

OCU II 

OCU  II 

Omnitech  D7G  Mark  II  Operator 
Control  Unit  (OCU  II) 

1998 

MA 

OICW 

OICW 

Objective  Individual  Combat 

Weapon  (OICW) 

1999 

T&ER 

OICW 

Rifle-  5.56mm-  OICW 

Objective  Individual  Combat 

Weapon  (OICW) 

2000 

T&ER 

OSCILLOSCOPE  (OS- 
303 

OSCILLOSCOPE  (OS-303 

OSCILLOSCOPE  (OS-303()/G), 

MS  i/iii 

2001 

MA 

OV-1D  IDS 

Aircraft-  Fixed  Wing- 
Observation-  OV-1D  IDS 

Vertical-Scale  Instrument  Display 
System  for  the  OV-1D  Aircraft 

1977 

MA 

Paladin  M109A6 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M109A6 

M109A6,  155-mm  Self  Propelled 
Howitzer 

1993 

MA 

Paladin  M99A2 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M99A2 

Transfer  of  Ammunition  from  the 
M992A2  Field  Artillery 

Ammunition  Support  Vehicle  into 
the  M109A6  Paladin  Self-Propelled 
Howitzer 

2003 

MA 

PASGT 

PASGT 

Personnel  Armor  System,  Ground 
Troop  (PASGT)  for  Airborne  Use 

1977 

MA 

PATRIOT 

Missile-  Air  Defense-  PATRIOT 

Patriot 

2007 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

PATRIOT 

Missile-  Air  Defense-  PATRIOT 

PATRIOT  Air  Defense  Missile 
System 

1982 

T&ER 

PATRIOT 

Missile-  Air  Defense-  PATRIOT 

Patriot  Post-Deployment  Build 
(PDB-6)  Limited  User  Test  (LUT) 

(U) 

2007 

MA 

PATRIOT  ECS  ICC 

Missile-  Air  Defense-  PATRIOT 
ECS  ICC 

PATRIOT  Engagement  Control 
Station  (ECS)  and  Information 
Coordination  Central  (ICC) 
Operability 

1981 

MA 

PATRIOT  EPP 

Missile-  Air  Defense-  PATRIOT 
EPP 

Patriot  Electric  Power  Plant  (EPP) 

III 

1996 

MA 

PATRIOT  MEADS 

Missile-  Air  Defense-  PATRIOT 
MEADS 

Medium  Extended  Air  Defense 
System  (MEADS) 

1999 

T&ER 

PATRIOT  MEADS 

Missile-  Air  Defense-  PATRIOT 
MEADS 

Patriot/Medium  Extended  Air 

Defense  System  (MEADS) 

Combined  Aggregate  Program 
(CAP) 

2004 

MA 

PATRIOT  MEADS 

Missile-  Air  Defense-  PATRIOT 
MEADS 

Patriot-MEADS  Combined 

Aggregate  Program  (CAP) 

2004 

MA 

PATRIOT  MEADS 
(Revised) 

Missile-  Air  Defense-  PATRIOT 
MEADS  (Revised) 

Patriot-MEADS  Combined 

Aggregate  Program  (CAP) 

(Revised) 

2004 

T&ER 

PATRIOT  MEADS 
LSAC-M 

Missile-  Air  Defense-  PATRIOT 
MEADS  LSAC-M 

Design  and  Development  Phase. 
Medium  Extended  Air  Defense 
System  (MEADS)  XM1 160  with 
the  Low  Signature  Armored  Cab 
(LSAC-M)  Crew  Survivability 

2008 

MA 

PATRIOT  MMM 

Missile-  Air  Defense-  PATRIOT 
MMM 

PATRIOT  Multimode  Missile 
(MMM) 

1993 

MA 

PATRIOT  PAC3 

Missile-  Air  Defense-  PATRIOT 
PAC3 

PATRIOT  Advanced  Capability 

Phase  III  (PAC-3)  System 

1997 

MA 

PATRIOT  PAC3 

Missile-  Air  Defense-  PATRIOT 
PAC3 

PATRIOT  Advanced  Capability 

Phase  III  (PAC-3)  System 

1998 

MA 

PATRIOT  PAC3 

Missile-  Air  Defense-  PATRIOT 
PAC3 

Patriot  PAC-3  Block  2002  Missile 

2002 

MA 

Patton  M48 

Vehicle-  Tracked-  Tank-  Patton 

M48 

M48  TANK 

1956 

MA 

Patton  M48A5 

Vehicle-  Tracked-  Tank-  Patton 
M48A5 

Scheduled  and  Proposed 
Modifications  to  M48A1,  M48A2 
and  M48A3  Tanks  for  Conversion 
to  M48A5 

1978 

MA 

Patton  M60 

Vehicle-  Tracked-  Tank-  Patton 

M60 

Tank,  Combat  Full  Tracked: 

105mm  Gun,  M60 

1961 

MA 

Patton  M60  Tank 

Vehicle-  Tracked-  Tank-  Patton 

M60  Tank 

M60  Main  Battle  Tank 

1960 

T&ER 

Patton  M60A1E3 

Vehicle-  Tracked-  Tank-  Patton 
M60A1E3 

M60A1E3  Tank  IOC(U) 

1979 

MA 

Patton  M60E1 

Vehicle-  Tracked-  Tank-  Patton 
M60E1 

Main  Battle  Tank,  105mm  Gun, 
M60E1 

1962 

T&ER 

PD/DLY  M720E1 

Mortar-  60mm-  Fuze-  PD/DLY 
M720E1 

M720E1  and  XM768  60mm 
Insensitive  Munition  Cartridges  and 
XM783  Point  Detonating/Delay 

Fuze  (PDDLY) 

2001 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

PDDLY 

Artillery-  155mm-  Fuze-  PDDLY 

Fuze,  PD/Delay  (PDDLY),  MK399 
MOD  1  Materiel  Release 

2001 

MA 

PDF  XM768 

Mortar-  60mm-  Cartridge-  PDF 
XM768 

Insensitive  Cartridge,  60mm  Mortar 
HE  (XM768),  with  the  XM783 

Point  Detonating  (PD)  Fuze 

2001 

MA 

Pershing  COM  Pack 

Missile-  TBM-  Pershing  COM 

Pack 

Pershing  Weapon  System: 
Communications  Pack  (AN/TRC- 
80) 

1961 

MA 

Pershing  PPP 

Missile-  TBM-  Pershing  PPP 

PERSHING  Missile  System. 

Primary  Power  Pack  -  Near  Field 
Noise 

1961 

MA 

Pershing  SNE 

Missile-  TBM-  Pershing  SNE 

PERSHING  Weapon  System: 

System  Noise  Evaluation 

1962 

MA 

Pershing  TEL 

Missile-  TBM-  Pershing  TEL 

PERSHING  Weapon  System: 
Transporter-  Erector-Launcher  and 
Ground  Handling  Equipment 

1961 

T&ER 

PFED 

PFED 

AN/PSG-10,  AN/PYG-3,  and 
AN/PYG-4  Pocket-Sized  Forward 
Entry  Device  (PFED)  with  Software 
Version  2.0  (SWV2.0) 

2005 

T&ER 

PFED 

PFED 

Pocket-Sized  Forward  Entry  Device 
(PFED) 

2004 

T&ER 

PG 

PG 

Protective  Glove  (PG) 

2001 

MA 

PGK 

Artillery-  155mm-  Fuze-  PGK 

Fuze,  Multioption,  Precision 

Guidance  Kit  (PGK),  XM1 156 

2009 

MA 

PGK 

Artillery-  155mm-  Fuze-  PGK 

Precision  Guidance  Kit  (PGK) 

2006 

MA 

PGK 

Artillery-  155mm-  Fuze-  PGK 

XM1 156  Precision  Guidance  Kit 
(PGK) 

2007 

MA 

PGMM 

PGMM 

Precision  Guided  Mortar  Munition, 
XM395 

2003 

T&ER 

Phoenix 

Phoenix 

Phoenix  Multi-Band  Super  High 
Frequency  (SHF)  Satellite  Terminal 
(Block  2  Phoenix) 

2006 

MA 

PIAFS 

PIAFS 

XM1155  Portable  Inductive 

Artillery  Fuze  Setter  (PIAFS) 

2000 

MA 

Pistol-  XM10 

Pistol-  9mm-  XM10 

XM10  Pistol  Candidates 

1990 

MA 

PLGR 

PLGR 

Precision  Lightweight  GPS 

Receiver  (PLGR) 

1994 

MA 

PLRS 

PLRS 

Position  Location  Reporting  System 
(PLRS)  OT  II  Human  Factors  And 
Training  Evaluation 

1984 

MA 

PLRS-JTIDS 

PLRS-JTIDS 

PLRS-JTIDS  Hybrid  (PJH) 

1986 

MA 

PLS 

PLS 

Palletized  Loading  System  (PLS) 

1990 

T&ER 

PLS-CHU 

PLS-CHU 

Palletized  Load  System  -  Container 
Handling  Unit  (PLS-CHU) 

2000 

T&ER 

PLS-CROP 

PLS-CROP 

Palletized  Load  System  -  Container 
Roll-In/Out  Platform  (PLS-CROP) 

2000 

T&ER 

PLS-E  MTS 

PLS-E  MTS 

Palletized  Loading  System  - 
Enhanced  (PLS-E)  Movement 
Tracking  System  (MTS) 

1999 

MA 

POM 

Parachute-  Mask-  POM 

Parachutist  Oxygen  Mask  (POM) 

2009 
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Short  Name  Categorized 

Long  Name 
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MA 

PQA 

PQA 

Petroleum  Quality  Analysis  (PQA) 
System 

1994 

MA 

Practice  Stun  RSPHG 
XM102 

Grenade-  Hand-  Practice  Stun 
RSPHG  XM 102 

Reloadable,  Stun,  Practice  Hand 
Grenade  (RSPHG),  XM102 

1998 

T&ER 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set 

Profiler  (MMS-P),  AN/TMQ-52A 

2007 

MA 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set- 
Profiler  (MMS-P)  AN/TMQ-52 

2005 

T&ER 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set- 
Profiler  (MMS-P)  AN/TMQ-52 

2005 

MA 

Profiler-MMS-P 

(Revised) 

Profiler-MMS-P  (Revised) 

Meteorological  Measuring  Set- 
Profiler  (MMS-P)  AN/TMQ-52 

2005 

T&ER 

PROPHET 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET 

PROPHET  Block  II/III  Acquisition 
Milestone  (Phase  B) 

2002 

T&ER 

PROPHET  Ground 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET  Ground 

Prophet  Ground.  Block  1 

2001 

MA 

Protective  Mask  M40 

NBC-  Mask-  Protective-  M40 

M40  Protective  Mask 

1994 

MA 

Protective  Mask-XM30 

NBC-  Mask-  Protective-  XM30 

XM30  Engineering  Design 

1983 

T&ER 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier 
(PVAB) 

2000 

MA 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier 
(PVAB),  XM1 

1999 

MA 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier, 
XM1  (PVAB)  formerly  known  as 
Portable  Vehicle  Immobilization 
System  (PVIS) 

2000 

T&ER 

PVIS 

PVIS 

Portable  Vehicle  Immobilization 
System  (PVIS) 

1998 

MA 

QRG-Corps/Div 

Generator-  QRG-  Corps/Div 

Quiet  Reliable  Generators  For 

Corps  And  Division  Headquarters 

1987 

MA 

QSS 

Quick  Stow-  QSS 

XM326  120mm  Stowage  Kit  (Quick 
Stow) 

2007 

MA 

QSS 

Quick  Stow-  QSS 

XM326  120mm  Stowage  Kit  (Quick 
Stow) 

2008 

MA 

R028  Scraper 

Vehicle-  Tracked-  Engineer-  R028 
Scraper 

R028  Scraper 

1984 

MA 

R038  Grader 

Vehicle-  Tracked-  Engineer-  R038 
Grader 

R03  8  Grader 

1984 

T&ER 

RAD  AM 

Artillery-  155mm-  Projectile- 
RADAM 

Remote  Area  Denial  Artillery 
Munition  (RAD AM) 

2000 

T&ER 

RAFAEL  CARPET 

Rocket-  Minefield  Breaching- 
RAFAEL  CARPET 

RAFAEL  Minefield  Breaching 
System,  CARPET 

2003 

T&ER 

RAMS 

Explosives-  RAMS 

Remote  Activation  Munition 

System  (RAMS)  (Material  Release) 

1999 

T&ER 

RAMS 

Explosives-  RAMS 

Remote  Activation  Munition 

System  (RAMS)  M17  Receiver  and 
AM85  Trainer  Materiel  Release 

2004 

T&ER 

RAMS 

Explosives-  RAMS 

Remote  Activation  Munition 

System  (RAMS)  XM17  Receiver 
Milestone  III 

2001 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

RAMS 

Explosives-  RAMS 

XM85  Training  Device  and  the 

M17  Receiver  of  the  Remote 
Activation  Munition  System 
(RAMS) 

2004 

T&ER 

RAMS  MI 

Explosives-  RAMS  MI 

Firing  Device,  Demolition: 
Magneto-Inductive  Remote 

Activation  Munition  System  (MI- 
RAMS),  M156  (M27  Transmitter 
and  M39  Type  A  Receiver), 

Milestone  C.  TC-Standard/Full-Rate 
Productions  and  Full  Materiel 

Release  Decision 

2008 

MA 

RAMS  MI 

Explosives-  RAMS  MI 

Magneto  Inductive  Remote 

Activation  Munition  System  (MI- 
RAMS),  M156 

2008 

MA 

RAMS  MI 

Explosives-  RAMS  MI 

Magneto  Inductive  Remote 

Activation  Munition  System  (MI- 
RAMS),  XM156 

2006 

T&ER 

RAMS  MI 

Explosives-  RAMS  MI 

Magneto-Inductive  Remote 

Activation  Munition  System  (MI 
RAMS) 

2003 

T&ER 

Raptor  ICO 

Raptor  ICO 

Raptor-Intelligent  Combat  Outpost 

1999 

MA 

RCAS 

Computer-  AIS-  RCAS 

Reserve  Component  Automation 
System  (RCAS) 

1996 

T&ER 

RCAS 

Computer-  AIS-  RCAS 

Reserve  Component  Automation 
System  (RCAS)  Increment  4/5 

2001 

T&ER 

RCAS 

Computer-  AIS-  RCAS 

Reserve  Component  Automation 
System  (RCAS)  Increment  8 

2003 

T&ER 

REBS 

Vehicle-  Wheeled-  Bridge-  REBS 

Rapidly  Emplaced  Bridge  System 
(REBS) 

2006 

T&ER 

REMBASS  II 

REMBASS  II 

Remotely  Monitored  Battlefield 
Sensor  System  II  (REMBASS  II) 

2004 

T&ER 

RLEM 

Rifle-  5.56mm-  Cartridge-  RLEM 

Rifle  Launched  Entry  Munition 
(RLEM) 

2001 

MA 

RLEM 

Rifle-  5.56mm-  Cartridge-  RLEM 

Rifle  Launched  Entry  Munition 
(RLEM),  XM100,  and  RLEM 

Trainer,  XM101 

2002 

T&ER 

RLEM 

Rifle-  5.56mm-  Cartridge-  RLEM 

XM100  Rifle  Launched  Entry 
Munition  (RLEM) 

2000 

MA 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

5.56mm  Rifle  Launched  -  Non- 
Lethal  Munition  (5.56mm  NLM), 
XM95 

1999 

T&ER 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

XM95  Rifle  Launched  Non-Lethal 
Munition  (RLNLM) 

1999 

T&ER 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

XM95  Rifle  launched  Non-Lethal 
Munition  (RLNLM) 

2000 

MA 

RLRP 

Rifle-  7.62mm-  Cartridge-  RLRP 

Rifle-Launched  Rocket  Projectile 
(RLRP) 

1975 

T&ER 

RRDF-MCS 

RRDF-MCS 

Roll-On/Roll-Off  Discharge  Facility 
(RRDF)  and  Floating  Causeway 
(FC)  Subsystems  of  the  Modular 
Causeway  System  (MCS) 

2002 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

RSCCE 

RSCCE 

Replacement  Satellite 

Communication  Configuration 
Control  Element  (RSCCE) 

1994 

T&ER 

RSCCE 

RSCCE 

Replacement  Satellite  Configuration 
Control  Element  (RSCCE) 

1999 

MA 

RWBK 

RWBK 

Rapid  Wall  Breaching  Kit  (RWBK 
XM322,  Force  on  Force  Trainer, 
XM323,  and  the  Inert  Trainer 

XM324 

2004 

MA 

SAD ARM 

Artillery-  155mm-  Projectile  - 
SADARM 

Sense  and  Destroy  Armor 
(SAD ARM),  XM898  Projectile 

1994 

T&ER 

SAD ARM 

Artillery-  155mm-  Projectile- 
SADARM 

Sense  and  Destroy  Armor  Munition 
(SAD  ARM) 

1998 

MA 

SAFEGUARD 

SAFEGUARD 

SAFEGUARD  Intrasite 
Communications  Subsystem 

1972 

T&ER 

SAMGL 

SAMGL 

Antipersonnel  Landmine 

Alternative  (APLA)  Program.  Non 
Self  Destruct- Alternative  (N SD- A) 
(Milestone  I/II  Decision).  Soldier- 
Activated  Munition,  Grenade 
Launched  (SAMGL)  Prototype 
(Alliant  Techsystems) 

2000 

T&ER 

Sampler  Kit  M279 

NBC-  Detector-  Sampler  Kit  M279 

Sampler  Kit,  Air:  Chemical  Agent 
Alarm,  M279  Surface  Sampler 

Probe 

2002 

MA 

SASRD 

SASRD 

Small-Arms  Soft-Recoil  Device 

1965 

MA 

SASS 

Rifle-  7.62mm-  SASS 

XM110  Semi  Automatic  Sniper 
System  (SASS)  andXM151  Sniper 
Spotting  Scope  (SSS) 

2006 

T&ER 

SASS 

Rifle-  7.62mm-  SASS 

XM110,  7.62  X  51mm  Caliber 
Semi-Automatic  Sniper  System 
(SASS) 

2006 

T&ER 

SASS 

Rifle-  7.62mm-  SASS 

XM1 10,  7.62  X  51mm  Caliber 
Semi-Automatic  Sniper  System 
(SASS) 

2007 

MA 

SAW  M249 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249 

Squad  Automatic  Weapon  (SAW) 
System 

1980 

T&ER 

SAW  M249  AP 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  AP 

Assault  Pack  for  the  Machinegun, 
5.56-MM,  M249  S 

1998 

T&ER 

SAW  M249  SB 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  SB 

M249  Squad  Automatic  Weapon 

With  Short  Barrel 

2000 

MA 

SCS-CGCPT 

SCS-CGCPT 

Special  Communications  System 
(SCS)  AN/GSC-40  Combined 

Ground  Command  Post  Terminal 
(CGCPT) 

1984 

T&ER 

SDK 

Explosives-  SDK 

Special  Operations  Forces  (SOF) 
Demolition  Kit  Large  (SDK) 
Explosively  Formed  Penetrator 

2000 

MA 

SDK 

Explosives-  SDK 

Special  Operations  Forces 

Demolition  Kit  (SDK)  M303 

2005 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

SDK  FP-EFP 

Explosives-  SDK-  FP-EFP 

Special  Operations  Forces 

Demolition  Kit  (SDK)  Fence 
Piercing-Explosively  Formed 
Penetrator  (FP-EFP) 

2006 

T&ER 

SDK  M303 

Explosives-  SDK  M303 

M303  Special  Operations  Forces 
Demolition  Kit  (SDK)  Full  Materiel 
Release 

1999 

T&ER 

SDK  MEFP-CC 

Explosives-  SDK-  MEFP-CC 

Special  Operations  Forces 

Demolition  Kit  (SDK)  Multi- 
Faceted  Explosively  Formed 
Penetrator  (MEFP)  and  Cable  Cutter 
(CC) 

2004 

T&ER 

SDK  MEFP-CCs 

Explosives-  SDK-  MEFP-CCs 

Special  Operations  Forces 

Demolition  Kit  (SDK)  Multi- 
Faceted  Explosively  Formed 
Penetrator  (MEFP),  Small  and 

Large  Cable  Cutters  (CCs),  and 

Large  Cable  Cutters  (CCs),  and 
Medium  and  Large  Linear  Shaped 
Charges  (LSC) 

2005 

MA 

SDRI 

SDRI 

Seven  Digital  Readout  Indicators 
(SDRI) 

1960 

T&ER 

SDS 

SDS 

Special  Operations  Forces 
Sniper/Gunshot  Detection  System 
(SDS) 

2000 

T&ER 

Search  Mirrors 

Search  Mirrors 

Search  Mirrors 

2000 

MA 

SECOMP-I 

ABCS-  SECOMP-I 

Secure  Enroute  Communications 
Package-Improved  (Ground 

Terminal) 

2005 

T&ER 

SECOMP-I 

ABCS-  SECOMP-I 

Secure  Enroute  Communications 
Package-Improved  (SECOMP-I) 

2006 

MA 

SFC 

SFC 

Soldier  Fighting  Cover  (SFC) 

1994 

T&ER 

SHA 

Heater-  SHA 

Space  Heater  Arctic  (SHA) 

(Material  Release) 

1999 

T&ER 

SHC-60K 

Heater-  SHC-60K 

Space  Heater  Convective  (SHC) 
60,000  British  Thermal  Unit  (60K 
BTU)  (SHC-60K) 

2005 

MA 

SHF-TSST 

SHF-TSST 

Phoenix  Tactical  Super  High 
Frequency  (SHF)  Satellite  Terminal 
(TSST) 

2005 

T&ER 

SHS 

Heater-  SHS 

Space  Heater  Small  (SHS) 

2001 

MA 

SICPS 

SICPS 

Standardized  Integrated  Command 
Post  System  (SICPS) 

2003 

MA 

SICPS 

SICPS 

Standardized  Integrated  Command 
Post  System  (SICPS) 

2005 

MA 

SICPS 

SICPS 

Standaridized  Integrated  Command 
Post  System  (SICPS) 

2006 

T&ER 

SICPS-CPP 

SICPS-CPP 

Standardized  Integrated  Command 
Post  System  -  Command  Post 
Platform  (SICPS-CPP) 

2003 

MA 

SIDPERS 

SIDPERS 

Standard  Installation/Division 
Personnel  System  -  3  (SIDPERS-3) 

1996 
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Year 

MA 

Sight  Bracket  MK19 

Grenade  Launcher-  Automatic- 
Sight  Bracket  MK19 

Three  Adjustable  Sight  Brackets  For 
The  MK  1 9  Automatic  Grenade 
Launcher 

1998 

MA 

SIIRCM 

SIIRCM 

Suite  of  Integrated  Infrared 
Countermeasures  (SIIRCM) 

2001 

T&ER 

SIIRCM 

SIIRCM 

Suite  of  Integrated  Infrared 
Countermeasures  (SIIRCM) 

2003 

T&ER 

Simulation-Models- 

Math 

Computer-  Simulation-  Models- 
MATH 

Combined  Site  Acceptance  Test 
(SAT)  and  Operational  Test  and 
Evaluation  (OT&E)  of  the  Math 
Models  (Wholesale)  Version  1.0 

1998 

MA 

SINCGARS 

Radio-  SINCGARS 

Single  Channel  Ground  and 

Airborne  Radio  System 
(SINCGARS)  AN/ ARC-201  (ABN) 

1988 

MA 

SINCGARS  ICOM 

Radio-  SINCGARS  ICOM 

SINCGARS  ICOM  Radio 

1987 

MA 

SINCGARS  ICOM 

Radio-  SINCGARS  ICOM 

Single  Channel  Ground  and 

Airborne  Radio  System 
(SINCGARS)  Integrated  COMSEC 
(ICOM) 

1993 

MA 

SINCGARS -V 

Radio-  SINCGARS-V 

SINCGARS-V  Maturity 

Operational  Test:  Human  Factors 
Evaluation  (Synopsis) 

1985 

T&ER 

SIRFC 

Radio-  SIRFC 

Suite  of  Integrated  Radio  Frequency 
Countermeasures  (SIRFC)  (U) 

2002 

T&ER 

SKA-CAA  XM279 

SKA-CAA  XM279 

Sampler  Kit,  Air  (SKA):  Chemical 
Agent  Alarm  (CAA),  XM279 

2000 

T&ER 

SLAM 

Explosives-  SLAM 

M4,  Selectable  Lightweight  Attack 
Munition  (SLAM) 

2001 

MA 

SLAM 

Explosives-  SLAM 

M4E1  Selectable  Lightweight 

Attack  Munition  (SLAM)  and  the 
M320E1  SLAM  Improved 

Functional  Trainer 

2008 

T&ER 

SLAM 

Explosives-  SLAM 

Munition,  Selectable  Lightweight 
Attack  (SLAM):  M4E1  and  SLAM 
Improved  Functional  Trainer 
(SIFT):  M320E1 

2008 

MA 

SLAMRAAM 

Missile-  Air-to-Air-  SLAMRAAM 

Surface  Launched  Advanced 

Medium  Range  Air-to-Air  Missile 
(SLAMRAAM)  System 

2003 

MA 

SLAMRAAM 

Missile-  Air-to-Air-  SLAMRAAM 

Surface  Launched  Advanced 

Medium  Range  Air-to-Air  Missile 
(SLAMRAAM)  System 

2009 

MA 

SLAM- 

XM2/XM3  /XM2  9  9 

Explosives-  SLAM- 
XM2/XM3/XM299 

XM2  Selectable  Lightweight  Attack 
Munition;  XM3  Demolition  Attack 
Munition;  and  XM299  Training  Kit, 
Selectable  Lightweight  Attack 
Munition 

1994 

MA 

SLAP 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

Cartridge,  Caliber  .50,  Saboted, 

Light  Armor  Penetrator  (SLAP), 
XM903  and  XM962  Tracer 

1993 

MA 

SLAP 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

M903  and  M962  Caliber  .50  Sabot 
Light  Armor  Penetrator  (SLAP) 
Cartridges 

1996 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

SMART-T 

SMART-T 

Secure,  Mobile,  Anti-Jam,  Reliable, 
Tactical  Terminal  (SMART-T) 

2002 

MA 

SMAW 

Rocket-  SMAW 

Mobility,  Portability,  and  Human 
Factors  Evaluation  of  the  Shoulder- 
Launched  Multipurpose  Assault 
Weapon  (SMAW)  MK  153  MOD  1 

1992 

T&ER 

SMAW-D 

Rocket-  SMAW-D 

Shoulder-Launched  Multipurpose 
Assault  Weapon  -  Disposable 
(SMAW-D),  The  Bunker  Defeat 
Munition  (BDM), 

1998 

MA 

SMB 

Explosives-  SMB 

Standoff  Minefield  Breacher  (SMB) 

1994 

T&ER 

Smoke  Pot  M8 

Smoke  Pot  M8 

M8  Smokepot 

1998 

MA 

Snowshoes 

Snowshoes-  Assault 

Mobility  and  Human  Factors 
Evaluation  of  Three  Prototype 

Assault  Snowshoes 

1994 

T&ER 

SNS 

Rifle-  7.62mm-  Sight-  SNS 

AN/PVS-10  Sniper  Night  Sight 
(SNS) 

1998 

MA 

SNS 

SNS 

Sniper  Night  Sight  (SNS) 

1994 

MA 

Sorbent 

NBC-  Decon-  Sorbent 

Sorbent  Decontamination  system 
(SDS) 

2000 

T&ER 

Sorbent 

Sorbent 

Sorbent  Decontamination  System 
(SDS) 

2002 

MA 

SPFM 

Mask-  Protective-  CVC-  SPFM 

Combat  Vehicle  Crewmember 
(CVC)  Spall  Protective  Face  Masks 
(SPFM) 

1982 

MA 

Spider  XM7 

Explosives-  Spider  XM7 

Non-Self  Destruct-  Alternative 
(NSD-A),  (SPIDER),  Project  No. 
69-MP-2641-04 

2004 

MA 

Spider  XM7 

Explosives-  Spider  XM7 

Spider  XM7,  Dispensing  Set, 

Network  Command  Munition 
(NCM) 

2006 

MA 

Spider  XM7 

Explosives-  Spider  XM7 

Spider  XM7,  Dispensing  Set, 

Network  Command  Munition 
(NCM) 

2009 

MA 

SPIW 

SPIW-  3  Prototypes 

Three  Special  Purpose  Infantry 
Weapons  (SPIW)  Prototype 

Weapons 

1964 

MA 

SPIW 

SPIW-  3  SP  Prototypes 

Three  Prototype  Special  Purpose 
Infantry  Weapons  (SPIW) 

1964 

T&ER 

SPORT 

Computer-  Test-  SPORT 

Soldier's  Portable  On-System 

Repair  Tool 

1998 

MA 

SPS  Unicharge  XM230 

Artillery-  155mm  Charge-  SPS 
Unicharge  XM230 

XM230  Solid  Propellant  System 
(Unicharge) 

1994 

MA 

SRAT 

SRAT 

Armor  System  Stryker  Reactive 
Armor  Tiles  (SRAT) 

2006 

T&ER 

SRTA 

Rifle-  7.62mm-  Cartridge-  SRTA 

7.62mm  Short  Range  Training 
Ammunition  (SRTA) 

2000 

MA 

SRTA 

Rifle-  7.62mm-  Cartridge-  SRTA 

Rifle-  7.62mm,  Cartridge-  Short 
Range  Training  Ammunition 

1993 

T&ER 

SRTR  M766 

Mortar-  60mm-  Cartridge-  SRTR 
M766 

60mm  Short  Range  Training  Round 
(SRTR) 

1998 

T&ER 

ST 

Boat-  Tug-  ST 

60-Foot  Small  Tug  (ST),  900-Class 

1999 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

Stab  Bino  XM25 

Stab  Bino  XM25 

XM25  Stabilized  Binocular 

1998 

MA 

STANO 

STANO 

Selected  STANO  Devices 

Employed  In  A  Mechanized 

Infantry  Platoon 

1980 

T&ER 

STEPO 

NBC-  Suit-  STEPO 

Self-Contained  Toxic  Environment 
Protective  Outfit  (STEPO) 

1997 

T&ER 

STEPO 

NBC-  Suit-  STEPO 

Self-Contained  Toxic  Environment 
Protective  Outfit  (STEPO) 

2001 

MA 

Stinger 

Missile-  Air  Defense-  Stinger 

Stinger  Human  Factors  Engineering 

1976 

MA 

Stoner  G3 

Rifle-  7.62mm-  Stoner  G3 

Stoner  G3  Assault  Rifle 

1964 

T&ER 

Stowage  Kit 

Mortar-  120mm-  Cartridge- 
Stowage  Kit 

Stowage  Kit:  120mm  Mortar, 

XM326 

2007 

T&ER 

Stryker  FOV 

Vehicle-  Wheeled-  IFV-  Stryker 
FOV 

Stryker  Family  of  Vehicles 

2004 

MA 

Stryker  FOV 

Vehicle-  Wheeled-  IFV-  Stryker 
FOV 

Stryker  Family  of  Vehicles  (FOV) 

2002 

MA 

Stryker  ICV 

Vehicle-  Wheeled-  IFV-  Stryker 

ICV 

Stryker-  Infantry  Carrier  Vehicle 
(ICV)  and  Seven  Configurations 

2004 

T&ER 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

Stryker  Mobile  Gun  System 

2008 

MA 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

Stryker  Mobile  Gun  System  (MGS) 

2008 

MA 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

Stryker-  Mobile  Gun  System  (MGS) 

2004 

T&ER 

Stryker  Mortar  Carrier- 
B 

Vehicle-  Wheeled-  IFV-  120mm- 
Stryker  Mortar  Carrier-B 

Stryker  Mortar  Carrier  -  B 

2006 

MA 

Stryker  Mortar  Carrier- 
B 

Vehicle-  Wheeled-  IFV-  120mm- 
Stryker  Mortar  Carrier-B 

Stryker-  Mortar  Carrier-B 
(Mounted) 

2004 

MA 

Stryker  NBCRV 

Vehicle-  Wheeled-  IFV-  Stryker 
NBCRV 

Stryker  -  Nuclear,  Biological,  and 
Chemical  Reconnaissance  Vehicle 
(NBCRV) 

2007 

MA 

Stryker  NBCRV 

Vehicle-  Wheeled-  IFV-  Stryker 
NBCRV 

Stryker-  NBCRV 

2004 

MA 

Stun  SHG  XM84 

Grenade-  Hand-  Stun  SHG  XM84 

Stun  Hand  Grenade  (SHG),  XM84 

1998 

T&ER 

Stun  SHG  XM84 

Grenade-  Hand-  Stun  SHG  XM84 

XM84  Stun  Hand  Grenade  (SHG) 

1998 

MA 

SUAS  Raven  B 

Aircraft-  Unmanned-  UAV-  SUAS 
Raven  B 

Small  Unmanned  Aerial  System 
(SUAS)  (Raven  B) 

2006 

MA 

SUAV 

Aircraft-  Unmanned-  UAV-  SUAV 

Small  Unmanned  Aerial  Vehicle 
(SUAV) 

2006 

MA 

Suit-CB 

NBC-  Suit-  CB 

Chemical  Biological  (CB)  Suit  and 
Associated  Equipment  in 
Combination  with  Field  Clothing 
Ensembles  Worn  by  Male  Soldiers 

1980 

MA 

Suit-CVCCS 

NBC-  Suit-  CVCCS 

Chemical  Biological  Suit  and 
Associated  Equipment  in 

Combination  with  the  Combat 

Vehicle  Crewmember  Clothing 
System  (CVCCS) 

1980 

T&ER 

SWLAN 

ABCS-  SWLAN 

Secure  Wireless  Local  Area 

Network  (SWLAN) 

2005 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

T113  &T117  APC 

Vehicle-  Tracked-  APC-  T1 13  & 
T117 APC 

Armored  Personnel  Carriers  T1 13  & 
T117 

1958 

MA 

T113  and  T1 17  APC 

Vehicle-  Tracked-  APC-  T1 13  and 
T117 APC 

Armored  Personnel  Carriers  T 1 1 3 
and  T 1 1 7 

1957 

MA 

T197E2 

Artillery-  155mm-  Fuze-  T197E2 

Fuze  Setting  for  Fuze,  Mtsq, 

T197E2 

1963 

MA 

T42  Tank 

Vehicle-  Tracked-  Tank-  T42  Tank 

Tank,  90mm  Gun,  T42 

1953 

MA 

TACCS 

ABCS-  TACCS 

Tactical  Army  Combat  Service 
Support  Computer  System 
(TACCS) 

1984 

MA 

TACFIRE 

ABCS-  TACFIRE 

TACFIRE  OT  056 

1979 

MA 

T  AC  JAM 

T  AC  JAM 

Tactical  Jamming  System 
(AN/MLQ-34,  T  AC  JAM) 

1979 

T&ER 

TACLANE 

TACLANE 

TACLANE  KG- 175  In-Line 

Network  Encryptor 

2002 

MA 

TAD  DFCS 

Artillery-  155mm-  Computer- 
TAD  DFCS 

Towed  Artillery  Digitization  Digital 
Fire  Control  System  (TAD  DFCS) 

1999 

MA 

TAD  DFCS 

Artillery-  155mm-  Computer- 
TAD  DFCS 

Towed  Artillery  Digitization  Digital 
Fire  Control  System  (TAD  DFCS) 

2000 

T&ER 

TADS 

Artillery-  155mm-  Computer- 
TADS 

M777A2  LW155  Towed  Artillery 
Digitization  System  (TADS)  / 
Abbreviated  (ASER) 

2007 

MA 

TAMMIS 

Medical-  TAMMIS 

Theater  Army  Medical  Management 
Information  System  (TAMMIS) 

1989 

MA 

Tank  Driving  From 

Turret 

Vehicle-  Tracked-  Tank  Driving 
From  Turret 

Tank  Driving  From  A  Turret 

Position  (U) 

1966 

MA 

Tank  GPFU 

Vehicle-  Tracked-  Tank  GPFU 

Control  Panel  for  the  Gas- 
Particulate  Filter  Unit  (GPFU),  E49 

1965 

MA 

TASER 

TASER 

TASER®  X26E 

2008 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'  - 
Automated  Information  for 

Movement  System  II  (TC-AIMS  II) 
Block  3 

2007 

T&ER 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'  - 
Automated  Information  for 
Movements  System  II  (TC-AIMS 

II) 

2004 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'- 
Automated  Information  for 

Movement  System  II  (TC-AIMS  II) 
Block  3 

2008 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators 
Automated  Information  for 
Movements  System  II  (TC-AIMS 

II) 

2000 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators 
Automated  Information  for 
Movements  System  II  (TC-AIMS 

II) 

2003 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators 
Automated  Information  for 
Movements  System  II  (TC-AIMS 

II) 

2004 

MA 

TCD 

TCD 

Threat  Cue  Devices  (TCD) 

1992 

MA 

TCF 

TCF-  Coltano,  Italy 

Automated  Quality  Monitoring  and 
Reporting  Subsystem  in  the 

Technical  Control  Facility  at 

Coltano,  Italy 

1971 

MA 

TD-SYDET 

Explosives-  TD-SYDET 

Firing  Device,  Demolition:  XM153 
Time  Delay-Sympathetic  Detonator 
(TD-SYDET)  and  XM3 1 6  Trainer 

Kit 

2005 

T&ER 

TD-SYDET 

Explosives-  TD-SYDET 

XM153  Time  Delay/Sympathetic 
Detonator  (TD-SYDET)  and 

XM316  Trainer 

2005 

T&ER 

TD-SYDET 

Explosives-  TD-SYDET 

XM153  Time/Delay/Sympathetic 
Detonator  (TD/SYDET)  and 

XM316  Trainer 

2001 

MA 

TeamMATE 

TeamMATE 

TeamMATE  System  for 

Dismounted  embedded  Training  and 
Mission  Rehearsal 

2008 

T&ER 

THAAD 

Missile-  ABM-  THAAD 

Terminal  High  Altitude  Area 

Defense  (THAAD) 

2009 

MA 

THAAD 

Missile-  ABM-  THAAD 

Theater  High  Altitude  Air  Defense 
(THAAD)  System 

2000 

MA 

THAAD 

Missile-  ABM-  THAAD 

Theater  High  Altitude  Area  Defense 
(THAAD)  System 

1996 

T&ER 

TLOS 

Rifle-  5.56mm-  M16/M4-  Sight- 
TLOS 

Target  Location  and  Observation 
System  (TLOS) 

1998 

MA 

TMSS-M 

Generator-  TMSS-M 

Trailer  Mounted  Support  System- 
Medium  (TMSS-M) 

2005 

T&ER 

TMWSS 

Vehicle-  Wheeled-  Trailer- 
TMWSS 

Trailer-Mounted  Welding  Shop  Set 
(TMWSS) 

2002 

T&ER 

TOW  2B  AERO  GEN  1 

Missile-  Antitank-  TOW  2B 

AERO  GEN  1 

Retrofitted  Tube-launched, 
Optically-tracked,  Wire-guided 
(TOW)  2B  Generation  (GEN  I) 

2002 

MA 

TOW  2B  AERO  GEN  2 

Missile-  Antitank-  TOW  2B 

AERO  GEN  2 

TOW  2B  AERO  and  TOW  2B 

AERO  GEN  2  Missiles 

2005 

MA 

TOW  2B  AERO  GEN  2 

Missile-  Antitank-  TOW  2B 

AERO  GEN  2 

TOW  2B  Aero  Gen  2  Missile 

2004 

T&ER 

TOW  2B  AERO  GEN  2 
CAPS 

Missile-  Antitank-  TOW  2B 

AERO  GEN  2  CAPS 

Tube-Launched,  Optically  Tracked, 
Wire-Guided  (TOW)  2B 
Aerodynamic  (AERO)  Missile,  and 
the  Tow  2B  Aero  GEN2  Missile 
(Counter-Active  Protection  Systems 
(CAPS)  Version) 

2009 

MA 

TOW  BB 

Missile-  Antitank-  TOW  BB 

TOW  Bunker  Buster  Missile  (TOW 
BB)with  Fragmentation  Mitigation 
Disk 

2005 

MA 

TOW  BB 

Missile-  Antitank-  TOW  BB 

TOW  Bunker  Buster  Missile 

Program 

2002 

Vol.  1-103 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

TOW  FF 

Missile-  Antitank-  TOW  FF 

TOW  Fire  and  Forget  (FF)  System 

2000 

MA 

TOW  FF 

Missile-  Antitank-  TOW  FF 

TOW  Fire  and  Forget  (TOW  FF) 
System 

2000 

MA 

TOW  FOTT 

Missile-  Antitank-  TOW  FOTT 

Follow-On-To  TOW  (FOTT) 

Missile 

1998 

MA 

TOW  FOTT 

Missile-  Antitank-  TOW  FOTT 

Follow-On-To-TOW  (FOTT) 

System 

1997 

MA 

TOW  IT  AS 

Missile-  Antitank-  TOW  IT  AS 

Improved  Target  Acquisition 

System  (ITAS) 

1996 

MA 

TOW  IT  AS 

Missile-  Antitank-  TOW  IT  AS 

Improved  Target  Acquisition 

System  (ITAS) 

1997 

T&ER 

TOW  IT  AS 

Missile-  Antitank-  TOW  IT  AS 

Improved  Target  Acquisition 

System  (ITAS) 

1997 

T&ER 

TOW  IT  AS 

Missile-  Antitank-  TOW  IT  AS 

Improved  Target  Acquisition 
system  (ITAS) 

1999 

T&ER 

TOW  IT  AS 

Missile-  Antitank-  TOW  IT  AS 

Improved  Target  Acquisition 

System  (ITAS) 

1999 

T&ER 

TOW  IT  AS 

Missile-  Antitank-  TOW  IT  AS 

Improved  Target  Acquisition 

System  (ITAS)  Customer  Test 

1998 

T&ER 

TOW  IT  AS  CD 

Missile-  Antitank-  TOW  IT  AS  CD 

Improved  Target  Acquisition 

System  (ITAS),  Customer 
Demonstration  (CD) 

1998 

MA 

Towed 

Volcano-  Towed 

Mounting  Kit,  Mine  Dispenser: 
VOLCANO,  2  1/2  Ton  Trailer 

Towed  with  Track-Mobility  Kit 

2002 

T&ER 

Towed 

Volcano-  Towed 

Towed  Volcano 

2002 

T&ER 

Towed  Roller 

Vehicle-  Wheeled-  Engineer- 
Trailer-  Towed  Roller 

Towed  Roller,  Pneumatic  Tire, 
Hopper  Body,  Oscillating  Wheels 
(R03402) 

1998 

T&ER 

TPIAL 

TPIAL 

AN/PEQ-2  Target 
Pointer/Illuminator/ Aiming  Light 
(TPIAL) 

2000 

T&ER 

TPMP-T  Ml 002 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

Cartridge,  120mm,  Target  Practice 
Multi-Purpose  with  Tracer  (TPMP- 
T),  Ml 002.  System  Evaluation 

Report  Produced  in  Support  of  Type 
Classification  -  Standard  and  Full 

Rate  Production  Decisions 

2006 

T&ER 

TPMP-T  Ml 002 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

Cartridge,  120mm,  Target  Practice 
Multi-Purpose  with  Tracer,  Ml 002 

2007 

T&ER 

TPMP-T  XM1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

XM1002  120mm  Target  Practice 
Multi-Purpose  with  Tracer  (TPMP- 
T)  Cartridge 

2005 

MA 

TPMP-T  XM 1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 
Practice  Multi-Purpose  With 

Tracer) 

2003 

MA 

TPMP-T  XM 1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 
Practice  Multi-Purpose  with  Tracer) 
XM1002 

2004 

MA 

TPMP-T  XM  1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 
Practice  Multi-Purpose  with  Tracer) 
XM  1 002 

2006 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

TP-T  M831E2 

Cannon-  Cartridge-  120mm-  TP-T 
M831E2 

M831E2,  120mm,  Target  Practice 
with  Tracer  Cartridge  (TP-T) 

1994 

MA 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG) 

1998 

MA 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG) 

2004 

T&ER 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG)  Sets 

1999 

T&ER 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 
Generator  (TQG)  Sets 

2004 

MA 

TQG  3KW 

Generator-  TQG  3KW 

3KW  Tactical  Quiet  Generator 
(TQG-3KW) 

1999 

T&ER 

TQG  30/60  KW 

Generator-  TQG  30/60  KW 

Family  of  Tactical  Quiet  Generators 
(TQG)  (30/60  KW) 

2001 

T&ER 

TQG-3KW 

Generator-  TQG-  3KW 

3 -Kilowatt  Tactical  Quiet  Generator 
(3kW  TQG) 

2000 

MA 

Tracer 

Rifle-  7.62mm-  Cartridge-  Tracer 

Rifle-  7.62mm,  Cartridge-  Dim 
Tracer,  XM276 

1992 

MA 

Trailblazer 

Trailblazer 

The  Trailblazer  Special  Purpose 
Detecting  System 

1978 

MA 

Troposcatter  RS 

Radio-  Troposcatter  RS 

AN/TRC-170  Digital  Troposcatter 
Radio  System 

1989 

T&ER 

Truck  Tractor  M915A3 

Vehicle-  Wheeled-  Cargo-  Truck 
Tractor  M915A3 

M915A3  Truck  Tractor,  Line  Haul 

2000 

T&ER 

Truck  Tractor  M915A4 

Vehicle-  Wheeled-  Cargo-  Truck 
Tractor  M915A4 

M915A4  Truck  Tractor  Upgrade 
Program 

1999 

MA 

TSST 

TSST 

Phoenix  Tactical  Super  High 
Frequency  (SHF)  Satellite  Terminal 
(TSST) 

2004 

MA 

TSV 

TSV 

Theater  Support  Vessel  (TSV) 

2004 

MA 

TT-LET  M916A2 

Vehicle-  Wheeled-  Cargo-  TT- 
LET  M916A2 

M916A2  Truck  Tractor,  Light 
Equipment  Transporter,  34-Ton 

Gross  Vehicle  Weight  Rating 
(GVWR)  6x6  with  Winch 

1997 

MA 

TUAV 

Aircraft-  Unmanned-  UAV- 
TUAV 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV) 

2000 

T&ER 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV) 

2002 

MA 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV)  SHADOW  200 

2002 

T&ER 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle 
(TUAV).  Volume  2.  Survivability 

2002 

T&ER 

TWS 

Rifle-  50  CaP7.62mm/5.56mm- 
Sight-  TWS 

Thermal  Weapon  Sight  (TWS) 

1998 

T&ER 

TWS-OMNI 

Rifle-  50  Cal/7.62mm/5.56mm- 
Sight-  TWS-OMNI 

Thermal  Weapon  Sight  (TWS)  - 
OMNI 

2001 

T&ER 

TWS-R 

Rifle-  50  CaP7.62mm/5.56mm- 
Sight-  TWS-R 

Thermal  Weapon  Sight  -  Redesign 
(TWS-R) 

2000 

MA 

UH-1  Quick  Fix 

Aircraft-  Helicopter-  Utility-  UH-1 
Quick  Fix 

Heliborne  Electronic  Warfare 

System  (AN/ALQ-151,  Quick  Fix) 

1978 

T&ER 

USL 

Parachute-  USL 

Universal  Static  Line  (USL) 

1998 
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Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

T&ER 

USMC  AAAV  EFV 

Vehicle-  Tracked-  USMC  AAAV 
EFV 

U.S.  Marine  Corps  Advanced 
Amphibious  Assault  Vehicle 

2004 

MA 

USNS  Corpus  Christi 

Bay 

USNS  Corpus  Christi  Bay 

USNS  Corpus  Christi  Bay 

1966 

MA 

Utility  HMMWV-HV 

Vehicle-  Wheeled-  Utility 
HMMWV-HV 

High  Mobility  Multipurpose 

Wheeled  Vehicle  Heavy  Variant 
(HMMWV-HV) 

1988 

T&ER 

Vibration  Roller 

Vehicle-  Wheeled-  Engineer- 
Vibration  Roller 

Vibration  Roller 

2000 

T&ER 

VLAD 

Vehicle-  VLAD 

Vehicle  Lightweight  Arresting 

Device  (VLAD) 

2004 

MA 

VLAD 

VLAD 

Vehicle  Lighweight  Arresting 

Device  (VLAD) 

2004 

T&ER 

VTC 

Vehicle-  Teleoperation-  VTC 

Vehicle  Teleoperation  Capability 
(VTC) 

1997 

MA 

Walker  Bulldog  M41A1 
Tank 

Vehicle-  Tracked-  Tank-  Walker 
Bulldog  M41A1  Tank 

Tank,  76mm  Gun,  M41A1 

1957 

T&ER 

Water  Trailer  XM1 1 12 

Vehicle-  Wheeled-  Cargo-  Water 
Trailer  XM1 112 

XM1 1 12  Water  Trailer,  400-Gallon, 
8-Wheeled 

1999 

T&ER 

WIN-T 

Radio-  WIN-T 

Warfighter  Information  Network  - 
Tactical  (WIN-T) 

2003 

MA 

WIN-T 

Radio-  WIN-T 

Warfighter  Information  Network- 
Tactical  (WIN-T)  Program 

2003 

MA 

Wolverine  M1A2  SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Heavy  Assault  Bridge  (HAB), 
Wolverine 

1997 

MA 

Wolverine  M1A2  SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Heavy  Assault  Bridge  (HAB), 
Wolverine,  XM 104 

2000 

T&ER 

Wolverine  M1A2  SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Heavy  Assault  Bridge  (HAB), 

XM104  (WOLVERINE) 

2000 

T&ER 

Wolverine  M1A2  SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

Phase  2  of  the  Vulnerability  Test 
(Including  Live  Fire)  for  the 
Wolverine  Heavy  Assault  Bridge 
(HAB)  (U) 

1999 

MA 

WP 

Mortar-  81mm-  Cartridge-  WP 

Screening  Smoke  Cartridge,  81mm, 
White  Phosphorus  Wicks,  XM834 

1982 

T&ER 

WP  M722A1 

Mortar-  60mm-  Cartridge-  WP 
M722A1 

60mm  M722A1  White  Phosphorus 
(WP)  Mortar  Cartridge 

2003 

MA 

WPM722E1 

Mortar-  60mm-  Cartridge-  WP 
M722E1 

Cartridge,  60mm  Mortar  WP  Smoke 
(M722E1,  with  the  XM783  Point 
Detonating  (PD)  Fuze 

2001 

T&ER 

WP  M929 

Mortar-  120mm-  Cartridge-  WP 
M929 

120mm  M929  White  Phosphorus 
(WP)  Smoke  Cartridge 

1998 

MA 

WPS 

WPS 

Worldwide  Port  System  (WPS) 
MAISRC  III  C 

1994 

MA 

WRAP 

WRAP 

Seven  FY98  Warfighting  Rapid 
Acquisition  Program  (WRAP) 
Candidates 

1997 

MA 

WRUE 

WRUE 

Water  Recovery  Unit  from  Exhaust 
(WRUE),  Project  No.  69-MP-02SY- 
05 

2003 

MA 

XM1064  IRILL 

Artillery-  105mm-  Cartridge- 
XM1064  IRILL 

XM1064,  105mm  Infrared  (IR) 
Illumination  (IRILL)  Cartridge 

2008 
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Type 

Short  Name 

Short  Name  Categorized 

Long  Name 

Year 

MA 

XM1066  IRILL 

Artillery-  155mm-  Projectile  - 
XM1066  IRILL 

Projectile,  155mm  Infrared  (IR) 
Illuminating,  XM1066 

2009 

MA 

XM765 

Artillery-  155mm-  Fuze-  XM765 

XM762  and  M577  Fuzes 

1990 

MA 

XM8 

Rifle-  5.56mm-  Carbine-  XM8 

Initial  Impressions  for  the  XM8 
Carbine 

2004 

T&ER 

XM930  Illumination 

Mortar-  120mm-  Cartridge- 
XM930  Illumination 

XM930  120mm  Illumination 
Cartridge 

2003 

MA 

YO-3A 

Aircraft-  Fixed  Wing- 
Observation-  YO-3A 

YO-3A  Aircraft  System 

1970 
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2.3.  Listing  In  Order  by  Short  Name  by  Category-  Short  Name-  Long  Name-  Year. 


Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

ABCS-  A2C2S 

A2C2S 

Army  Airborne  Command  and  Control 

System  (A2C2S)  Block  1 

2004 

MA 

ABCS-  A2C2S 

A2C2S 

Army  Airborne  Command  and  Control 

System  (A2C2S)  System  Operator 

2004 

T&ER 

ABCS-  AFATDS 

AFATDS 

Addendum  to  the  Advanced  Field  Artillery 
Tactical  Data  System  (AFATDS)  99 

2002 

MA 

ABCS-  AFATDS 

AFATDS 

Advanced  Field  Artillery  Tactical  Data 

System  (AFATDS) 

1995 

T&ER 

ABCS-  AMDWS  FA  AD  C2I 

AMDWS  FA  AD 

C2I 

Forward  Area  Air  Defense  Command, 

Control,  and  Intelligence  (FAAD  C2I) 

System  Block  III  Version  5.4A-7.2  (v5.4A) 
Software 

2008 

MA 

ABCS-  ASAS 

ASAS 

All  Source  Analysis  System  (ASAS)  Block  I 

1993 

T&ER 

ABCS-  ASAS  CP-SS 

ASAS  CP-SS 

All  Source  Analysis  System  (ASAS) 
Capability  Package-Single  Source  Limited 
User  Test 

1997 

MA 

ABCS-  ATCCS 

ATCCS 

U.S.  Army's  Tactical  Command  and  Control 
System  (ATCCS) 

1997 

T&ER 

ABCS-  BCS3 

BCS3 

Battle  Command  Sustainment  Support 

System  (BCS3) 

2007 

T&ER 

ABCS-  CPOF 

CPOF 

Command  Post  of  the  Future  (CPOF)  / 
Abbreviated  (ASER) 

2005 

T&ER 

ABCS-  CPOF  ver.  2.4 

CPOF  ver.  2.4 

Command  Post  of  the  Future  (CPoF) 

Version  2.4 

2005 

MA 

ABCS-  CPOF  ver.  3.0.2 

CPOF  ver.  3.0.2 

Command  Post  of  the  Future  (CPOF) 

2008 

T&ER 

ABCS-  CPOF  ver.  3.0.2 

CPOF  ver.  3.0.2 

Command  Post  of  the  Future  (CPoF) 

Version  3.0.2 

2006 

MA 

ABCS-  CSSCS 

CSSCS 

Combat  Service  Support  Control  System 
(CSSCS) 

1995 

MA 

ABCS-  CSSCS 

CSSCS 

Combat  Service  Support  Control  System 
(CSSCS) 

1997 

MA 

ABCS-  DTSS 

DTSS 

Digital  Topographic  Support  System 
(DTSS) 

1993 

T&ER 

ABCS-  DTSS 

DTSS 

Digital  Topographic  Support  System-Heavy 
(DTSS-H)  AN/TYQ-48A1  Material  Release 
Decision 

1999 

T&ER 

ABCS-  DTSS-D 

DTSS-D 

Digital  Topographic  Support  System  - 
Deployable  (DTSS-D) 

2002 

T&ER 

ABCS-  DTSS-HVMP 

DTSS-HVMP 

Digital  Topographic  Support  System  -  High 
Volume  Map  Production  (DTSS-HVMP) 

2003 

T&ER 

ABCS-  DTSS-L 

DTSS-L 

Digital  Topographic  Support  System  -  Light 
AN/TYQ-67(V2) 

2002 

T&ER 

ABCS-  DTSS-QRMP 

DTSS-QRMP 

Digital  Topographic  Support  System/Quick 
Response  Multicolor  Printer  (DTSS/QRMP) 
in  the  Lightweight  Multipurpose  Shelter 
(LMS)  AN/TYQ-67(V)1  Product 

1997 

MA 

ABCS-  EPLRS 

EPLRS 

Enhanced  position  Location  Reporting 

System  (EPLRS)  Downsize 

1996 

MA 

ABCS-  FBCB2 

FBCB2 

Force  XXI  Battle  Command  Brigade  and 
Below  (FBCB2) 

1997 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

ABCS-  FBCB2 

FBCB2 

Force  XXI  Battle  Command  Brigade  and 
Below  (FBCB2) 

2001 

MA 

ABCS-  FBCB2 

FBCB2 

Force  XXI  Battle  Command  Brigade  and 
Below  (FBCB2) 

2004 

MA 

ABCS-  FBCB2 

FBCB2 

Force  XXI  Battle  Command  Brigade  And 
Below  (FBCB2) 

1999 

T&ER 

ABCS-  FBCB2/BFT 

FBCB2/BFT 

Force  XXI  Battle  Command  Brigade  and 
Below/Blue  Force  Tracking  (FBCB2/BFT) 

(U) 

2004 

T&ER 

ABCS-  GCCS-A 

GCCS-A 

Global  Combat  Support  System  -  Army 
(GCSS-Army)  (GCSS-A) 

2006 

T&ER 

ABCS-  GCSS-A 

GCSS-A 

Global  Combat  Support  System-Army 
(GCSS-Army) 

2006 

T&ER 

ABCS-  ISYSCON 

ISYSCON 

Integrated  System  (ISYSCON) 

1999 

T&ER 

ABCS-  ISYSCON 

ISYSCON 

Integrated  System  Control  (ISYSCON) 

2000 

T&ER 

ABCS-  ISYSCON 

ISYSCON 

Integrated  System  Control  (ISYSCON) 
(V)1/(V)2  Block  3  Software  Increment  2.0 

2004 

MA 

ABCS-  ISYSCON 

ISYSCON 

Integrated  Systems  Control  (ISYSCON) 

1999 

T&ER 

ABCS-  JNTC/CPOF 

JNTC/CPOF 

Joint  Network  Transport  Capability  (JNTC) 
(Including  the  Command  Post  of  the  Future 
(CPOF)) 

2005 

MA 

ABCS-  MCS 

MCS 

Maneuver  Control  System  (MCS) 

2005 

MA 

ABCS-  MCS 

MCS 

Maneuver  Control  System  (MCS)  Block  III 
(v-12.01) 

1999 

T&ER 

ABCS-  MCS 

MCS 

Maneuver  Control  System  (MCS)  RCS 
ATTE-3  Evaluation,  July  1984 

1984 

T&ER 

ABCS-  MCS 

MCS 

Maneuver  Control  System  (MCS)  RCS 
ATTE-3  Evaluation,  November  1984 

1984 

T&ER 

ABCS-  MCS 

MCS 

Maneuver  Control  System  (MCS)  RCS 
ATTE-3  FDTE 

1983 

T&ER 

ABCS-  MCS  ver  6.3.2 

MCS  ver  6.3.2 

Maneuver  Control  system  (MCS)  Software 
Version  6.3.2 

2003 

T&ER 

ABCS-  NOC-V 

NOC-V 

Network  Operation  Center  -  Vehicle  (NOC- 
V) 

2005 

T&ER 

ABCS-  NOC-V 

NOC-V 

Network  Operation  Center  -  Vehicle  (NOC- 
V) 

2006 

MA 

ABCS-  SECOMP-I 

SECOMP-I 

Secure  Enroute  Communications  Package- 
Improved  (Ground  Terminal) 

2005 

T&ER 

ABCS-  SECOMP-I 

SECOMP-I 

Secure  Enroute  Communications  Package- 
Improved  (SECOMP-I) 

2006 

T&ER 

ABCS-  SWLAN 

SWLAN 

Secure  Wireless  Local  Area  Network 
(SWLAN) 

2005 

MA 

ABCS-  TACCS 

TACCS 

Tactical  Army  Combat  Service  Support 
Computer  System  (TACCS) 

1984 

MA 

ABCS-  TACFIRE 

TACFIRE 

TACFIRE  OT  056 

1979 

MA 

ACMES 

ACMES 

Automated  Communications  Security 
(COMSEC)  Management  and  Engineering 
System  (ACMES) 

1993 

MA 

ADAM 

ADAM 

Air  Defense  and  Airspace  Management 
(ADAM)  Cell 

2006 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

ADV  FSC 

ADV  FSC 

Advanced  Food  Sanitation  Center  (ADV 

FSC)  (Milestone  I/II  Decision) 

2001 

MA 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 

Munitions  (AIRCMM) 

1994 

MA 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 

Munitions  (AIRCMM) 

2002 

MA 

AIRCMM 

AIRCMM 

Advanced  Infrared  Countermeasure 

Munitions  (AIRCMM),  XM21 1  and  XM212 
flares 

2006 

MA 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Advanced  Threat  Infrared  Countermeasure 
System-Common  Missile  Warning  System 
(ATIRCM-CMWS) 

2005 

MA 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM) 

2004 

MA 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)  And  Common  Missile  Warning 
System  (CMWS) 

2003 

MA 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)  and  Common  Missile  Warning 
System  (MCWS) 

2001 

MA 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)  and  Common  Missile  Warning 
System  (MCWS) 

2002 

MA 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)/Common  Missile  Warning 

System  (CMWS) 

1995 

T&ER 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Common  Missile  Warning  System  (CMWS) 
(U) 

2006 

T&ER 

Aircraft-  ATIRCM-CMWS 

ATIRCM-CMWS 

Common  Missile  Warning 

System/ Advanced  Infrared  Contermeasures 
Munitions  (CMWS/AIRCMM) 

2002 

T&ER 

Aircraft-  Fixed  Wing-  Cargo- 
C17DRAS 

C17DRAS 

C-17  Dual  Row  Airdrop  System  (DRAS) 

2002 

MA 

Aircraft-  Fixed  Wing-  Cargo- 
JCA 

JCA 

Joint  Cargo  Aircraft  (JCA) 

2007 

T&ER 

Aircraft-  Fixed  Wing-  Cargo- 
JCA  C-27 

JCA  C-27 

Joint  Cargo  Aircraft  (JCA) 

2007 

MA 

Aircraft-  Fixed  Wing-  Intel- 
ACS 

ACS 

Aerial  Common  Sensor  (ACS) 

2003 

T&ER 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET 

PROPHET 

PROPHET  Block  II/III  Acquisition 

Milestone  (Phase  B) 

2002 

T&ER 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET  Ground 

PROPHET  Ground 

Prophet  Ground.  Block  1 

2001 

MA 

Aircraft-  Fixed  Wing- 
Observation-  OV-1D  IDS 

OV-1D  IDS 

Vertical-Scale  Instrument  Display  System 
for  the  OV-1D  Aircraft 

1977 

MA 

Aircraft-  Fixed  Wing- 
Observation-  YO-3A 

YO-3A 

YO-3A  Aircraft  System 

1970 

MA 

Aircraft-  Helicopter-  Aircrew- 
ACABA 

ACABA 

Anatomically  Conforming  Aircrew  Body 
Armor  System  (ACABA) 

1973 

MA 

Aircraft-  Helicopter-  Aircrew- 
AW 

AW 

Air  Warrior  (AW) 

2002 

MA 

Aircraft-  Helicopter-  Aircrew- 
AW 

AW 

Air  Warrior  (AW) 

2003 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Aircraft-  Helicopter-  Aircrew- 
AW 

AW 

Air  Warrior  Block  1 

2003 

T&ER 

Aircraft-  Helicopter-  Aircrew- 
AW  EDM 

AW  EDM 

Electronic  Data  Manager  (EDM)  Technical 
Insertion  for  Air  Warrior  (AW)  (FILED 

WITH  DB43447937) 

2005 

T&ER 

Aircraft-  Helicopter-  Aircrew- 
Cooling-  MCS 

Cooling-MCS 

Microclimatic  Cooling  System  (MCS) 

2002 

T&ER 

Aircraft-  Helicopter-  Aircrew- 
Ensemble-  FREE 

Ensemble-FREE 

Fire  Resistant  Environmental  Ensemble 
(FREE)  System  Integrator  -  ADS 

2008 

T&ER 

Aircraft-  Helicopter-  Aircrew- 
Knife-  ASEK 

Knife -ASEK 

Aircrew  Survival  Egress  Knife  (ASEK) 

2003 

T&ER 

Aircraft-  Helicopter-  Aircrew- 
LaSER- 

LaSER 

Aircrew  Laser  Pointer  (ALP) 

2008 

MA 

Aircraft-  Helicopter-  Attack- 
Apache  AH-64 

Apache  AH-64 

Apache  (AH-64)  Attack  Helicopter 

1989 

MA 

Aircraft-  Helicopter-  Attack- 
Apache-  Iranian  AH-1J 

Apache-Iranian 

AH-1J 

Iranian  AH-1J  (TOW)  Helicopter 

1977 

MA 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

Apache  Longbow 
AH-64D 

AH-64D  Longbow  Apache 

1995 

T&ER 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

Apache  Longbow 
AH-64D 

Longbow  Apache  (AH-64D) 

Transportability  Demonstration 

1998 

MA 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
Block  III 

Apache  Longbow 
AH-64D  Block  III 

AH-64D  Apache  Longbow  Block  III 

2006 

T&ER 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
Block  III 

Apache  Longbow 
AH-64D  Block  III 

Apache  Block  III 

2006 

T&ER 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
LBHMMS 

Apache  Longbow 
AH-64D 

LBHMMS 

Longbow  HELLFIRE  Modular  Missile 

System  (LBHMMS)  Pre-Planned  Product 
Improvement  (P3I)  Program  Home-on- 
Jam/Anti-Jam  (HOJ/AJ)  Software 

2005 

MA 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
Maintenance 

Apache  Longbow 

AH-64D 

Maintenance 

AH-64D  Apache  Longbow 

2005 

T&ER 

Aircraft-  Helicopter-  Cargo- 
CH47F 

CH47F 

CH47F  Cargo  Helicopter 

2007 

MA 

Aircraft-  Helicopter-  Cargo- 
CH47F 

CH47F 

CH-47F  Chinook 

2004 

T&ER 

Aircraft-  Helicopter-  Cargo- 
CH47F 

CH47F 

Helicopter,  Cargo  CH47F 

2004 

T&ER 

Aircraft-  Helicopter-  Cargo- 
MH-47E-  Engine- 7 14A 

MH-47E-Engine- 

714A 

714A  Engine 

1999 

MA 

Aircraft-  Helicopter-  Recon- 
ARH 

ARH 

Armed  Reconnaissance  Helicopter  (ARH) 

2005 

MA 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

Comanche  RAH66 

RAH66  Comanche 

2000 

T&ER 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

Comanche  RAH66 

Reconnaissance  and  Attack  Helicopter 
(RAH66)  Comanche 

2000 

MA 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

Comanche  RAH66 

Reconnaissance  Attack  Helicopter  RAH66 
Commanche 

2002 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  A2C2S 
Egress 

Blackhawk  UH60L 
A2C2S  Egress 

Emergency  Egress  Characteristics  of  the 

U.S.  Army  Airborne  Command  and  Control 
System  (A2C2S) 

2006 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  RECAP 

Blackhawk  UH60L 
RECAP 

Recapitalization  of  the  UH-60  Black  Hawk 
Utility  Helicopter  Fleet 

2000 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L+ 

Blackhawk 

UH60L+ 

UH60L+  Blackhawk  Helicopter 

2000 

T&ER 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

Blackhawk 

UH60M 

UH60M  Black  Hawk  Utility  Helicopter 

2005 

T&ER 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

Blackhawk 

UH60M 

UH60M  Black  Hawk  Utility  Helicopter 

2007 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

Blackhawk 

UH60M 

UH60M  Blackhawk  Helicopter 

2005 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

Blackhawk 

UH60M 

UH60M  Blackhawk  Helicopter 

2007 

T&ER 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

Blackhawk 

UH60M 

UH60M  Upgrade  Black  Hawk  Utility 
Helicopter 

2009 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CAAS 
LEUE 

Blackhawk 

UH60M  CAAS 
LEUE 

UH60M  Common  Avionics  Architecture 
System  (CAAS)  Crew  Station 

2005 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CS  LUT 

Blackhawk 

UH60M  CS  LUT 

UH60M  Crew  Station 

2006 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  EUD2 

Blackhawk 

UH60M  EUD2 

UH60M  Crew  Station 

2005 

MA 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q 

Blackhawk 

UH60Q 

UH-60Q  Aircraft 

1998 

T&ER 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q  Medical 

Blackhawk 

UH60Q  Medical 

UH60Q  Medical  Evacuation  Helicopter 

1999 

MA 

Aircraft-  Helicopter-  Utility- 
LHX 

LHX 

Voice  Technology  for  the  Light  Helicopter 
Family  (LHX) 

1985 

T&ER 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

Lakota  UH72A 

Helicopter,  Utility,  Light  UH-145  /  UH72A 

2006 

MA 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

Lakota  UH72A 

Light  Utility  Helicopter  (LUH) 

2005 

T&ER 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

Lakota  UH72A 

UH72A  Lakota  Light  Utility  Helicopter 

2007 

MA 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

Lakota  UH72A 

UH72A  Light  Utility  Helicopter  (LUH).  14 
November  2006 

2006 

MA 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

Lakota  UH72A 

UH72A  Light  Utility  Helicopter  (LUH).  26 
May  2006 

2006 

MA 

Aircraft-  Helicopter-  Utility- 
UH-1  Quick  Fix 

UH-1  Quick  Fix 

Heliborne  Electronic  Warfare  System 
(AN/ALQ- 151,  Quick  Fix) 

1978 

MA 

Aircraft-  Unmanned-  UAV- 
Aquila 

Aquila 

Aquila,  The  Army's  Remotely  Piloted 

Vehicle 

1989 

MA 

Aircraft-  Unmanned-  UAV- 
Aquila 

Aquila 

Remotely  Piloted  Vehicle  System  (Aquila) 

1988 

MA 

Aircraft-  Unmanned-  UAV- 
ER/MP 

ER/MP 

Extended  Range/Multi-Purpose  Unmanned 
Aerial  Vehicle  (ER/MP  UAV) 

2005 

MA 

Aircraft-  Unmanned-  UAV-  g- 
MAV 

g-MAV 

g-MAV  Micro-Air  Vehicle 

2007 

MA 

Aircraft-  Unmanned-  UAV- 
SUAS  Raven  B 

SUAS  Raven  B 

Small  Unmanned  Aerial  System  (SUAS) 
(Raven  B) 

2006 

MA 

Aircraft-  Unmanned-  UAV- 
SUAV 

SUAV 

Small  Unmanned  Aerial  Vehicle  (SUAV) 

2006 

MA 

Aircraft-  Unmanned-  UAV- 
TUAV 

TUAV 

Tactical  Unmanned  Aerial  Vehicle  (TUAV) 

2000 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle  (TUAV) 

2002 

MA 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle  (TUAV) 
SHADOW  200 

2002 

T&ER 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

TUAV  Shadow 

Tactical  Unmanned  Aerial  Vehicle  (TUAV). 
Volume  2.  Survivability 

2002 

T&ER 

AKMS-SKL 

AKMS-SKL 

Simple  Key  Loader  (SKL)  of  Army  Key 
Management  System  (AKMS) 

2005 

MA 

AMG 

AMG 

Antenna  Mast  Group  (AMG) 

2006 

MA 

AMMPS 

AMMPS 

Advanced  Medium-Size  Mobile  Power 

Source  (AMMPS) 

2003 

MA 

AMMPS 

AMMPS 

Advanced  Medium-size  Mobile  Power 
Sources  (AMMPS) 

2004 

MA 

AOBS 

AOBS 

Antipersonnel  Obstacle  Breaching  System 
(AOBS) 

1992 

MA 

APKWS  II 

APKWS  II 

Advanced  Precision  Kill  Weapon  System 
(APKWS)  II 

2006 

MA 

APLA 

APLA 

Anti-Personnel  Landmine  Alternative  (NSD- 
A  APLA) 

1999 

MA 

APOBS 

APOBS 

Demolition  Kit,  Breaching  System,  Anti- 
Personnel  Obstacle,  Mk  7  Mod  1  (Anti- 
Personnel  Obstacle  Breaching  system  - 
APOBS).  8  April  2001 

2001 

MA 

ARISS 

ARISS 

Army  Recruiting  Information  Support 

System  (ARISS) 

1999 

MA 

Artillery-  105mm-  Cartridge- 
DPICM  XM9 1 5/XM9 1 6 

DPICM 

XM915/XM916 

Cartridge,  105MM,  XM915/XM916,  Dual 
Purpose  Improved  Conventional  Munition 
Projectile  (DPICM) 

1997 

MA 

Artillery-  105mm-  Cartridge- 
HEPFFXM1130 

HE  PFFXM1130 

XM1130  Base  Bleed  [Denel  XM0125A1], 
105mm  High  Explosive  Pre-formed 

Fragment  (HE  PPP)  Cartridge 

2008 

MA 

Artillery-  105mm-  Cartridge- 
XM1064  IRILL 

XM1064  IRILL 

XM1064,  105mm  Infrared  (IR)  Illumination 
(IRILL)  Cartridge 

2008 

T&ER 

Artillery-  105mm-  Computer- 
GLPS 

GLPS 

Gun  Layering  and  Positioning  System 
(GLPS) 

1999 

MA 

Artillery-  105mm-  Computer- 
GLPS 

GLPS 

Gun  Laying  and  Positioning  System  (GLPS) 

1996 

MA 

Artillery-  155mm-  Charge- 
MACS 

MACS 

Modular  Artillery  Charge  System  (MACS) 

1996 

MA 

Artillery-  155mm-  Charge- 
MACS 

MACS 

Modular  Artillery  Charge  System  M232E1 
(MACS) 

2005 

MA 

Artillery-  155mm-  Charge- 
MACS 

MACS 

XM23 1  Modular  Artillery  Charge  System 
(MACS) 

1999 

MA 

Artillery-  155mm-  Charge- 
MACS 

MACS 

XM232  Modular  Artillery  Charge  System 
(MACS) 

2000 

MA 

Artillery-  155mm-  Charge- 
MACSXM231 

MACS  XM231 

Modular  Artillery  Charge  System  (MACS) 
XM231 

1997 

T&ER 

Artillery-  155mm-  Charge- 
MACSXM231 

MACS  XM231 

Modular  Artillery  Charge  System  (MACS) 
XM231 

1999 

T&ER 

Artillery-  155mm-  Charge- 
MACS  XM232 

MACS  XM232 

Modular  Artillery  Charge  System  (MACS) 
XM232 

2001 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

Artillery-  155mm-  Charge- 
MACS  XM232 

MACS  XM232 

XM232  Modular  Artillery  Charge  System 
(MACS) 

2001 

MA 

Artillery-  155mm  Charge- 
SPS  Unicharge  XM230 

SPS  Unicharge 
XM230 

XM230  Solid  Propellant  System 
(Unicharge) 

1994 

MA 

Artillery-  155mm-  Computer- 
TAD  DFCS 

TAD  DFCS 

Towed  Artillery  Digitization  Digital  Fire 
Control  System  (TAD  DFCS) 

1999 

MA 

Artillery-  155mm-  Computer- 
TAD  DFCS 

TAD  DFCS 

Towed  Artillery  Digitization  Digital  Fire 
Control  System  (TAD  DFCS) 

2000 

T&ER 

Artillery-  155mm-  Computer- 
TADS 

TADS 

M777A2  LW155  Towed  Artillery 

Digitization  System  (TADS)  /  Abbreviated 
(ASER) 

2007 

MA 

Artillery-  155mm-  Fuze- 
ETAF  M762E1 

ETAF  M762E1 

M762E1/M767E1  Electronic  Time  Artillery 
Fuze  (ETAF) 

2000 

T&ER 

Artillery-  155mm-  Fuze- 
M767 

M767 

Fuze,  Electronic  Time  (ET),  M767 

1999 

MA 

Artillery-  155mm-  Fuze- 
MOFA 

MOFA 

XM782  Multi -Option  Fuze  for  Artillery 
(MOFA) 

1999 

T&ER 

Artillery-  155mm-  Fuze- 
MOFA 

MOFA 

XM782  Multi -Option  Fuze  for  Artillery 
(MOFA) 

1999 

T&ER 

Artillery-  155mm-  Fuze- 
PDDLY 

PDDLY 

Fuze,  PD/Delay  (PDDLY),  MK399  MOD  1 
Materiel  Release 

2001 

MA 

Artillery-  155mm-  Fuze-  PGK 

PGK 

Fuze,  Multioption,  Precision  Guidance  Kit 
(PGK),  XM1 156 

2009 

MA 

Artillery-  155mm-  Fuze-  PGK 

PGK 

Precision  Guidance  Kit  (PGK) 

2006 

MA 

Artillery-  155mm-  Fuze-  PGK 

PGK 

XM1156  Precision  Guidance  Kit  (PGK) 

2007 

MA 

Artillery-  155mm-  Fuze- 
T197E2 

T197E2 

Fuze  Setting  for  Fuze,  Mtsq,  T197E2 

1963 

MA 

Artillery-  155mm-  Fuze- 
XM765 

XM765 

XM762  and  M577  Fuzes 

1990 

MA 

Artillery-  155mm-  Projectile- 
BDMXM141 

BDMXM141 

Bunker  Defeat  Munition  (BDM)  XM141 

1998 

MA 

Artillery-  155mm-  Projectile- 
DPICM  XM982 

DPICM  XM982 

XM982,  Extended  Range,  Dual  Purpose 
Improved  Conventional  Munition  (DPICM) 
Projectile 

1997 

MA 

Artillery-  155mm-  Projectile- 
Excalibur 

Excalibur 

Precision  Engagement  Projectile,  155mm, 
Excalibur  Unitary  Projectile  (XM982)  Block 
la-2 

2007 

MA 

Artillery-  155mm-  Projectile- 
Excalibur 

Excalibur 

XM982  Precision  Guided  Extended  Range 
155mm  Artillery  Projectile,  Excalibur 

2005 

MA 

Artillery-  155mm-  Projectile- 
Excalibur  XM892 

Excalibur  XM892 

XM982  Excalibur  155mm  Precision  Guided 
Extended  Range  Artillery  Projectile 

2004 

T&ER 

Artillery-  155mm-  Projectile- 
RADAM 

RADAM 

Remote  Area  Denial  Artillery  Munition 
(RADAM) 

2000 

MA 

Artillery-  155mm-  Projectile- 
SADARM 

SAD ARM 

Sense  and  Destroy  Armor  (SADARM), 
XM898  Projectile 

1994 

T&ER 

Artillery-  155mm-  Projectile- 
SADARM 

SADARM 

Sense  and  Destroy  Armor  Munition 
(SADARM) 

1998 

MA 

Artillery-  155mm-  Projectile- 
XM1066  IRILL 

XM1066  IRILL 

Projectile,  155mm  Infrared  (IR) 

Illuminating,  XM1066 

2009 

MA 

Artillery-  Computer-  BCS 

BCS 

Battery  Computer  System  (BCS)  Human 
Factors  Field  Evaluation 

1984 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

ASLMS 

ASLMS 

Authorized  Stockage  List  Mobility  System 
(ASLMS) 

2004 

T&ER 

ASWDS 

ASWDS 

Airborne  Scraper  and  Water  Distribution 
System  (ASWDS)  Type  Classification  - 
Generic  Decision 

2001 

MA 

ATASs 

ATASs 

Portability  Test  and  Human  Factors 
Evaluation  of  Ten  Antiarmor  Systems 
(ATASs) 

1984 

MA 

ATG-MIP 

ATG-MIP 

AN/TPQ-37  Antenna  Transceiver  Group 
(ATG)  Mobility  Improvement  Program 
(MIP) 

1994 

MA 

ATIRCM 

ATIRCM 

AN/ALQ-212  Advanced  Threat  Infrared 
Countermeasures  (ATIRCM) 

2001 

T&ER 

ATLAS  II 

ATLAS  II 

All-Terrain  Lifter,  Army  System  (ATLAS) 

II  /  Abbreviated  (ASER) 

2005 

MA 

ATRS 

ATRS 

Automatic  Test  And  Repair  System  (ATRS) 

[  AN/MSM- 1 05(  V)  1  ] 

1984 

T&ER 

AVCATT-A 

AVCATT-A 

Aviation  Combined  Anus  Tactical  Trainer  - 
Aviation  Reconfigurable  Manned  Simulator 
(AVCATT-A) 

2003 

MA 

BASIC 

BASIC 

Body  Armor  Set,  Individual  Countermine 
(BASIC) 

1993 

T&ER 

BASIC  P3I 

BASIC  P3I 

Body  Armor  Set,  Individual  Countermine 
Preplanned  Product  Improvement  (BASIC 
P3I)  (Full  Rate  Production  Decision  and 
Update  to  Type  Classification  System 
Evaluation  Report) 

2001 

T&ER 

BASIC-P3I 

BASIC-P3I 

Body  Armor  Set,  Individual  Countermine, 
Preplanned  Product  Improvement  (BASIC 
P3I) 

2000 

MA 

BAT 

BAT 

Brilliant  AntiArmor  Submunition  (BAT) 

1998 

MA 

BCIS 

BCIS 

Battlefield  Combat  Identification  System 
(BCIS) 

1993 

T&ER 

BCIS 

BCIS 

Battlefield  Combat  Identification  System 
(BCIS) 

2002 

MA 

BCP 

BCP 

Stryker  -  Battery  Command  Post  (BCP) 

2007 

MA 

BDAR 

BDAR 

Battle  Damage  Assessment  and  Repair 
(BDAR)  System 

2005 

MA 

BESS-  Omega  60 

BESS-Omega  60 

Battlefield  Effect  Simulator  System  (BESS): 
Omega  60  Launcher  with  the  Pyrotechnic, 
Hostile  Fire  -  XM34,  and  the  Pyrotechnic, 
White  Star  -  XM35 

2006 

T&ER 

BNBFBSBSG 

BNBFBSBSG 

Ballistic/Non-Ballistic  Face  and  Body 

Shields,  and  Ballistic  Shin  Guards 
(BNBFBSBSG) 

1998 

T&ER 

Boat-  Barge-  BD 

BD 

115-Ton  Barge  Derrick  (BD),  6800-Class 

1998 

T&ER 

Boat-  Tug-  ST 

ST 

60-Foot  Small  Tug  (ST),  900-Class 

1999 

MA 

Body  Armor-  Armored  Vest 
M1955 

Armored  Vest 
M1955 

USMC  M1955  Armored  Vest  and  the 
Proposed  Titanium  Nylon  Improved 
Conventional  Munitions  Protective  Armored 
Vest  (48  Plate) 

1973 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Body  Armor-  CBA-Plus 

CBA-Plus 

Concealable  Ballistic  Armor-Plus  (CBA- 
Plus) 

2003 

T&ER 

Body  Armor-  Interceptor 

Body  Armor-  IBA 

Interceptor  Body 
Armor-IBA 

Interceptor  Body  Armor  (IBA) 

1999 

T&ER 

Body  Armor-  Interceptor 

Body  Armor-  IBA 

Interceptor  Body 
Armor-IBA 

Interceptor  Body  Armor  (IBA) 

1999 

MA 

Bofors  ATWS 

Bofors  ATWS 

Bofors  Infantry  Light  and  Lethal  (BILL) 
Antitank  Weapon  System  (ATWS) 

1989 

MA 

Breacher 

Breacher 

Ml  Breacher  (Grizzly) 

1996 

T&ER 

BVTC 

BVTC 

Battlefield  Video  Teleconference  (BVTC) 
System 

2002 

MA 

C3I2 

C3I2 

C3I  Test  Instrumentation  (C3I2)  system 
(Data  Collection  Subsystem) 

1990 

MA 

C3I2  DCS 

C3I2  DCS 

C3I  Test-Instrumentation  System:  Data 
Reduction  Subsystem  (DRS) 

1992 

MA 

CABS 

CABS 

Cockpit  Air  Bag  System  (CABS).  12  March 
2001 

2001 

T&ER 

CABS 

CABS 

Cockpit  Air  Bag  Systems  (CABS) 

2001 

T&ER 

CALSET  2000 

CALSET  2000 

Calibration  Set  2000  (CALSET  2000) 

2001 

T&ER 

Cannon-  105mm-  Cartridge- 
APC  Canister  Ml 040 

APC  Canister 

Ml  040 

Cartridge,  105MM  Canister,  Anti-Personnel, 
Ml  040 

2006 

T&ER 

Cannon-  105mm-  Cartridge- 
APC  Canister  Ml 040 

APC  Canister 

Ml  040 

Cartridge,  105mm,  Canister,  M1040 

2007 

MA 

Cannon-  105mm-  Cartridge- 
APC  Canister  XM1040 

APC  Canister 
XM1040 

Cartridge,  105mm:  Canister,  XM1040 

2005 

MA 

Cannon-  105mm-  Cartridge- 
APC  Canister  XM1040 

APC  Canister 
XM1040 

Cartridge,  105mm:  Canister,  XM  1040 

2006 

T&ER 

Cannon-  105mm-  Cartridge- 
APC  Canister  XM 1040 

APC  Canister 
XM1040 

XM1040  105mm  Anti-Personnel  Canister 
Cartridge 

2005 

T&ER 

Cannon-  105mm-  Cartridge- 
HE  M3  93 A3 

HE  M3  93 A3 

M3  93 A3  105mm  High  Explosive  Cartridge 
and  the  M467A1  105mm  Target  Practice 
Cartridge 

2005 

MA 

Cannon-  105mm-  Cartridge- 
HERA 

HERA 

Cartridge,  105mm:  High  Explosive  Rocket 
Assist  (HERA),  M927 

2007 

MA 

Cannon-  105mm-  Cartridge- 
HERA 

HERA 

Cartridge,  105mm:  High  Explosive  Rocket 
Assist  (HERA),  XM913/XM927M927 

1990 

T&ER 

Cannon-  25mm-  Cartridge- 
APFSDS-T  M919 

APFSDS-T  M919 

25mm,  Armor-Piercing  Fin  Stabilized 
Discarding  Sabot-Tracer  (APFSDS-T), 

M919  Cartridge  With  Swiss  Munitions 
Extruded/Impregnated  (El)-Propellant 

2000 

T&ER 

Cannon-  25mm-  Cartridge- 
APFSDS-T  M919  (rev) 

APFSDS-T  M919 
(rev) 

25mm,  Armor-Piercing  Fin  Stabilized 
Discarding  Sabot-Tracer  (APFSDS-T), 

M919  Cartridge  With  Swiss  Munitions 
Extruded/Impregnated  (El)-Propellant 
(Revised) 

2000 

MA 

Cannon-  Cartridge-  120mm- 
APFSDS-T  AKE  M829E4 

APFSDS-T  AKE 
M829E4 

Armor  Piercing  Fin  Stabilized,  Discarding 
Sabot,  with  Tracer  (APFSDS-T)  Advanced 
Kinetic  Energy  (AKE)  Cartridge,  120mm, 
M829E4 

2009 

MA 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A2 

APFSDS-T 

M829A2 

Cartridge,  120mm,  Armor  Piercing,  Fin 
Stabilized,  Discarding  Sabot  -  Tracer 
(APFSDS-T),  M829A2 

1994 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A3 

APFSDS-T 

M829A3 

on  the  Cartridge,  120mm,  Armor  Piercing, 

Fin  Stabilized,  Discarding  Sabot,  with 

Tracer  (APFSDS-T),  M829A3 

2005 

MA 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

APFSDS-T 

M829E3 

Armor  Piercing  Fin  Stabilized,  Discarding 
Sabot,  with  Tracer  (APFSDS-T)  Cartridge, 
120mm,  M829E3 

2002 

T&ER 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

APFSDS-T 

M829E3 

Cartridge,  120mm  Armore  Piercing,  Fin 
Stabilized,  Discarding  Sabot,  with  Tracer 
(APFSDS-T),  M829E3  (U) 

2003 

T&ER 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

APFSDS-T 

M829E3 

Cartridge,  120mm,  Armor  Piercing,  Fin 
Stabilized,  Discarding  Sabot,  with  Tracer 
(APFSDS-T),  M829E3,  Full-Rate 

Production  -  Type  Classification  Standard 

2003 

T&ER 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

APFSDS-T 

M829E3 

Live  Fire  Lethality  Test  for  Cartridge: 

120mm  APFSDS-T,  M829E3  (U) 

2002 

T&ER 

Cannon-  Cartridge-  120mm- 
Canister  Ml  028 

Canister  M1028 

Cartridge,  120mm:  Canister,  M1028 

2006 

T&ER 

Cannon-  Cartridge-  120mm- 
Canister  M1028 

Canister  M1028 

Full-Rate  Production/Type  Classification  - 
Standard  Decision  for  the  M1028  120mm 
Canister  Cartridge 

2005 

T&ER 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

Canister  XM1028 

XM1028  120mm  Canister  Cartridge 

2005 

MA 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

Canister  XM1028 

Cartridge,  120mm,  Canister,  XM1028 

2004 

MA 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

Canister  XM1028 

Cartridge,  120mm,  Canister,  XM1028 

2006 

MA 

Cannon-  Cartridge-  120mm- 
HEAT  MP-T  M830E1 

HEAT  MP-T 
M830E1 

M830E1,  120mm,  High  Explosive 

AntiTank-  Multipurpose  -  Tracer,  Cartridge 
(HEAT  MP-T) 

1994 

T&ER 

Cannon-  Cartridge-  120mm- 
HE-OR-T 

HE-OR-T 

Cartridge  120mm  High  Explosive-Obstacle 
Reduction  (HE-OR-T)  XM908 

2002 

MA 

Cannon-  Cartridge-  120mm- 
KE-WA1 

KE-WA1 

Cartridge,  120mm,  KE-WA1  for  Foreign 
Military  Sale  to  the  Government  of  Egypt 
(GOE) 

2000 

MA 

Cannon-  Cartridge-  120mm- 
MRM 

MRM 

Cartridge,  120mm,  Mid-Range  Munition 
(MRM) 

2004 

T&ER 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

TPMP-T  M1002 

Cartridge,  120mm,  Target  Practice  Multi- 
Purpose  with  Tracer  (TPMP-T),  M1002. 
System  Evaluation  Report  Produced  in 
Support  of  Type  Classification  -  Standard 
and  Full  Rate  Production  Decisions 

2006 

T&ER 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

TPMP-T  Ml 002 

Cartridge,  120mm,  Target  Practice  Multi- 
Purpose  with  Tracer,  M1002 

2007 

T&ER 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

TPMP-T  XM1002 

XM1002  120mm  Target  Practice  Multi- 
Purpose  with  Tracer  (TPMP-T)  Cartridge 

2005 

MA 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 

Practice  Multi-Purpose  With  Tracer) 

2003 

MA 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 

Practice  Multi-Purpose  with  Tracer) 

XM1002 

2004 

MA 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

TPMP-T  XM1002 

Cartridge,  120mm,  TPMP-T  (Target 

Practice  Multi-Purpose  with  Tracer) 

XM1002 

2006 
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MA 

Cannon-  Cartridge-  120mm- 
TP-T  M831E2 

TP-T  M831E2 

M831E2,  120mm,  Target  Practice  with 

Tracer  Cartridge  (TP-T) 

1994 

MA 

CCMCK 

CCMCK 

Close  Combat  Mission  Capabilities  Kit 
(CCMCK) 

2008 

MA 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer  (CCTT) 

1998 

T&ER 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer  (CCTT) 

2000 

T&ER 

CCTT 

CCTT 

Close  Combat  Tactical  Trainer  (CCTT) 
Primary  1  (PI)  Temperate  Database 

2002 

T&ER 

CHCS 

CHCS 

Composite  Health  Care  System  (CHCS)  II, 
Block  2 

2005 

MA 

Computer-  AIS-  RCAS 

RCAS 

Reserve  Component  Automation  System 
(RCAS) 

1996 

T&ER 

Computer-  AIS-  RCAS 

RCAS 

Reserve  Component  Automation  System 
(RCAS)  Increment  4/5 

2001 

T&ER 

Computer-  AIS-  RCAS 

RCAS 

Reserve  Component  Automation  System 
(RCAS)  Increment  8 

2003 

T&ER 

Computer-  Client/Server- 
CMIS 

CMIS 

Configuration  Management  Information 
System  (CMIS)  Version  (V.)5.1.3.1 

1998 

T&ER 

Computer-  JCALS 

JCALS 

Joint  Computer-Aided  Acquisition  and 
Logistics  Support  (JCALS)  for  SWP  3.1 

2002 

T&ER 

Computer-  Simulation- 
Models-  MATH 

Simulation- 

Models-Math 

Combined  Site  Acceptance  Test  (SAT)  and 
Operational  Test  and  Evaluation  (OT&E)  of 
the  Math  Models  (Wholesale)  Version  1.0 

1998 

T&ER 

Computer-  Test-  NGATS 

NGATS 

Next  Generation  Automation  Test  System 
(NGATS)  Version  6 

2009 

T&ER 

Computer-  Test-  SPORT 

SPORT 

Soldier's  Portable  On-System  Repair  Tool 

1998 

MA 

CORPS  SAM 

CORPS  SAM 

Corps  Surface-to-Air  Missile  (CORPS 

SAM) 

1993 

T&ER 

CROWS  XM101 

CROWS  XM101 

Common  Remotely  Operated  Weapon 

Station  (CROWS)  Milestone  (MS)  B 

2004 

MA 

CROWS  XM 101 

CROWS  XM101 

XM101  Common  Remotely  Operated 
Weapons  Station  (CROWS) 

2005 

T&ER 

CS 

CS 

Containerized  Shower  (CS) 

1999 

T&ER 

CSPBA 

CSPBA 

Concealable  Stab  Protective  Body  Armor 
(CSPBA) 

2002 

MA 

CTASC-II 

CTASC-II 

Corps/Theater  Automated  Data  Processing 
(ADP)  Service  Center  -  II  (CTASC-II) 

1995 

MA 

CVCCS  HCW 

CVCCS  HCW 

Proposed  Ground  Combat  Vehicle 
Crewmember  Clothing  System  (CVCCS), 

Hot  and  Cold  Weather 

1980 

MA 

CWHW 

CWHW 

Cold- Wet  Handwear  (CWHW) 

1972 

MA 

DAGR 

DAGR 

Defense  Advanced  Global  Positioning 

System  Receiver  (DAGR) 

2004 

T&ER 

DCGS-A 

DCGS-A 

Distributed  Common  Ground  System  - 
Army  (DCGS-A).  Version  3.0 

2008 

MA 

DCGS-A 

DCGS-A 

Distributed  Common  Ground  System- Army 
(DCGS-A) 

2004 

T&ER 

DMS-A 

DMS-A 

Defense  Messaging  System  -  Army 

Extension  into  the  Tactical  Environment 
(DMS-A) 

2004 
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T&ER 

DMS-A 

DMS-A 

Defense  Messaging  System- Army  Extension 
into  the  Tactical  Environment  (DMS-A) 

2003 

T&ER 

DSB 

DSB 

Dry  Support  Bridge  (DSB) 

2003 

T&ER 

DTS  1.7. 0.2 

DTS  1. 7.0.2 

Defense  Travel  System  (DTS)  Monroe 
Release  vl.7.0.2 

2006 

T&ER 

DTS  1.7.1. 5 

DTS  1. 7.1.5 

Defense  Travel  System  (DTS)  Monroe 
Release  vl.7.1.5 

2007 

T&ER 

DTSCBAv.3 

DTSCBAv.3 

Defense  Travel  System  (DTS)  Centrally 

Billed  Account  (CBA)  Reconciliation 

Module  Version  3 

2005 

T&ER 

DTS  Madison 

DTS  Madison 

Defense  Travel  System  (DTS)  Madison 
Release 

2005 

T&ER 

DTS  Madison  1.6a 

DTS  Madison  1.6a 

Defense  Travel  System  (DTS)  Madison 
Release  A  (v.l.6a) 

2005 

MA 

EBIST 

EBIST 

Exoskeleton  Boot  Interface  Sole  Thickness 
(EBIST) 

2006 

T&ER 

ECDS 

ECDS 

Enhanced  Containerized  Delivery  System 
(ECDS)  /  Abbreviated  ( ASER) 

2006 

MA 

ECWCE 

ECWCE 

Experimental  Reversible  Extreme  Cold 
Weather  Clothing  Ensemble 

1977 

MA 

EETF 

EETF 

Evaluation  of  Selected  MANPRINT  Issues 
for  the  Product  Improvement  Program  of  the 
OQ-290(V)1  Electronic  Equipment  Test 
Facility  (EETF) 

1988 

MA 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle  (ENVG) 

2005 

T&ER 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle  (ENVG)  / 
Abbreviated  (ASER) 

2005 

T&ER 

ENVG 

ENVG 

Enhanced  Night  Vision  Goggle  (ENVG) 
AN/PSQ-20  (ACAT  III) 

2007 

MA 

EPIAFS 

EPIAFS 

Enhanced  Portable  Inductive  Artillery  Fuze 
Setter  (EPIAFS) 

2006 

MA 

EPIAFS 

EPIAFS 

Enhanced  Portable  Inductive  Artillery  Fuze 
Setter  (EPIAFS) 

2007 

MA 

Explosives-  Bangalore  BTDK 

Bangalore  BTDK 

2.5  Ft.  Bangalore  Torpedo  Demolition  Kit 
(BTDK);  MIA3 

2008 

T&ER 

Explosives-  Bangalore  BTDK 

Bangalore  BTDK 

2.5-Foot  Bangalore  Torpedo  (BTDK) 

2005 

T&ER 

Explosives-  Blasting  Cap- 
M16 

Blasting  Cap  M16 

M16  Blasting  Cap 

2001 

MA 

Explosives-  DBK  XM303 

DBK  XM303 

Demolition  Kit,  Blasting  (DBK):  XM303, 
Special  Operation  Forces. 

1998 

MA 

Explosives-  FPE 

FPE 

Fighting  Position  Excavator  (FPE) 

1996 

MA 

Explosives-  HE  WAM  XM93 

HE  WAM  XM93 

Basic  Hand  Emplaced  Wide  Area  Munition 
(Basic  HE-WAM),  XM93,  and  the  Basic 
HE-WAM  Individual  (XM98)  and 

Collective  XM97)  Training  Devices 

1999 

T&ER 

Explosives-  HE-WAM 

HE-WAM 

Hand  Emplaced  -  Wide  Area  Munirtion 
(HE-WAM) 

2000 

MA 

Explosives-  IMS 

IMS 

Intelligent  Munitions  System  (IMS) 

2005 

T&ER 

Explosives-  IMS-  FCS 

IMS  FCS 

Intelligent  Munition  System  (IMS) 

Increment  1  Milestone  B 

2005 

T&ER 

Explosives-  MCCM 

MCCM 

Modular  Crowd  Control  Munition  (MCCM) 

1998 
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Long  Name 
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T&ER 

Explosives-  MCCM 

MCCM 

Modular  Crowd  Control  Munition  (MCCM) 

1999 

T&ER 

Explosives-  MDI 

MDI 

Modernized  Demolition  Initiator  (MDI), 

M18 

2001 

MA 

Explosives-  MDI 

MDI 

Modernized  Demolition  Initiators  (MDI) 
tactical  components  (XM19,  XM21,  and 
XM23),  and  the  inert  training  devices 
(XM20  and  XM22) 

2002 

T&ER 

Explosives-  MDI 

MDI 

Modernized  Demolition  Initiators  (MDI) 
XM151,  XM152  Boosters  and  XM 152  Inert 
Booster  Milestone  III 

2000 

T&ER 

Explosives-  MDI 

MDI 

XM19/21/23  Modernized  Demolition 
Initiators  (MDI) 

2002 

T&ER 

Explosives-  MDI  Booster 

MDI  Booster 

Modernized  Demolition  Initiators  (MDI) 

M151  &  Ml 52  Boosters  and  Ml 52  Inert 
Boosters 

2001 

MA 

Explosives-  MOF 

MOF 

M734E1  Multi-Option  Fuze  for  Mortars 

1996 

T&ER 

Explosives-  RAMS 

RAMS 

Remote  Activation  Munition  System 
(RAMS)  (Material  Release) 

1999 

T&ER 

Explosives-  RAMS 

RAMS 

Remote  Activation  Munition  System 
(RAMS)  M17  Receiver  and  AM85  Trainer 
Materiel  Release 

2004 

T&ER 

Explosives-  RAMS 

RAMS 

Remote  Activation  Munition  System 
(RAMS)  XM17  Receiver  Milestone  III 

2001 

MA 

Explosives-  RAMS 

RAMS 

XM85  Training  Device  and  the  M17 

Receiver  of  the  Remote  Activation  Munition 
System  (RAMS) 

2004 

T&ER 

Explosives-  RAMS  MI 

RAMS  MI 

Firing  Device,  Demolition:  Magneto- 
Inductive  Remote  Activation  Munition 

System  (MI-RAMS),  M156  (M27 

Transmitter  and  M39  Type  A  Receiver), 
Milestone  C.  TC-Standard/Full-Rate 
Productions  and  Full  Materiel  Release 
Decision 

2008 

MA 

Explosives-  RAMS  MI 

RAMS  MI 

Magneto  Inductive  Remote  Activation 
Munition  System  (MI-RAMS),  M156 

2008 

MA 

Explosives-  RAMS  MI 

RAMS  MI 

Magneto  Inductive  Remote  Activation 
Munition  System  (MI-RAMS),  XM156 

2006 

T&ER 

Explosives-  RAMS  MI 

RAMS  MI 

Magneto-Inductive  Remote  Activation 
Munition  System  (MI  RAMS) 

2003 

T&ER 

Explosives-  SDK 

SDK 

Special  Operations  Forces  (SOF) 

Demolition  Kit  Large  (SDK)  Explosively 
Formed  Penetrator 

2000 

MA 

Explosives-  SDK 

SDK 

Special  Operations  Forces  Demolition  Kit 
(SDK)  M303 

2005 

T&ER 

Explosives-  SDK-  FP-EFP 

SDK  FP-EFP 

Special  Operations  Forces  Demolition  Kit 
(SDK)  Fence  Piercing-Explosively  Formed 
Penetrator  (FP-EFP) 

2006 

T&ER 

Explosives-  SDK  M303 

SDK  M303 

M303  Special  Operations  Forces  Demolition 
Kit  (SDK)  Full  Materiel  Release 

1999 

T&ER 

Explosives-  SDK-  MEFP-CC 

SDK  MEFP-CC 

Special  Operations  Forces  Demolition  Kit 
(SDK)  Multi-Faceted  Explosively  Formed 
Penetrator  (MEFP)  and  Cable  Cutter  (CC) 

2004 
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Short  Name 

Long  Name 

Year 

T&ER 

Explosives-  SDK-  MEFP-CCs 

SDK  MEFP-CCs 

Special  Operations  Forces  Demolition  Kit 
(SDK)  Multi-Faceted  Explosively  Formed 
Penetrator  (MEFP),  Small  and  Large  Cable 
Cutters  (CCs),  and  Large  Cable  Cutters 
(CCs),  and  Medium  and  Large  Linear 

Shaped  Charges  (LSC) 

2005 

T&ER 

Explosives-  SLAM 

SLAM 

M4,  Selectable  Lightweight  Attack  Munition 
(SLAM) 

2001 

MA 

Explosives-  SLAM 

SLAM 

M4E1  Selectable  Lightweight  Attack 
Munition  (SLAM)  and  the  M320E1  SLAM 
Improved  Functional  Trainer 

2008 

T&ER 

Explosives-  SLAM 

SLAM 

Munition,  Selectable  Lightweight  Attack 
(SLAM):  M4E1  and  SLAM  Improved 
Functional  Trainer  (SIFT):  M320E1 

2008 

MA 

Explosives-  SLAM- 
XM2/XM3  /XM2  9  9 

SLAM- 

XM2/XM3/XM299 

XM2  Selectable  Lightweight  Attack 

Munition;  XM3  Demolition  Attack 

Munition;  and  XM299  Training  Kit, 

Selectable  Lightweight  Attack  Munition 

1994 

MA 

Explosives-  SMB 

SMB 

Standoff  Minefield  Breacher  (SMB) 

1994 

MA 

Explosives-  Spider  XM7 

Spider  XM7 

Non-Self  Destmct-  Alternative  (NSD-A), 
(SPIDER),  Project  No.  69-MP-2641-04 

2004 

MA 

Explosives-  Spider  XM7 

Spider  XM7 

Spider  XM7,  Dispensing  Set,  Network 
Command  Munition  (NCM) 

2006 

MA 

Explosives-  Spider  XM7 

Spider  XM7 

Spider  XM7,  Dispensing  Set,  Network 
Command  Munition  (NCM) 

2009 

MA 

Explosives-  TD-SYDET 

TD-SYDET 

Firing  Device,  Demolition:  XM153  Time 
Delay-Sympathetic  Detonator  (TD-SYDET) 
and  XM3 16  Trainer  Kit 

2005 

T&ER 

Explosives-  TD-SYDET 

TD-SYDET 

XM153  Time  Delay/Sympathetic  Detonator 
(TD-SYDET)  and  XM3 1 6  Trainer 

2005 

T&ER 

Explosives-  TD-SYDET 

TD-SYDET 

XM153  Time/Delay/Sympathetic  Detonator 
(TD/SYDET)  and  XM3 16  Trainer 

2001 

MA 

FAAD-C2I 

FAAD-C2I 

Forward  Area  Air  Defense  (FAAD) 
Command,  Control  and  Intelligence  (C2I) 

1995 

MA 

FAMTG  XM24E1 

FAMTG  XM24E1 

Simulator,  Flash  Artillery  Main  Tank  Gun 
(FAMTG),  XM24E1 

1991 

T&ER 

FBN 

FBN 

Family  of  Batons  and  Nightsticks  (FBN) 

2002 

MA 

FCS-  NLOS-C 

NLOS-C 

FCS  Non-Line  of  Sight  Cannon  (NLOS 
Cannon) 

2009 

MA 

FDD 

FDD 

Firing  Device,  Demolition:  Delay  Type 
Electronic  M147  and  the  Timer,  Interval, 
Training  Kit:  M45 

1995 

MA 

FED 

FED 

Forward  Entry  Device  (FED) 

1991 

MA 

FFW 

FFW 

Future  Force  Warrior  Technologies 

2007 

MA 

FHMUX 

FHMUX 

Frequency  Hopping  Multiplexer  (FHMUX) 

1996 

T&ER 

Fire  Fighter-  Glove-  J-FIRE 

J-FIRE 

Joint  Firefighter  Integrated  Response 
Ensemble  (J-FIRE)  Glove 

2000 

T&ER 

FIS-C 

FIS-C 

Firefighters  Integrated  Suit  -  Combat  (FIS- 
C)  (Type  Classification  -  Standard 

Decision). 

1998 
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MA 

FLASH 

FLASH 

Close  Combat  Cueing  System  (FLASH 
Simulator) 

1993 

T&ER 

FOL 

FOL 

Manpack  Version  of  the  Family  of 
Loudspeakers  (FOL) 

1999 

MA 

FPS 

FPS 

Proposed  Army  Infantry/Marine 
Fragmentation  Protective  Systems  (FPS) 

1974 

MA 

FRPC 

FRPC 

XM93 1  120mm  Mortar  Full  Range  Practice 
Cartridge  (FRPC) 

1996 

T&ER 

FRS 

FRS 

Forward  Repair  System  (FRS) 

2000 

MA 

GB2  Baseplate 

GB2  Baseplate 

Redesigned  Baseplate  and  Baseplate 

Wrench  for  the  M687,  155mm,  GB2  Binary 
Projectile 

1987 

T&ER 

GBS-TIP/TGRS 

GBS-TIP/TGRS 

Global  Broadcast  Service  Transportable 
Ground  Receive  Suite  and  Theater  Injection 
Point  (GBS-TIP/TGRS) 

2003 

MA 

GEN  II  FLIR 

GEN  II  FLIR 

Second  Generation  Forward  Looking 

Infrared  System  (Gen  II  FLIR) 

1994 

T&ER 

Generator-  DPGDS  MEP-PU- 
810B 

DPGDS  MEP-PU- 
81 0B 

Deployable  Power  Generation  and 
Distribution  System  (DPGDS)  MEP-PU- 
810B 

2002 

MA 

Generator-  MTG-2KW 

MTG-2KW 

2kW  Military  Tactical  Generator  (MTG) 

1998 

MA 

Generator-  QRG-  Corps/Div 

QRG-Corps/Div 

Quiet  Reliable  Generators  For  Corps  And 
Division  Headquarters 

1987 

MA 

Generator-  TMSS-M 

TMSS-M 

Trailer  Mounted  Support  System-Medium 
(TMSS-M) 

2005 

MA 

Generator-  TQG  100/200  KW 

TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG) 

1998 

MA 

Generator-  TQG  100/200  KW 

TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG) 

2004 

T&ER 

Generator-  TQG  100/200  KW 

TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG)  Sets 

1999 

T&ER 

Generator-  TQG  100/200  KW 

TQG  100/200  KW 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG)  Sets 

2004 

MA 

Generator-  TQG  3KW 

TQG  3KW 

3KW  Tactical  Quiet  Generator  (TQG-3KW) 

1999 

T&ER 

Generator-  TQG  30/60  KW 

TQG  30/60  KW 

Family  of  Tactical  Quiet  Generators  (TQG) 
(30/60  KW) 

2001 

T&ER 

Generator-  TQG-  3KW 

TQG-3KW 

3-Kilowatt  Tactical  Quiet  Generator  (3kW 
TQG) 

2000 

MA 

GFEBS 

GFEBS 

General  Fund  Enterprise  Business  System 
(GFEBS) 

2009 

MA 

GoldenEye-50  OCU 

GoldenEye-50 

OCU 

GoldenEye-50  Operator  Control  Unit  (OCU) 

2005 

T&ER 

Grenade-  Hand-  LFHG  XM96 

LFHG  XM96 

XM96  Lightweight  Fragmentation  Hand 
Grenade  (LFHG) 

2001 

MA 

Grenade-  Hand-  Non  Lethal 
Bursting  NLBHG  XM104 

Non  Lethal 

Bursting  NLBHG 
XM 1 04~ 

XM  104  Non-Lethal  Bursting  Hand  Grenade 
(NLBHG) 

2008 

MA 

Grenade-  Hand-  Practice  Stun 
RSPHG  XM102 

Practice  Stun 
RSPHG  XM  102 

Reloadable,  Stun,  Practice  Hand  Grenade 
(RSPHG),  XM102 

1998 

MA 

Grenade-  Hand-  Stun  SHG 
XM84 

Stun  SHG  XM84 

Stun  Hand  Grenade  (SHG),  XM84 

1998 
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Long  Name 
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T&ER 

Grenade-  Hand-  Stun  SHG 
XM84 

Stun  SHG  XM84 

XM84  Stun  Hand  Grenade  (SHG) 

1998 

MA 

Grenade  Launcher-  40mm- 
Automatic-  ALC  XM174 

ALC  XM  174 

XM-174  Automatic  Grenade  Launcher 

1968 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  ANLM  XM1 1 12 

ANLM  XM1112 

40mm,  XM1 1 12  Airburst  Non-Lethal 
Munition  (ANLM) 

2007 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  AP-IS  M81A1E1 

AP-IS  M81A1E1 

Cartridge,  40mm,  Armor  Piercing  with 

Impact  Signature  (AP-IS),  M81A1E1 

1999 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  ASLM 

ASLM 

XM320  Area  Suppression  Lethality  Module 
(ASLM) 

2006 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

CC 

Cartridge,  40mm,  Canister,  M1001 

2006 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

CC 

XM1001  40mm  Canister  Cartridge  (CC) 

2000 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

CDC 

40mm  Crowd  Dispersal  Cartridge,  XM1029. 
21  March  2001 

2001 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

CDC 

Non-Lethal  40mm  Crowd  Dispersal 

Cartridge 

1998 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

CDC 

XM  1029  40mm  Crowd  Dispersal  Cartridge 
(CDC) 

2001 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  CS  Munition 

CS  Munition 

E24  CS  Munition 

1965 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  Dummy  M922A1 

Dummy  M922A1 

40mm,  M922A1  Dummy  Cartridge 

1993 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  HEDP 

HEDP 

40mm,  M430A1,  High  Explosive  Dual 

Purpose  (HEDP)  Cartridge 

1994 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  Machinegun- 
Practice  MK281 

MK281  40mm 
Practice  Cartridge 

MK281  MOD  0  40mm  Practice  Cartridge 

2004 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  NLCXM1006 

NLC  XM1006 

40mm  Non  Lethal  Cartridge,  XM1006 

1998 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM1006 

NLC  XM  1006 

XM1006  40mm  Non-Lethal  Cartridge 

1999 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge- NLC  XM 1006 

NLC  XM  1006 

XM1006  40mm  Non-Lethal  Cartridge 

1999 

T&ER 

Grenade  Launcher-  40mm- 
Cartridge-  NLC-CS 

NLC-CS 

12  Gauge  and  40mm  Nonlethal  Ammunition 
for  Contingency  Stockpile 

2000 

MA 

Grenade  Launcher-  40mm- 
Cartridge-  NLM  (NLSRM) 

NLM  (NLSRM) 

XM1  044  Non-Lethal  Munition  (NLM)  for 
the  MK19  Grenade  Machine  Gun  (NLM  / 
NLSRM) 

2006 

MA 

Grenade  Launcher-  40mm- 
GLM  XM320 

GLM  XM320 

XM320  /  XM320E1  Grenade  Launcher 
Module  (GLM) 

2008 

T&ER 

Grenade  Launcher-  40mm- 
GLM  XM320 

GLM  XM320 

XM320  Grenade  Launcher  Module  (GLM) 

2007 

T&ER 

Grenade  Launcher-  40mm- 
Machine  Gun  Mount-  MK64 

Machine  Gun 
Mount-MK64 

MK64  MOD  9  Machine  Gun  Mount  for  the 
40mm  MK19  Machine  Gun 

1997 

MA 

Grenade  Launcher- 
Automatic-  Sight  Bracket 

MK19 

Sight  Bracket 

MK19 

Three  Adjustable  Sight  Brackets  For  The 

MK  1 9  Automatic  Grenade  Launcher 

1998 

T&ER 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma 
Distraction  XM98/XM99 

Blunt  Trauma 

Distraction 

XM98/XM99 

66mm  Non-Lethal  Grenades:  XM98 
Distraction/XM99  Blunt  Trauma 

2001 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma 
Distraction  XM98/XM99 

Blunt  Trauma 

Distraction 

XM98/XM99 

66mm  XM98  Distraction  and  XM99  Blunt 
Trauma  Grenades/Cartridges 

1999 

T&ER 

Grenade  Launcher-  Cartridge- 
66mm-  CS  L96A1 

CSL96A1 

Grenade,  Discharger:  Anti-Riot,  Irritant, 

CS,  L96A1  and  Grenade,  Discharger:  Anti- 
Riot,  Practice,  L97A1 

2001 

MA 

GSE/GSS 

GSE/GSS 

Ground  Soldier  Ensemble  (GSE)  /  Ground 
Soldier  System  (GSS) 

2008 

T&ER 

GSTAMIDS 

GSTAMIDS 

Ground  Standoff  Minefield  Detection 

System  (GSTAMIDS)  -Vehicle-Mounted 
Mine  Detector  (VMMD) 

1998 

T&ER 

GSTAMIDS 

GSTAMIDS 

Ground  Standoff  Minefield  Detection 

System,  Future  Combat  Systems 
(GSTAMIDS-FCS) 

2003 

MA 

HC3 

HC3 

High  Capacity  Communications  Capability 
(HC3) 

2007 

MA 

HD  SB 

HD  SB 

Heavy  Dry  Support  Bridge  (HDSB) 

2000 

MA 

Heater-  IECU  60k 

IECU  60k 

60,000-Btu/hr  Improved  Environmental 
Control  Unit  (60K  IECU) 

2008 

T&ER 

Heater-  SHA 

SHA 

Space  Heater  Arctic  (SHA)  (Material 

Release) 

1999 

T&ER 

Heater-  SHC-60K 

SHC-60K 

Space  Heater  Convective  (SHC)  60,000 
British  Thermal  Unit  (60K  BTU)  (SHC- 
60K) 

2005 

T&ER 

Heater-  SHS 

SHS 

Space  Heater  Small  (SHS) 

2001 

MA 

Helmet-  ACVC 

ACVC 

Advanced  Combat  Vehicle  Crewman 
(ACVC)  Helmet 

1995 

MA 

Helmet-  CVC 

CVC 

DH-132  Helmet,  Combat  Vehicle  Crewman 
(CVC) 

1975 

T&ER 

Helmet-  MICH 

MICH 

Modular  Integrated  Communications  Helmet 
(MICH) 

2001 

T&ER 

HENLM 

HENLM 

Hand  Emplaced  Non-Lethal  Munition 
(HENLM) 

2005 

MA 

HENLM-TAPM 

HENLM-TAPM 

Hand  Emplaced  Non-lethal  Munition-Taser 
Anti-Personnel  Munition  (HENLM-TAPM) 

2005 

MA 

HNVS 

HNVS 

Helicopter  Night  Vision  System  (HNVS) 
Simulation  Test  Program 

1980 

MA 

Howitzer-  LW155  UFH- 
XM777 

LW155  UFH- 
XM777 

Baseline  Human  Factors  Engineering 
Evaluation  for  the  155mm,  Ultralightweight 
Field  Howitzer  (Howitzer-  LW155  UFH) 
(XM777) 

1997 

MA 

HSTAMIDS 

HSTAMIDS 

AN/PSS-14  Handheld  Mine  Detector 
(Handheld  Standoff  Mine  Detector  System 
(HSTAMIDS) 

2003 

T&ER 

HSTAMIDS 

HSTAMIDS 

AN/PSS-14,  Handheld  Standoff  Mine 
Detection  System  (HSTAMIDS) 

2003 

MA 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection  System 
(HSTAMIDS) 

1995 

MA 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection  System 
(HSTAMIDS) 

2000 

T&ER 

HSTAMIDS 

HSTAMIDS 

Handheld  Standoff  Mine  Detection  System 
(HSTAMIDS) 

2000 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

HTI-SGF 

HTI-SGF 

Horizontal  Technology  Insertion  (HTI) 

Second  Generation  Forward  Looking 

Infrared  (SGF) 

1999 

MA 

HTI-SGF 

HTI-SGF 

Horizontal  Technology  Insertion  (HTI) 

Second  Generation  Forward  Looking 

Infrared  (SGF) 

2000 

MA 

ICAP 

ICAP 

Improved  Cobra  Armament  Program  (ICAP) 

1973 

MA 

ICH 

ICH 

Improved  Cargo  Helicopter  ( ICH) 

1997 

MA 

IEWTPT 

IEWTPT 

Intelligence  Electronic  Warfare  Tactical 
Proficiency  Trainer  (IEWTPT) 

1994 

T&ER 

I-FLIR 

I-FLIR 

Improved-Forward  Looking  Infrared  (I- 
FLIR) 

2000 

MA 

IMF 

IMF 

Improved  Message  Facility  (IMF) 

1984 

T&ER 

INE 

INE 

Sectera  KG-235  Inline  Network  Encryptor 
(INE) 

2004 

T&ER 

IRB 

IRB 

Improved  Ribbon  Bridge  (IRB) 

2003 

MA 

IVCS 

IVCS 

Infiltrator  Vest  Combat  System  7  (IVCS) 

1977 

T&ER 

IVMMD-STS 

IVMMD-STS 

Interim  Vehicle-Mounted  Mine  Detector 
Standard  Teleoperation  System  (IVMMD- 
STS) 

2001 

T&ER 

IVMMD-STS  Meerkat 

IVMMD-STS 

Meerkat 

Interim  Vehicle-Mounted  Mine  Detector 
Standard  Teleoperation  System  (IVMMD- 
STS) 

2001 

T&ER 

JBSDS 

JBSDS 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Block  I 

2003 

MA 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 

Training  Capability  (JLCCTC) 

2007 

MA 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 

Training  Capability  (JLCCTC)  formerly  the 
Army  Constructive  Training  Federation 
(ACTF) 

2006 

T&ER 

JLCCTC 

JLCCTC 

Joint  Land  Component  Constructive 

Training  Capability  (JLCCTC)  Version  3.0 

2006 

MA 

JLENS 

JLENS 

Joint  Land  Attack  Cruise  Missile  Defense 
Elevated  Netted  Sensor  System  (JLENS) 

2005 

MA 

JLENS 

JLENS 

Joint  Land  Attack  Cruise  Missile  Defense 
Elvated  Netted  Sensor  System  (JLENS) 

2005 

T&ER 

JNMS 

JNMS 

Joint  Network  Management  System  (JNMS) 

2004 

MA 

JNMS 

JNMS 

Joint  Network  Management  System  (JNMS) 

2005 

MA 

JNN-N 

JNN-N 

Joint  Network  Node-Network  (JNN-N) 
Program 

2007 

MA 

JRISS 

JRISS 

Joint  Recruiting.  Information  Support 

System  (JRISS) 

1997 

MA 

JSTDS-SS 

JSTDS-SS 

Joint  Service.  Transportable 

Decontamination  System-Small  Scale 
(JSTDS-SS) 

2008 

MA 

JSTDS-SS 

JSTDS-SS 

Joint  Service.  Transportable 

Decontamination  System-Small  Scale 
(JSTDS-SS)-  Addendum  for  Increment  I 

2009 

MA 

JTAGS 

JTAGS 

Joint  Tactical  Ground  Station  (JTAGS) 

1995 
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Short  Name 

Long  Name 

Year 

MA 

JTIDS 

JTIDS 

Army  Class  2M  Joint  Tactical  Information 
Distribution  System  (JTIDS)  Program 

1995 

MA 

JTIDS 

JTIDS 

Joint  Tactical  Information  Distribution 

System  (JTIDS) 

1988 

MA 

JTIDS 

JTIDS 

Joint  Tactical  Information  Distribution 

System  (JTIDS) 

1994 

T&ER 

JTIDS 

JTIDS 

Joint  Tactical  Information  Distribution 

System  (JTIDS) 

1997 

MA 

Land  Combat  Models 

Land  Combat 

Models 

High  Resolution  Land  Combat  Models 

1989 

T&ER 

LaSER- 

LaSER- 

Lightweight  Laser  Designator  Rangefinder 
(LLDR) 

2001 

T&ER 

LaSER- 

LaSER- 

Multiple  Laser  Engagement  System 
(MILES)  2000 

2002 

MA 

Laser-  FS3 

FS3 

Fire  Support  Sensor  System  (FS-3) 

2003 

MA 

Laser-  LLDR 

LLDR 

Lightweight  Laser  Designator  Rangefinder 
(LLDR) 

2001 

MA 

Laser-  MELIOS 

MELIOS 

Mini  Eyesafe  Laser  Infrared  Observation  Set 
(MELIOS) 

1993 

MA 

Laser-  MILES 

MILES 

Multiple  Integrated  Laser  Engagement 

System  in  an  Operational  Environment 
(MILES) 

1980 

T&ER 

Laundry-  CBL 

CBL 

Full-Rate  Production  (FRP)  Decision  for  the 
Containerized  Batch  Laundry  (CBL)  / 
Abbreviated  (ASER) 

2004 

T&ER 

Laundry-  CSSL 

CSSL 

Containerized  Self-Service  Laundry  (CSSL) 

2000 

T&ER 

Laundry-  LADS 

LADS 

Laundry  Advanced  System  (LADS) 

1999 

MA 

LCS 

LCS 

Prototype  Load-Carrying  System 

1985 

T&ER 

LESD 

LESD 

Launched  Electrode  Stun  Device  (LESD)  / 
Abbreviated  (OER-A) 

2008 

MA 

LGH 

LGH 

Launched  Grapnel  Hook  (LGH) 

1995 

MA 

LKMD 

LKMD 

Lighting  Kit,  Motion  Detector  (LKMD) 

2009 

T&ER 

LOCB 

LOCB 

Line  of  Communications  Bridge  (LOCB) 

2009 

MA 

LOGMARS 

LOGMARS 

Logistics  Application  of  Automated 

Marking  and  Reading  Symbols 
(LOGMARS) 

1985 

T&ER 

LRAS3 

LRAS3 

Configuration  of  Corrective  Actions  to  the 

Far  Target  Location  Function  of  the  Long 
Range  Advanced  Scout  Surveillance  System 
(LRAS3) 

2000 

MA 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout  Surveillance 
System  (LRAS3) 

1999 

T&ER 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout  Surveillance 
System  (LRAS3) 

1999 

MA 

LRAS3 

LRAS3 

Long  Range  Advanced  Scout  Surveillance 
System  (LRAS3) 

2000 

T&ER 

LRAS3  WM 

LRAS3  WM 

Continuous  Evaluation  of  the  Long  Range 
Advanced  Scout  Surveillance  System 
(LRAS3)  for  Confirmation  of  Corrective 
Actions  to  the  Weapons  Mounting  (WM) 

2001 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

LTV 

LTV 

Light  Tactical  Vehicle  (LTV) 

1997 

MA 

LVOSS 

LVOSS 

Light  Vehicle  Obscuration  Smoke  System 
(LVOSS) 

1996 

T&ER 

LVOSS 

LVOSS 

Light  Vehicle  Obscuration  Smoke  System 
(LVOSS) 

2000 

T&ER 

LVRS-II 

LVRS-II 

Light  Weight  Video  Reconnaissance  System 

II  (LVRS-II) 

1998 

MA 

LW 

LW 

Land  Warrior  (LW) 

2007 

MA 

LW 

LW 

Land  Warrior  System  (LW) 

1994 

MA 

LW 

LW 

Land  Warrior,  Version  1.0 

2004 

T&ER 

LWGM 

LWGM 

XM192  Lightweight  Ground  Mount 
(LWGM) 

2003 

MA 

LWGMXM192 

LWGM  XM192 

Lightweight  Ground  Mount  (LWGM) 

XM192 

2004 

MA 

LWP 

LWP 

Lightweight  Water  Purifier  (LWP) 

1996 

MA 

LWP 

LWP 

Lightweight  Water  Purifier  (LWP) 

1997 

T&ER 

MALS 

MALS 

Mobile  Analytical  Laboratory  System. 
(MALS).  Block  1 

2001 

T&ER 

MASH 

MASH 

Mobile  Army  Surgical  Hospital  TTOE  8- 
063T.  (MASH)  (U) 

1979 

MA 

Mask-  Cold  Weather-  Face- 
CWFM 

CWFM 

Cold  Weather  Face  Masks  (CWFM) 

1972 

MA 

Mask-  Cold  Weather- 
Headgear-  CWHG 

CWHG 

Cold  Weather  Headgear  (CWHG) 

1975 

MA 

Mask-  Protective-  CVC- 
SPFM 

SPFM 

Combat  Vehicle  Crewmember  (CVC)  Spall 
Protective  Face  Masks  (SPFM) 

1982 

MA 

MBCOTM 

MBCOTM 

Mounted  Battle  Command  on  the  Move 
(MBCOTM)  Program 

2007 

MA 

MCF 

MCF 

Modular  Causeway  Ferry  (MCF) 

1993 

MA 

MDARS 

MDARS 

Mobile  Detection  Assessment  and  Response 
System-Interior  (MDARS-I) 

2002 

MA 

MDARS 

MDARS 

Mobile  Detection,  Assessment,  and 

Response  System  (MDARS) 

1996 

T&ER 

MDARS-E 

MDARS-E 

Mobile  Detection  Assessment  Response 
System  (MDARS)  -  Exterior 

2000 

MA 

MDARS-E 

MDARS-E 

Mobile  Detection  Assessment  Response 
System-  Exterior  (MDARS-E).  1 1  March 
2001 

2001 

MA 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  and  Response 
System  -  Interior  (MDARS-I) 

2003 

MA 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  and  Response 
System-Interior  (MDARS-I) 

1998 

T&ER 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  Response 
System  -  Interior  (MDARS-I) 

1998 

MA 

MDARS-I 

MDARS-I 

Mobile  Detection  Assessment  Response 
System  Interior  (MDARS -1) 

1997 

MA 

MDI 

MDI 

XM151/XM152  Det  Cord  Components  of 
the  Modernized  Demolition  Initiators  (MDI) 
System 

1999 
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Short  Name 
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Year 

MA 

Medical-  BMIS-T 

BMIS-T 

Battlefield  Medical  Information  System  -- 
Telemedicine  (BMIS-T)  AN/TYQ-105 

2004 

MA 

Medical-  BMIS-T 

BMIS-T 

Speech  Recognition  Enhancement  to  the 
AN/TYQ-105,  Battlefield  Medical 

Information  System  -  Tactical  (BMIS-T) 

2006 

T&ER 

Medical-  CEIS-NT 

CEIS-NT 

Corporate  Executive  Information  System  - 
Near  Term  (CEIS-NT)  Version  (V.)  0.3 
Government  Installation  Acceptance  Test 
(GIAT) 

1997 

MA 

Medical-  TAMMIS 

TAMMIS 

Theater  Army  Medical  Management 
Information  System  (TAMMIS) 

1989 

MA 

MFCE 

MFCE 

Male  Field  Clothing  Ensembles  (MFCE) 

Worn  by  Female  Soldiers  (Hot-Dry,  Hot- 
Wet  and  Cold-Wet  Environments) 

1979 

MA 

MFCS-D 

MFCS-D 

Mortar  Fire  Control  System  -  Dismounted 
(MFCS-D),  M150/M151 

2009 

T&ER 

MGPTS 

MGPTS 

Modular  General  Purpose  Tent  System 
(MGPTS) 

1999 

T&ER 

MIDS  LVT 

MIDS  LVT 

Multifunctional  Information  Distribution 
System  -  Low  Volume  Terminal  (2)  [MIDS 
LVT(2)] 

2002 

T&ER 

MILES  AVCPS 

MILES  AVCPS 

MILES  2000  Audio/Visual  Cue  Pyrotechnic 
Simulators 

1998 

T&ER 

Mine  Detector-  FOMD 

FOMD 

Family  of  Metal  Detectors  (FOMD) 

2004 

MA 

Missile-  ABM-  GMD  TXBR 

GMD  TXBR 

Ground  Based  Mid-Course  (GMD)  Test  X- 
Band  Radar  (TXBR) 

2004 

MA 

Missile-  ABM-  GMDS 

GMDS 

Ground  Based  Mid-Course  Defense 
(GMDS)  System 

2005 

MA 

Missile-  ABM-  NMD 

NMD 

National  Missile  Defense  (NMD) 

2000 

MA 

Missile-  ABM-  NMD 

NMD 

National  Missile  Defense  (NMD)  System 

1997 

MA 

Missile-  ABM-  NMD 

NMD 

National  Missile  Defense  (NMD)  System 

1998 

T&ER 

Missile-  ABM-  THAAD 

THAAD 

Terminal  High  Altitude  Area  Defense 
(THAAD) 

2009 

MA 

Missile-  ABM-  THAAD 

THAAD 

Theater  High  Altitude  Air  Defense 
(THAAD)  System 

2000 

MA 

Missile-  ABM-  THAAD 

THAAD 

Theater  High  Altitude  Area  Defense 
(THAAD)  System 

1996 

T&ER 

Missile-  Air  Defense- 
Avenger 

Avenger 

Forward  Area  Air  Defense  (FAAD)  Line-of- 
Sight  (LOS)  Avenger  [Slew-to-Cue  (STC)] 

1999 

MA 

Missile-  Air  Defense-  Hawk 
BCC 

Hawk  BCC 

Improved  Hawk  Battery  Control  Central 

1971 

MA 

Missile-  Air  Defense-  IAMD 

IAMD 

Integrated  Air  and  Missile  Defense  (IAMD) 
System 

2007 

MA 

Missile-  Air  Defense-  IAMD 

IAMD 

Integrated  Air  and  Missile  Defense  (IAMD) 
System 

2009 

MA 

Missile-  Air  Defense-  IM-99B 

IM-99B 

IM-99B  Weapon  System 

1961 

MA 

Missile-  Air  Defense-  Nike 

Zeus 

Nike  Zeus 

Nike  Zeus  Missile  System 

1962 

MA 

Missile-  Air  Defense- 
PATRIOT 

PATRIOT 

Patriot 

2007 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

Missile-  Air  Defense- 
PATRIOT 

PATRIOT 

PATRIOT  Air  Defense  Missile  System 

1982 

T&ER 

Missile-  Air  Defense- 
PATRIOT 

PATRIOT 

Patriot  Post-Deployment  Build  (PDB-6) 
Limited  User  Test  (LUT)  (U) 

2007 

MA 

Missile-  Air  Defense- 
PATRIOT  ECS  ICC 

PATRIOT  ECS 

ICC 

PATRIOT  Engagement  Control  Station 
(ECS)  and  Information  Coordination  Central 
(ICC)  Operability 

1981 

MA 

Missile-  Air  Defense- 
PATRIOT  EPP 

PATRIOT  EPP 

Patriot  Electric  Power  Plant  (EPP)  III 

1996 

MA 

Missile-  Air  Defense- 
PATRIOT  MEADS 

PATRIOT 

MEADS 

Medium  Extended  Air  Defense  System 
(MEADS) 

1999 

T&ER 

Missile-  Air  Defense- 
PATRIOT  MEADS 

PATRIOT 

MEADS 

Patriot/Medium  Extended  Air  Defense 

System  (MEADS)  Combined  Aggregate 
Program  (CAP) 

2004 

MA 

Missile-  Air  Defense- 
PATRIOT  MEADS 

PATRIOT 

MEADS 

Patriot-MEADS  Combined  Aggregate 
Program  (CAP) 

2004 

MA 

Missile-  Air  Defense- 
PATRIOT  MEADS  (Revised) 

PATRIOT 

MEADS  (Revised) 

Patriot-MEADS  Combined  Aggregate 
Program  (CAP)  (Revised) 

2004 

T&ER 

Missile-  Air  Defense- 
PATRIOT  MEADS  LSAC-M 

PATRIOT 

MEADS  LSAC-M 

Design  and  Development  Phase.  Medium 
Extended  Air  Defense  System  (MEADS) 

XM1 160  with  the  Low  Signature  Armored 
Cab  (LSAC-M)  Crew  Survivability 

2008 

MA 

Missile-  Air  Defense- 
PATRIOT  MMM 

PATRIOT  MMM 

PATRIOT  Multimode  Missile  (MMM) 

1993 

MA 

Missile-  Air  Defense- 
PATRIOT  PAC3 

PATRIOT  PAC3 

PATRIOT  Advanced  Capability  Phase  III 
(PAC-3)  System 

1997 

MA 

Missile-  Air  Defense- 
PATRIOT  PAC3 

PATRIOT  PAC3 

PATRIOT  Advanced  Capability  Phase  III 
(PAC-3)  System 

1998 

MA 

Missile-  Air  Defense- 
PATRIOT  PAC3 

PATRIOT  PAC3 

Patriot  PAC-3  Block  2002  Missile 

2002 

MA 

Missile-  Air  Defense-  Stinger 

Stinger 

Stinger  Human  Factors  Engineering 

1976 

MA 

Missile-  Air-to-Air- 
SLAMRAAM 

SLAMRAAM 

Surface  Launched  Advanced  Medium  Range 
Air-to-Air  Missile  (SLAMRAAM)  System 

2003 

MA 

Missile-  Air-to-Air- 
SLAMRAAM 

SLAMRAAM 

Surface  Launched  Advanced  Medium  Range 
Air-to-Air  Missile  (SLAMRAAM)  System 

2009 

MA 

Missile-  Air-to-Ground-  JCM 

JCM 

Joint  Common  Missile  System  (JCM) 

2004 

MA 

Missile-  Air-to-Ground-  JCM 

JCM 

Joint  Common  Missile  System  (JCMS) 

2003 

MA 

Missile-  Antitank-  84mm- 
AT4-CS-RS 

AT4-CS-RS 

AT4-Confined  Space  (CS)  -  Reduced 
Sensitivity  (RS)  84mm  Light  Anti-Tank 
Weapon  for  Confined  Space 

2009 

MA 

Missile-  Antitank-  84mm- 
ATW 

ATW 

AT4-CS  (Confined  Space)-RS  (Reduced 
Sensitivity)  84mm  Light  Anti-Tank  Weapon 
for  Confined  Space 

2004 

MA 

Missile-  Antitank-  AAWS-M 

AAWS-M 

Advanced  Antitank  Weapon  Systems- 
Medium  (AAWS-M)  Candidates 

1990 

MA 

Missile-  Antitank-  ATGM  SS- 
11 

ATGM  SS- 11 

SS- 1 1  Antitank  Guided  Missile 

1960 

MA 

Missile-  Antitank-  FOG-M 

FOG-M 

FOG-M  (Fiber  Optic  Guided  Missile) 
Embedded  Training  Demonstration  Model 
FOG-M-4-30-RG-5 1 1 

1986 

MA 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Advanced  Anti-Tank  Weapon  System  - 
Medium  (JAVELIN)  System 

1997 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

Missile-  Antitank-  JAVELIN 

JAVELIN 

JAVELIN  Advanced  Antitank  Weapon 
System 

1994 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Anti- Armor  Weapon  System 

1997 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Anti- Armor  Weapon  System  FRP  I 
Hardware 

1999 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Anti-Armor  Weapon  System  Full- 
Rate  Production  3  Missile  with  -079  and 
Reworked  -039  CESAF 

2002 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Anti-Armor  Weapon  System  Full- 
Rate  Production  I  Missile 

2000 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Anti-Armor  Weapon  System  Full- 
Rate  Production  11  Missile 

2001 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Anti- Armor  Weapon  System  Live 

Fire  Test,  Evaluation,  and  Lethality  (U) 

1997 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Antitank  Weapon  System  (Block  I) 

(U) 

2007 

T&ER 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Javelin  Reliability  and  Availability  Maturity 

2000 

MA 

Missile-  Antitank-  JAVELIN 

JAVELIN 

Mobility,  Portability,  and  Human  Factors 
Evaluation  of  the  JAVELIN  Antitank 

Weapon  System 

1993 

T&ER 

Missile-  Antitank-  JAVELIN 
EPP 

JAVELIN  EPP 

Javelin  Anti- Armor  Weapon  System  LRIP 

III  Configured  Enhanced  Producibility 
Program  (EPP)  Round 

1998 

MA 

Missile-  Antitank-  LOSAT 

LOSAT 

Line  of  Sight  Antitank  (LOSAT) 

2000 

MA 

Missile-  Antitank-  LOSAT 

LOSAT 

Line  of  Sight  Antitank  (LOSAT) 

2004 

T&ER 

Missile-  Antitank-  LOSAT 

LOSAT 

Line-of-Sight  Antitank  Weapon  System 
(LOSAT)  (U) 

2005 

MA 

Missile-  Antitank-  MILAN  2 

MILAN  2 

MILAN  2  Antiarmor  System 

1987 

T&ER 

Missile-  Antitank-  TOW  2B 
AERO  GEN  1 

TOW  2B  AERO 
GEN  1 

Retrofitted  Tube-launched,  Optically- 
tracked,  Wire-guided  (TOW)  2B  Generation 
(GEN  I) 

2002 

MA 

Missile-  Antitank-  TOW  2B 
AERO  GEN  2 

TOW  2B  AERO 
GEN  2 

TOW  2B  AERO  and  TOW  2B  AERO  GEN 

2  Missiles 

2005 

MA 

Missile-  Antitank-  TOW  2B 
AERO  GEN  2 

TOW  2B  AERO 
GEN  2 

TOW  2B  Aero  Gen  2  Missile 

2004 

T&ER 

Missile-  Antitank-  TOW  2B 
AERO  GEN  2  CAPS 

TOW  2B  AERO 
GEN  2  CAPS 

Tube-Launched,  Optically  Tracked,  Wire- 
Guided  (TOW)  2B  Aerodynamic  (AERO) 
Missile,  and  the  Tow  2B  Aero  GEN2 

Missile  (Counter-Active  Protection  Systems 
(CAPS)  Version) 

2009 

MA 

Missile-  Antitank-  TOW  BB 

TOW  BB 

TOW  Bunker  Buster  Missile  (TOW 

BB)with  Fragmentation  Mitigation  Disk 

2005 

MA 

Missile-  Antitank-  TOW  BB 

TOW  BB 

TOW  Bunker  Buster  Missile  Program 

2002 

T&ER 

Missile-  Antitank-  TOW  FF 

TOW  FF 

TOW  Fire  and  Forget  (FF)  System 

2000 

MA 

Missile-  Antitank-  TOW  FF 

TOW  FF 

TOW  Fire  and  Forget  (TOW  FF)  System 

2000 

MA 

Missile-  Antitank-  TOW 

FOTT 

TOW  FOTT 

Follow-On-To  TOW  (FOTT)  Missile 

1998 

MA 

Missile-  Antitank-  TOW 

FOTT 

TOW  FOTT 

Follow-On-To-TOW  (FOTT)  System 

1997 

MA 

Missile-  Antitank-  TOW  IT  AS 

TOW  IT  AS 

Improved  Target  Acquisition  System  (IT AS) 

1996 
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MA 

Missile-  Antitank-  TOW  IT  AS 

TOW  ITAS 

Improved  Target  Acquisition  System  (ITAS) 

1997 

T&ER 

Missile-  Antitank-  TOW  IT  AS 

TOW  ITAS 

Improved  Target  Acquisition  System  (ITAS) 

1997 

T&ER 

Missile-  Antitank-  TOW  IT  AS 

TOW  ITAS 

Improved  Target  Acquisition  system  (ITAS) 

1999 

T&ER 

Missile-  Antitank-  TOW  IT  AS 

TOW  ITAS 

Improved  Target  Acquisition  System  (ITAS) 

1999 

T&ER 

Missile-  Antitank-  TOW  IT  AS 

TOW  ITAS 

Improved  Target  Acquisition  System  (ITAS) 
Customer  T  est 

1998 

T&ER 

Missile-  Antitank-  TOW  ITAS 
CD 

TOW  ITAS  CD 

Improved  Target  Acquisition  System 
(ITAS),  Customer  Demonstration  (CD) 

1998 

MA 

Missile-  TBM-  ATACMS 

ATACMS 

Army  Tactical  Missile  System  (Army 
TACMS)  "Quick  Reaction"  Unitary  Missile 
Program 

2002 

T&ER 

Missile-  TBM-  ATACMS 

ATACMS 

Army  Tactical  Missile  System  (ATACMS) 
Block  IA  Missile  (U) 

1997 

MA 

Missile-  TBM-  ATACMS 

ATACMS 

Army  Tactical  Missile  System  (ATACMS) 
Block  II 

1999 

MA 

Missile-  TBM-  ATACMS 

ATACMS 

Army  Tactical  Missile  System  (TACMS) 
Block  1A 

1997 

MA 

Missile-  TBM-  ATACMS 

ATACMS 

Army  Tactical  Missile  System-  (ATACMS) 
2000  (I2K)  Unitary  Missile 

2007 

MA 

Missile-  TBM-  ATACMS 

BAT 

ATACMS  BAT 

Army  Tactical  Missile  System  (Army 
TACMS)  Block  II  Brilliant  Anti-Armor 
(BAT)  Submunition  Missile  Program.  6 
February  2001 

2001 

MA 

Missile-  TBM-  ATACMS  P3I 
APAM 

ATACMS  P3I 
APAM 

Army  Tactical  Missile  System  (Army 
TACMS)  (ATAMCS)  Pre-Planned  Product 
Improvement  (P3I)  Anti-Personnel/Anti- 
Materiel  (APAM)  Program 

1993 

MA 

Missile-  TBM-  ATACMS 

T2K 

ATACMS  T2K 

Army  Tactical  Missile  System  (ATACMS) 
2000  (T2K)  Unitary  Missile 

2008 

MA 

Missile-  TBM-  ATACMS 
Unitary 

ATACMS  Unitary 

Army  Tactical  Missile  System-  (ATACMS) 
Unitary  Missile 

2006 

T&ER 

Missile-  TBM-  ATACMS 
Unitary  M48 

ATACMS  Unitary 
M48 

Army  Tactical  Missile  System  (ATACMS) 
Block  1A  Quick  Reaction  Unitary,  M48 

2005 

MA 

Missile-  TBM-  ATACMS- 
BAT 

ATACMS-BAT 

Army  Tactical  Missile  System  (Army 
TACMS)  and  Brilliant  Anti-armor 
Submunition  (BAT)  Block  II 

1994 

MA 

Missile-  TBM-  ATACMS- 
BAT 

ATACMS-BAT 

Army  Tactical  Missile  System  (Army 
TACMS)  and  Brilliant  Anti-armor 
Submunition  (BAT)  Block  II  Program 

1995 

T&ER 

Missile-  TBM-  ATACMS- 
BAT 

ATACMS-BAT 

Army  Tactical  Missile  System  (ATACMS) 
Block  II/Brilliant  Antiarmor  (BAT) 

2002 

T&ER 

Missile-  TBM-  ATACMS- 
BAT 

ATACMS-BAT 

Army  Tactical  Missile  System  (ATACMS) 
Block  II/Brilliant  Anti-Armor  Submunition 
(BAT) 

1998 

MA 

Missile-  TBM-  Lacrosse 

Lacrosse 

Lacrosse  Missile  System 

1960 

MA 

Missile-  TBM-  Lance  SU 

Lance  SU 

Lance  Sight  Unit 

1979 

MA 

Missile-  TBM-  Pershing  COM 
Pack 

Pershing  COM 

Pack 

Pershing  Weapon  System:  Communications 
Pack  (AN/TRC-80) 

1961 

MA 

Missile-  TBM-  Pershing  PPP 

Pershing  PPP 

PERSHING  Missile  System.  Primary  Power 
Pack  -  Near  Field  Noise 

1961 
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MA 

Missile-  TBM-  Pershing  SNE 

Pershing  SNE 

PERSHING  Weapon  System:  System  Noise 
Evaluation 

1962 

MA 

Missile-  TBM-  Pershing  TEL 

Pershing  TEL 

PERSHING  Weapon  System:  Transporter- 
Erector-Launcher  and  Ground  Handling 
Equipment 

1961 

MA 

ModCS 

ModCS 

Modular  Causeway  System  (ModCS) 

1999 

MA 

MOLLE 

MOLLE 

Modular  Lightweight  Load-Carrying 
Equipment  (MOLLE)  System 

2001 

MA 

Mortar-  120mm-  Cartridge- 
BMS  XM930 

BMS  XM930 

120mm  Battalion  Mortar  System  XM930 
Visible  Illuminating  and  XM983  Infrared 
Illuminating  Cartridges 

1998 

MA 

Mortar-  120mm-  Cartridge- 
FCS  BLOS-  MRM 

FCS  BLOS-MRM 

Mid  Range  Munition  (MRM) 

2007 

T&ER 

Mortar-  120mm-  Cartridge- 
FRPCM931 

FRPC  M931 

120mm  M931  Full  Range  Practice  Cartridge 
(FRPC) 

1998 

T&ER 

Mortar-  120mm-  Cartridge- 
ILL  IR  XM983 

ILL  IR  XM983 

120mm  Infrared  Illuminating  Cartridge, 
XM983 

2000 

T&ER 

Mortar-  120mm-  Cartridge- 
ILL  XM930 

ILL  XM930 

120mm  Illuminating  Cartridge,  XM930 

2000 

T&ER 

Mortar-  120mm-  Cartridge- 
IRILL  M983 

IRILL  M983 

120mm  M983  Infrared  Illumination  (IRILL) 
Mortar  Cartridge,  Production  Verification 

Test 

2003 

MA 

Mortar-  120mm-  Cartridge- 
M313STI 

M3 13  STI 

Cartridge,  120mm,  M3 13,  Mortar  Subcaliber 
Training  Insert  (8 1mm  Insert  Program) 

2006 

MA 

Mortar-  120mm-  Cartridge- 
M313STI 

M3 13  STI 

M313,  120mm  Mortar  Subcaliber  Training 
Insert  (8 1mm  Insert  Program) 

2005 

MA 

Mortar-  120mm-  Cartridge- 
M313STI 

M3 13  STI 

XM313  81mm  Subcaliber  Training  Insert 
(STI) 

2004 

MA 

Mortar-  120mm-  Cartridge- 
M933E1 

M933E1 

Cartridge,  120mm  Mortar:  High  Explosive, 
M933E1 

2007 

T&ER 

Mortar-  120mm-  Cartridge- 
M933E1 

M933E1 

Mortar,  120mm,  High  Explosive  Cartridge, 
M933E1 

2007 

T&ER 

Mortar-  120mm-  Cartridge- 
M934A1 

M934A1 

120mm  M934A1  High  Explosive  Cartridge 

2001 

T&ER 

Mortar-  120mm-  Cartridge- 
M934A1E1 

M934A1E1 

120mm  High  Explosive  Cartridge, 
M934A1E1.  Production  Qualification  Test 

2006 

MA 

Mortar-  120mm-  Cartridge- 
M934A1E1 

M934A1E1 

Cartridge,  120mm:  High  Explosive  (HE) 
M934A1E1,  with  Fuze  Multi-Option, 

M734A1  for  Mortars  and  PA  174  Monopack 

2006 

MA 

Mortar-  120mm-  Cartridge- 
M934A2 

M934A2 

Health  Hazard  Assessment  Report  (HHAR) 
on  the  Cartridge,  120mm,  High  Explosive 
(HE),  M934A2  Mortar  Cartridge 

2005 

T&ER 

Mortar-  120mm-  Cartridge- 
Stowage  Kit 

Stowage  Kit 

Stowage  Kit:  120mm  Mortar,  XM326 

2007 

T&ER 

Mortar-  120mm-  Cartridge- 
WP  M929 

WP  M929 

120mm  M929  White  Phosphorus  (WP) 

Smoke  Cartridge 

1998 

T&ER 

Mortar-  120mm-  Cartridge- 
XM930  Illumination 

XM930 

Illumination 

XM930  120mm  Illumination  Cartridge 

2003 

MA 

Mortar- 

1 20mm/ 1 0  7  mm/8 1  mm/60mm- 
Computer-  IMBC 

IMBC 

XM30  Improved  Mortar  Ballistic  Computer 
(IMBC) 

1996 
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T&ER 

Mortar- 

120mm/107mm/81mm/60mm- 
Computer-  LHMBC  XM32 

LHMBC  XM32 

Lightweight  Hand-Held  Mortar  Ballistic 
Computer  (LHMBC) 

2005 

MA 

Mortar- 

1 20mm/ 1 0  7  mm/8 1  mm/60mm- 
Computer-  LHMBC  XM32 

LHMBC  XM32 

Lightweight  Handheld  Mortar  Ballistic 
Computer  (LHMBC)  XM32 

2005 

T&ER 

Mortar- 

120mm/107mm/81mm/60mm- 
Computer-  MBC  M30 

MBC  M30 

M30  Mortar  Ballistic  Computer 

2000 

MA 

Mortar- 

1 20mm/ 1 0  7  mm/8 1  mm/60mm- 
Computer-  MFCS 

MFCS 

XM95/XM96  Mortar  Fire  Control  System 
(MFCS) 

2003 

MA 

Mortar- 

1 20mm/ 1 0  7  mm/8 1  mm/60mm- 
Computer-  MFCS  D120 

MFCS  D 120 

Mortar  Fire  Control  System  -  Dismounted 
120mm  (MFCS  -  D120) 

2008 

MA 

Mortar- 

120mm/107mm/81mm/60mm- 
Computer-  MFCS-H 

MFCS-H 

Mortar  Fire  Control  System-  Heavy, 
XM95/XM96  (MFCS-H) 

2003 

MA 

Mortar-  4.2  In-  T201 

4.2  In-T201 

4.2  Inch  Mortar,  T201 

1961 

T&ER 

Mortar-  60mm-  Cartridge- 
FRPC  XM769 

FRPC  XM769 

XM769  60mm  Full  Range  Practice 

Cartridge  (FRPC) 

2001 

MA 

Mortar-  60mm-  Cartridge- 
Full  Range 

Full  Range 

Insensitive  Cartridge,  60mm  Mortar  HE 
(XM768),  with  the  XM783  Point  Detonating 
(PD)  Fuze.  22  June  2001 

2001 

T&ER 

Mortar-  60mm-  Cartridge-  HE 
M720A1 

HE  M720A1 

60mm  High  Explosive  Cartridges,  M720A1 
and  M768 

2005 

MA 

Mortar-  60mm-  Cartridge-  HE 
M720A1  &  M768 

HE  M720A1  & 
M768 

Health  Hazard  Assessment  Report  (RCS 

MED  388)  ON  THE  60mm,  HE  M720A1 
AND  HE  M768  Mortar  Cartridges  69-37- 
6972-03  December  2002 

2002 

MA 

Mortar-  60mm-  Cartridge-  HE 
M720E1 

HE  M720E1 

Insensitive  Cartridge,  60mm  Mortar  HE 
(M720E1),  with  the  M734A1  Multi-option 
Fuze. 

2001 

T&ER 

Mortar-  60mm-  Cartridge- 
IRILL  M767 

IRILL  M767 

60mm  Infrared  Illumination  Cartridge, 

M767 

2000 

T&ER 

Mortar-  60mm-  Cartridge- 
IRILL  XM767 

IRILL  XM767 

60mm  Infrared  Illuminating  (IR-  ILL) 
Cartridge,  XM767 

1999 

MA 

Mortar-  60mm-  Cartridge- 
MAPAM  XM106I 

MAP  AM  XM1061 

60mm  Mortar  Anti-Personnel  Anti-Materiel 
(MAPAM)  XM 106 1/XM 1046 

2006 

T&ER 

Mortar-  60mm-  Cartridge- 
MAPAM  XM1061 

MAP  AM  XM1061 

60mm  Mortar  Anti-Personnel  Anti-Materiel 
Production  Qualification  Test  (MAPAM) 

2006 

MA 

Mortar-  60mm-  Cartridge- 
MAPAM  XM1061 

MAP  AM  XM1061 

XM  106 1/XM  1046  60mm  Mortar,  Anti- 
Personnel,  Anti-Materiel  Mortar  Cartridges 

2005 

MA 

Mortar-  60mm-  Cartridge- 
PDF  XM768 

PDF  XM768 

Insensitive  Cartridge,  60mm  Mortar  HE 
(XM768),  with  the  XM783  Point  Detonating 
(PD)  Fuze 

2001 

T&ER 

Mortar-  60mm-  Cartridge- 
SRTR  M766 

SRTR  M766 

60mm  Short  Range  Training  Round  (SRTR) 

1998 

T&ER 

Mortar-  60mm-  Cartridge-  WP 
M722A1 

WP  M722A1 

60mm  M722A1  White  Phosphorus  (WP) 
Mortar  Cartridge 

2003 

MA 

Mortar-  60mm-  Cartridge-  WP 
M722E1 

WP  M722E1 

Cartridge,  60mm  Mortar  WP  Smoke 
(M722E1,  with  the  XM783  Point  Detonating 
(PD)  Fuze 

2001 
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T&ER 

Mortar-  60mm-  Fuze- 
PD/DLY  M720E1 

PD/DLY  M720E1 

M720E1  and  XM768  60mm  Insensitive 
Munition  Cartridges  and  XM783  Point 
Detonating/Delay  Fuze  (PDDLY) 

2001 

MA 

Mortar-  81mm-  Cartridge- 
HEMC 

HEMC 

M821A1/M889A1  High  Explosive  (HE) 
81mm  Mortar  Cartridges  (HEMC) 

1996 

MA 

Mortar-  81mm-  Cartridge- 
HEMC 

HEMC 

M821A2  and  M889A2  High  Explosive 

81mm  Mortar  Cartridges 

2008 

MA 

Mortar-  81mm-  Cartridge- 
HEMC  M889A1E1 

HEMC  M889A1E1 

M889A1E1  81 -mm  Mortar  High  Explosive 
Cartridge  (HEMC) 

2006 

T&ER 

Mortar-  81mm-  Cartridge- 
HEMC  M889A1E1 

HEMC  M889A1E1 

Mortar,  81mm,  High  Explosive  Mortar 
Cartridge  (HEMC),  M889A1E1 

2007 

MA 

Mortar-  81mm-  Cartridge- 
IRILL  XM816 

IRILL  XM816 

Cartridge,  81mm  Mortar,  Infrared 
Illuminating,  XM8 16.  1  May  2001 

2001 

T&ER 

Mortar-  81mm-  Cartridge- 
IRILL  XM816 

IRILLXM816 

M816  81mm  Infrared  Illumination  Cartridge 

2002 

T&ER 

Mortar-  81mm-  Cartridge- 
IRILL  XM816 

IRILL  XM8 16 

XM816  81mm  Infrared  Illumination 

Cartridge 

2001 

MA 

Mortar-  81mm-  Cartridge- 
M821A2  /  M889A2  HE 

M821A2  / 

M889A2  HE 

M821A2  And  M889A2  High  Explosive 

81mm  Mortar  Cartridges 

2009 

MA 

Mortar-  81mm-  Cartridge-  WP 

WP 

Screening  Smoke  Cartridge,  81mm,  White 
Phosphorus  Wicks,  XM834 

1982 

MA 

MOUT 

MOUT 

Military  Operations  on  Urbanized  Terrain 
(MOUT)  Fuze  (Fuze,  Point 

Detonating/Delay,  Mk399  MODI  for 

Artillery  MOUT  Applications) 

1999 

MA 

MPCV 

MPCV 

Mine  Protected  Clearance  Vehicle  (MPCV) 

2001 

T&ER 

MPCV 

MPCV 

Mine  Protected  Clearance  Vehicle  (MPCV) 

2002 

T&ER 

MRCD 

MRCD 

XM37  Mid-Sized  Riot  Control  Disperser 
(MRCD) 

1999 

T&ER 

MSDE 

MSDE 

Army's  Role  in  Multi-Service  Distributed 

Test  Event  (MSDE) 

2006 

MA 

MSS 

MSS 

Mounted  Soldier  System  (MSS) 

2007 

MA 

MSU 

MSU 

M67  Mortar  Sight  Unit  (MSU) 

1996 

T&ER 

M-TADS/PNVS 

M-TADS/PNVS 

Modernized  Target  Acquisition  Designation 
Sight/Pilot's  Night  Vision  Sensor  (M- 
TADS/PNVS) 

2005 

MA 

MTS 

MTS 

Movement  Tracking  System  (MTS) 

2000 

T&ER 

MTS 

MTS 

Movement  Tracking  System  (MTS)  Block  I 

2001 

MA 

MTS 

MTS 

Movement  Tracking  System  (MTS).  17 
November  2001 

2001 

MA 

MVS 

MVS 

Muzzle  Velocity  System  (MVS) 

1996 

MA 

NBC-  Decon-  JSTDS-SS 

JSTDS-SS 

Joint  Service  Transportable 

Decontamination  System-Small  Scale 
(JSTDS-SS) 

2006 

MA 

NBC-  Decon-  MDS 

MDS 

Modular  Decontamination  System  (MDS) 

1993 

T&ER 

NBC-  Decon-  MDS 

MDS 

Modular  Decontamination  System  (MDS) 

1999 

MA 

NBC-  Decon-  Sorbent 

Sorbent 

Sorbent  Decontamination  system  (SDS) 

2000 

T&ER 

NBC-  Detector-  ACADA 

ACADA 

Automatic  Chemical  Agent  Detector  Alarm 
(ACADA) 

1998 
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MA 

NBC-  Detector-  BIDS 

BIDS 

Biological  Integrated  Detection  System 
(BIDS) 

1994 

MA 

NBC-  Detector-  BIDS 

BIDS 

Biological  Integrated  Detection  System 
(BIDS) 

1995 

T&ER 

NBC-  Detector-  BIDS  P3I 

BIDS  P3I 

Biological  Integrated  Detection  System 
(BIDS)  Preplanned  Product  Improvement 
(P3I) 

2000 

T&ER 

NBC-  Detector-  I-CAM 

I-CAM 

Improved  Chemical  Agent  Monitor  (I- 
CAM) 

1998 

T&ER 

NBC-  Detector-  JBPDS 

JBPDS 

Joint  Biological  Point  Detection  System 
(JBPDS)  Limited  User  Test  (LUT) 

2008 

T&ER 

NBC-  Detector-  JBSDS 

JBSDS 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Block  1 

2004 

T&ER 

NBC-  Detector-  JBSDS 

JBSDS 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Increment  1 

2005 

T&ER 

NBC-  Detector-  JBSDS 

JBSDS 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Increment  I 

2009 

MA 

NBC-  Detector-  JCBRAWM 

JCBRAWM 

Joint  Chemical,  Biological,  and  Radiological 
Agent  Water  Monitor  (JCBRAWM)  Kit 

2008 

T&ER 

NBC-  Detector-  JCBRAWM 

JCBRAWM 

Joint  Chemical,  Biological,  Radiological 
Agent  Water  Monitor  (JCBRAWM) 

Increment  1 

2009 

T&ER 

NBC-  Detector-  JSLSCAD 

JSLSCAD 

Joint  Service  Lightweight  Standoff 

Chemical  Agent  Detector,  Increment  1 
(JSLSCAD  Incr  1) 

2006 

T&ER 

NBC-  Detector-  MICAD 

MICAD 

Multipurpose  Integrated  Chemical  Agent 
Alarm  (MICAD) 

1999 

T&ER 

NBC-  Detector-  Sampler  Kit 
M279 

Sampler  Kit  M279 

Sampler  Kit,  Air:  Chemical  Agent  Alarm, 
M279  Surface  Sampler  Probe 

2002 

MA 

NBC-  Gloves-  CB  Protective 

CB  Protective 

Gloves 

Two  Types  of  Rubber  CB  Protective  Gloves 

1980 

T&ER 

NBC-  Gloves-  JSLIST 

JSLIST 

Joint  Service  Lightweight  Integrated  Suit 
Technology  (JSLIST)  Block  1  Glove 

Upgrade  /  Abbreviated  (ASER) 

2004 

MA 

NBC-  Mask-  JSMLT 

JSMLT 

Joint  Service  Mask  Leakage  Tester  (JSMLT) 

2005 

T&ER 

NBC-  Mask-  Protective- 
Aircrew-  ACPM  M45 

ACPM  M45 

M45  Aircrew  Protective  Mask  (ACPM) 

1999 

MA 

NBC-  Mask-  Protective- 
Aircrew-  ACPM  XM45 

ACPM  XM45 

XM45  Aircrew  Protective  Mask  (ACPM) 

1996 

MA 

NBC-  Mask-  Protective- 
Aircrew-  APM 

APM 

XM45  Aircrew  Protective  Mask  (APM) 

1996 

MA 

NBC-  Mask-  Protective- 
Aircrew-  JSAM 

JSAM 

Joint  Service  Aircrew  Mask  (JSAM)  Type 

IA  MPU-6/P 

2009 

MA 

NBC-  Mask-  Protective- 
Hood-  CBPH 

CBPH 

Chemical-Biological  Protective  Hood 
(CBPH)  for  the  XM-29  Protective  Mask 

1978 

T&ER 

NBC-  Mask-  Protective  - 
JSCESM 

JSCESM 

Joint  Service  Chemical  Environment 
Survivability  Mask  (JSCESM) 

2006 

T&ER 

NBC-  Mask-  Protective- 
JSGPM 

JSGPM 

Joint  Service  General  Purpose  Mask 
(JSGPM) 

2007 

MA 

NBC-  Mask-  Protective-  M40 

Protective  Mask 

M40 

M40  Protective  Mask 

1994 
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Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

NBC-  Mask-  Protective  - 
XM30 

Protective  Mask- 
XM30 

XM30  Engineering  Design 

1983 

MA 

NBC-  MOPP  Procedures 

MOPP  Procedures 

Mission-Oriented  Protective  Posture 
(MOPP)  Exchange  Procedures 

1990 

T&ER 

NBC-  Shelter-  CBPS 

CBPS 

Chemical  Biological  Protective  Shelter 
(CBPS) 

2001 

T&ER 

NBC-  Shelter-  CBPS- 
DCS/FST 

CBPS-DCS/FST 

Chemical  Biological  Protective  Shelter 
(CBPS)  Division  Clearing  Station/Forward 
Surgical  Team  (DCS/FST) 

2002 

MA 

NBC-  Suit-  CB 

Suit-CB 

Chemical  Biological  (CB)  Suit  and 

Associated  Equipment  in  Combination  with 
Field  Clothing  Ensembles  Worn  by  Male 
Soldiers 

1980 

MA 

NBC-  Suit-  CVCCS 

Suit-CVCCS 

Chemical  Biological  Suit  and  Associated 
Equipment  in  Combination  with  the  Combat 
Vehicle  Crewmember  Clothing  System 
(CVCCS) 

1980 

T&ER 

NBC-  Suit-  Glove-  JSLIST 

JSLIST 

Joint  Service  Lightweight  Integrated  Suit 
Technology  (JSLIST)  Block  2  Glove 

Upgrade  (JB2GU)  Non-Flame  Resistant 
(NFR)  Variant 

2007 

T&ER 

NBC-  Suit-  ITAP 

ITAP 

Improved  Toxicological  Agent  Protective 
(ITAP)  Ensemble 

1999 

T&ER 

NBC-  Suit-  JSLIST-I 

JSLIST-I 

Joint  Service  Lightweight  Integrated  Suit 
Technology  I  (JSLIST  I),  Developmental 
and  Operational  Tests  (DTs  and  OTs) 

1997 

MA 

NBC-  Suit-  MOPP  ACE 

MOPP  ACE 

MOPP  Exchange  Procedure  for  the  Aircrew 
Ensemble  (MOPP  ACE) 

1991 

T&ER 

NBC-  Suit-  STEPO 

STEPO 

Self-Contained  Toxic  Environment 

Protective  Outfit  (STEPO) 

1997 

T&ER 

NBC-  Suit-  STEPO 

STEPO 

Self-Contained  Toxic  Environment 

Protective  Outfit  (STEPO) 

2001 

MA 

NEO 

NEO 

Network  Enabled  Operations  (NEO) 

2006 

T&ER 

NLCS 

NLCS 

Platoon  Non-Lethal  Capabilities  Set  (NLCS) 

2006 

MA 

NVG  AN/PVS-7A 

NVG  AN/PVS-7A 

Night  Vision  Goggle  (NVG)  AN/PVS-7A 

1988 

MA 

NVG  AN/PVS-7B 

NVG  AN/PVS-7B 

Night  Vision  Goggle  (NVG)  AN/PVS-7B 

1988 

MA 

OCU 

OCU 

Omnitech  Operator  Control  Unit  (OCU) 

1998 

MA 

OCU II 

OCU  II 

Omnitech  D7G  Mark  II  Operator  Control 

Unit  (OCU  II) 

1998 

MA 

OICW 

OICW 

Objective  Individual  Combat  Weapon 
(OICW) 

1999 

T&ER 

OSCILLOSCOPE  (OS-303 

OSCILLOSCOPE 

(OS-303 

OSCILLOSCOPE  (OS-303  ()/G),  MS  I/III 

2001 

T&ER 

Parachute-  ATPS 

ATPS 

Advanced  Tactical  Parachute  System 
(ATPS)  Milestone  C  -  Type  Classification 

2009 

MA 

Parachute-  ATPS 

ATPS 

T-l  1  Advanced  Tactical  Parachute  System 
(ATPS) 

2009 

MA 

Parachute-  Mask-  POM 

POM 

Parachutist  Oxygen  Mask  (POM) 

2009 

T&ER 

Parachute-  USL 

USL 

Universal  Static  Line  (USL) 

1998 

MA 

PASGT 

PASGT 

Personnel  Armor  System,  Ground  Troop 
(PASGT)  for  Airborne  Use 

1977 
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Short  Name 
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T&ER 

PFED 

PFED 

AN/PSG-10,  AN/PYG-3,  and  AN/PYG-4 
Pocket-Sized  Forward  Entry  Device  (PFED) 
with  Software  Version  2.0  (SW  V2.0) 

2005 

T&ER 

PFED 

PFED 

Pocket-Sized  Forward  Entry  Device  (PFED) 

2004 

T&ER 

PG 

PG 

Protective  Glove  (PG) 

2001 

MA 

PGMM 

PGMM 

Precision  Guided  Mortar  Munition,  XM395 

2003 

T&ER 

Phoenix 

Phoenix 

Phoenix  Multi-Band  Super  High  Frequency 
(SHF)  Satellite  Terminal  (Block  2  Phoenix) 

2006 

MA 

PIAFS 

PIAFS 

XM1 155  Portable  Inductive  Artillery  Fuze 
Setter  (PIAFS) 

2000 

MA 

Pistol-  9mm-  XM10 

Pistol- XM 10 

XM10  Pistol  Candidates 

1990 

MA 

PLGR 

PLGR 

Precision  Lightweight  GPS  Receiver 
(PLGR) 

1994 

MA 

PLRS 

PLRS 

Position  Location  Reporting  System  (PLRS) 
OT  II  Human  Factors  And  Training 
Evaluation 

1984 

MA 

PLRS-JTIDS 

PLRS-JTIDS 

PLRS-JTIDS  Hybrid  (PJH) 

1986 

MA 

PLS 

PLS 

Palletized  Loading  System  (PLS) 

1990 

T&ER 

PLS-CHU 

PLS-CHU 

Palletized  Load  System  -  Container 

Handling  Unit  (PLS-CHU) 

2000 

T&ER 

PLS-CROP 

PLS-CROP 

Palletized  Load  System  -  Container  Roll- 
In/Out  Platform  (PLS-CROP) 

2000 

T&ER 

PLS-E  MTS 

PLS-E  MTS 

Palletized  Loading  System  -  Enhanced 
(PLS-E)  Movement  Tracking  System  (MTS) 

1999 

MA 

PQA 

PQA 

Petroleum  Quality  Analysis  (PQA)  System 

1994 

T&ER 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set  Profiler 
(MMS-P),  AN/TMQ-52A 

2007 

MA 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

2005 

T&ER 

Profiler-MMS-P 

Profiler-MMS-P 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

2005 

MA 

Profiler-MMS-P  (Revised) 

Profiler-MMS-P 

(Revised) 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

2005 

T&ER 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier  (PVAB) 

2000 

MA 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier  (PVAB), 
XM1 

1999 

MA 

PVAB 

PVAB 

Portable  Vehicle  Arresting  Barrier,  XM1 
(PVAB)  formerly  known  as  Portable 

Vehicle  Immobilization  System  (PVIS) 

2000 

T&ER 

PVIS 

PVIS 

Portable  Vehicle  Immobilization  System 
(PVIS) 

1998 

MA 

Quick  Stow-  QSS 

QSS 

XM326  120mm  Stowage  Kit  (Quick  Stow) 

2007 

MA 

Quick  Stow-  QSS 

QSS 

XM326  120mm  Stowage  Kit  (Quick  Stow) 

2008 

T&ER 

Radar-  ETRAC 

ETRAC 

Enhanced  Target  Range  and  Classification 
(ETRAC)  Modified  Sentinel  Radar 

2005 

T&ER 

Radar-  JSTARS-CGS 

JSTARS-CGS 

Joint  Surveillance  Target  Attach  Radar 

System  (Joint  Stars)  (JSTARS)  Common 
Ground  Station  (CGS) 

1999 
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Long  Name 

Year 

T&ER 

Radar-  JSTARS-CGS 

JSTARS-CGS 

Joint  Surveillance  Target  Attack  Radar 

System  (Joint  STARS)  (JSTARS)  Common 
Ground  Station  (CGS)  and  Joint  Services 
Work  Station  (JSWS) 

2002 

T&ER 

Radar-  JSTARS-CGS 
(Update) 

JSTARS-CGS 

(Update) 

Joint  Surveillance  Target  Attack  Radar 

System  (Joint  Stars)  (JSTARS)  Common 
Ground  Station  (CGS)  (Update) 

2000 

T&ER 

Radar-  Lynx  II 

Lynx  II 

Unmanned  Aircraft  System  (UAS)  Payloads 
Update  (Lynx  II) 

2008 

T&ER 

Radio-  BSN 

BSN 

Brigade  Subscriber  Node  (BSN) 

2005 

T&ER 

Radio-  GBS  TGRS 

GBS  TGRS 

Global  Transport  Service  (GBS) 

Transportable  Ground  Receive  Suite 
(TGRS) 

2005 

T&ER 

Radio-  Handheld-  ICOM  IC- 
F3  SI 

ICOM  IC-F3  SI 

Soldier  Intercom  (SI) 

1998 

T&ER 

Radio-  HF  NOE  COMM 
AN/ARC-220 

HF  NOE  COMM 
AN/ARC-220 

High  Frequency,  Nap-Of-The-Earth 
Communications  (HF  NOE  COMM)  System 
Consisting  of  the  AN/ARC-220  and 

Advanced  Narrowband  Digital  Voice 
Terminal  (ANDVT)  AIRTERM  KY-100 

1997 

MA 

Radio-  JTRS 

JTRS 

Joint  Tactical  Radio  System  (JTRS) 

2002 

MA 

Radio-  JTRS 

JTRS 

Joint  Tactical  Radio  System  (JTRS)  Cluster 

5 

2004 

T&ER 

Radio-  JTRS  Cluster  5 

JTRS  Cluster  5 

Joint  Tactical  Radio  System  -  Cluster  5 
(JTRS  -  Cluster  5) 

2004 

T&ER 

Radio-  MBITR 

MBITR 

Multiband  Inter/Intra  Team  Radio  (MBITR) 

1999 

MA 

Radio-  SINCGARS 

SINCGARS 

Single  Channel  Ground  and  Airborne  Radio 
System  (SINCGARS)  AN/ ARC-201  (ABN) 

1988 

MA 

Radio-  SINCGARS  ICOM 

SINCGARS  ICOM 

SINCGARS  ICOM  Radio 

1987 

MA 

Radio-  SINCGARS  ICOM 

SINCGARS  ICOM 

Single  Channel  Ground  and  Airborne  Radio 
System  (SINCGARS)  Integrated  COMSEC 
(ICOM) 

1993 

MA 

Radio-  SINCGARS-V 

SINCGARS-V 

SINCGARS-V  Maturity  Operational  Test: 
Human  Factors  Evaluation  (Synopsis) 

1985 

T&ER 

Radio-  SIRFC 

SIRFC 

Suite  of  Integrated  Radio  Frequency 
Countermeasures  (SIRFC)  (U) 

2002 

MA 

Radio-  Troposcatter  RS 

Troposcatter  RS 

AN/TRC-170  Digital  Troposcatter  Radio 
System 

1989 

T&ER 

Radio-  WIN-T 

WIN-T 

Warfighter  Information  Network  -  Tactical 
(WIN-T) 

2003 

MA 

Radio-  WIN-T 

WIN-T 

Warfighter  Information  Network-Tactical 
(WIN-T)  Program 

2003 

T&ER 

Raptor  ICO 

Raptor  ICO 

Raptor-Intelligent  Combat  Outpost 

1999 

T&ER 

Religion-  CC 

CC 

Containerized  Chapel  (CC) 

2002 

T&ER 

Religion-  CLSP 

CLSP 

Chaplaincy  Logistical  Support  Package 
(CLSP) 

2001 

T&ER 

REMBASS  II 

REMBASS  II 

Remotely  Monitored  Battlefield  Sensor 
System  II  (REMBASS  II) 

2004 

T&ER 

Rifle-  5.56mm-  Carbine- 
Buttstock-Sling-  IB/CQBS 

IB/CQBS 

Improved  Buttstock  and  Close  Quarters 

Battle  Sling  (IB/CQBS)  for  the  Modular 
Weapons  System  (MWS) 

1999 
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Year 

MA 

Rifle-  5.56mm-  Carbine- 
M4A1 

M4A1 

Carbine,  5.56mm,  M4E1  (M4A1) 

1994 

MA 

Rifle-  5.56mm-  Carbine-  XM8 

XM8 

Initial  Impressions  for  the  XM8  Carbine 

2004 

T&ER 

Rifle-  5.56mm-  Cartridge- 
GREM  Ml 00 

GREM  Ml 00 

Ml 00  Grenade  Rifle  Entry  Munition 
(GREM) 

2008 

MA 

Rifle-  5.56mm-  Cartridge- 
LFS 

LFS 

Cartridge,  5.56  mm,  ball.  Lead  Free  Slug 
(LFS),  M855LFS 

2009 

T&ER 

Rifle-  5.56mm-  Cartridge- 
RLEM 

RLEM 

Rifle  Launched  Entry  Munition  (RLEM) 

2001 

MA 

Rifle-  5.56mm-  Cartridge- 
RLEM 

RLEM 

Rifle  Launched  Entry  Munition  (RLEM), 
XM100,  and  RLEM  Trainer,  XM101 

2002 

T&ER 

Rifle-  5.56mm-  Cartridge- 
RLEM 

RLEM 

XM100  Rifle  Launched  Entry  Munition 
(RLEM) 

2000 

MA 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

RLNLM  XM95 

5.56mm  Rifle  Launched  -  Non-Lethal 
Munition  (5.56mm  NLM),  XM95 

1999 

T&ER 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

RLNLM  XM95 

XM95  Rifle  Launched  Non-Lethal  Munition 
(RLNLM) 

1999 

T&ER 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

RLNLM  XM95 

XM95  Rifle  launched  Non-Lethal  Munition 
(RLNLM) 

2000 

T&ER 

Rifle- 5.56mm- Ml  6/M4 

M16/M4 

Dust  Assessment  of  the  M4  Carbine,  Ml  6 
Rifle  and  M249  Machine  Gun 

2007 

T&ER 

Rifle-  5.56mm-  M16/M4- 
Sight-  CCO 

CCO 

Close  Combat  Optic  (CCO) 

1997 

T&ER 

Rifle-  5.56mm-  M16/M4- 
Sight-  LWTS 

LWTS 

AN/PVS-13B(V)1  Light  Thermal  Weapon 
Sight  (LTWS) 

2002 

T&ER 

Rifle-  5.56mm-  M16/M4- 
Sight-  LWTS  II 

LWTS  II 

BAE  Light  Weapon  Thermal  Sight  II 
(LWTS  II),  AN/PAS- 13C(V)1 

2006 

T&ER 

Rifle-  5.56mm-  M16/M4- 
Sight-  TLOS 

TLOS 

Target  Location  and  Observation  System 
(TLOS) 

1998 

MA 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

MWS 

Modular  Weapon  System  (MWS) 

1997 

T&ER 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

MWS 

Modular  Weapon  System  (MWS) 

1998 

MA 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249 

SAW  M249 

Squad  Automatic  Weapon  (SAW)  System 

1980 

T&ER 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  AP 

SAW  M249  AP 

Assault  Pack  for  the  Machinegun,  5.56-MM, 
M249  S 

1998 

T&ER 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  SB 

SAW  M249  SB 

M249  Squad  Automatic  Weapon  With  Short 
Barrel 

2000 

T&ER 

Rifle-  5.56mm-  Machine  Gun- 
Sight-  MWTS  II 

MWTS  II 

BAE  Medium  Weapon  Thermal  Sight  II 
(MWTS  II),  AN/P AS-13C(V)2  / 

Abbreviated  (ASER) 

2006 

T&ER 

Rifle-  5.56mm-  OICW 

OICW 

Objective  Individual  Combat  Weapon 
(OICW) 

2000 

T&ER 

Rifle-  50  Cal-  LRSR  XM107 

LRSR  XM 107 

XM107,  .50  Caliber  Long  Range  Sniper 

Rifle  (LRSR) 

2003 

MA 

Rifle-  50  Cal-  LRSRXM107 

LRSR  XM 107 

XM107,  .50  Caliber,  Long  Range  Sniper 

Rifle 

2003 

MA 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

SLAP 

Cartridge,  Caliber  .50,  Saboted,  Light  Armor 
Penetrator  (SLAP),  XM903  and  XM962 
Tracer 

1993 
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MA 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

SLAP 

M903  and  M962  Caliber  .50  Sabot  Light 
Armor  Penetrator  (SLAP)  Cartridges 

1996 

T&ER 

Rifle-  50 

CaP7.62mm/5.56mm-  Sight- 
HWTS  II 

HWTS  II 

BAE  Heavy  Weapon  Thermal  Sight  II 
(HWTS  II),  AN/PAS- 13C(V)3 

2006 

T&ER 

Rifle-  50 

Cal/7.62mm/5.56mm-  Sight- 
TWS 

TWS 

Thermal  Weapon  Sight  (TWS) 

1998 

T&ER 

Rifle-  50 

CaP7.62mm/5.56mm-  Sight- 
TWS-OMNI 

TWS-OMNI 

Thermal  Weapon  Sight  (TWS)  -  OMNI 

2001 

T&ER 

Rifle-  50 

CaP7.62mm/5.56mm-  Sight- 
TWS-R 

TWS-R 

Thermal  Weapon  Sight  -  Redesign  (TWS-R) 

2000 

MA 

Rifle-  7.62mm-  Cartridge- 
APC 

APC 

Cartridge,  7.62MM  Armor  Piercing  (ACP), 
XM993 

1995 

T&ER 

Rifle-  7.62mm-  Cartridge- 
APC  M993 

APC  M993 

7.62mm  Armor  Piercing  Cartridge  (APC) 
M993 

1999 

MA 

Rifle-  7.62mm-  Cartridge- 
RLRP 

RLRP 

Rifle-Launched  Rocket  Projectile  (RLRP) 

1975 

T&ER 

Rifle-  7.62mm-  Cartridge- 
SRTA 

SRTA 

7.62mm  Short  Range  Training  Ammunition 
(SRTA) 

2000 

MA 

Rifle-  7.62mm-  Cartridge- 
SRTA 

SRTA 

Rifle-  7.62mm,  Cartridge-  Short  Range 
Training  Ammunition 

1993 

MA 

Rifle-  7.62mm-  Cartridge- 
Tracer 

Tracer 

Rifle-  7.62mm,  Cartridge-  Dim  Tracer, 
XM276 

1992 

MA 

Rifle-  7.62mm-  Machine  Gun- 
M240E4 

M240E4 

M240E4  Medium  Machine  Gun  and 

M122E1  Machine  Gun  Mount  (MGM) 

1996 

MA 

Rifle-  7.62mm-  Machine  Gun- 
M240E5 

M240E5 

M240E5  Machine  Gun  (Aviation  Variant) 
Mounted  on  the  Ml 44  Mounting  Arm  for 
the  UH-60,  and  the  M24  and  M4 1  Mounts 
for  the  CH-47 

2004 

MA 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

M240E6 

M240E6  Lightweight  Medium  Machine  Gun 
(LMMG)  (M240E6) 

2007 

T&ER 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

M240E6 

M240E6  Medium  Machine  Gun  (MG)  / 
Abbreviated  (ASER) 

2008 

MA 

Rifle-  7.62mm-  Machine  Gun- 
M73C 

M73C 

M73C  Tank  Machine  Gun 

1961 

T&ER 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

MGO 

Machinegun  Optic  (MGO) 

1999 

T&ER 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

MGO 

XM-145  Machinegun  Optic  (MGO) 

1998 

MA 

Rifle-  7.62mm-  SASS 

SASS 

XM1 10  Semi  Automatic  Sniper  System 
(SASS)  and  XM151  Sniper  Spotting  Scope 
(SSS) 

2006 

T&ER 

Rifle-  7.62mm-  SASS 

SASS 

XM110,  7.62X5 1mm  Caliber  Semi- 
Automatic  Sniper  System  (SASS) 

2006 

T&ER 

Rifle-  7.62mm-  SASS 

SASS 

XM1 10,  7.62  X  51mm  Caliber  Semi- 
Automatic  Sniper  System  (SASS) 

2007 

T&ER 

Rifle-  7.62mm-  Sight-  SNS 

SNS 

AN/PVS-10  Sniper  Night  Sight  (SNS) 

1998 

MA 

Rifle-  7.62mm-  Stoner  G3 

Stoner  G3 

Stoner  G3  Assault  Rifle 

1964 
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T&ER 

Rifle-  84mm-  Cartridge- 
Recoilless-  ADM-401 

ADM-401 

Area  Defense  Munition  (ADM)-401 

2001 

MA 

Rocket-  2.75"  Smoke 

Warhead 

2.75"  Smoke 
Warhead 

Warhead,  2.75  Inch  Rocket,  Smoke: 

Screening,  RP,  XM264 

1993 

MA 

Rocket-  Davy  Crockett  GFS 

Davy  Crockett 

GFS 

Davy  Crockett  Graphical  Firing  Scale  (FRE 
24776) 

1961 

MA 

Rocket-  Direct  Attack  Guided 
Rocket 

Direct  Attack 

Guided  Rocket 

Direct  Attack  Guided  Rocket 

2002 

T&ER 

Rocket-  GLMRS 

GLMRS 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Integrated  Test  and  Evaluation 

1998 

MA 

Rocket-  GLMRS  UR 

GLMRS  UR 

Guiided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket 

2008 

MA 

Rocket-  GMLRS 

GMLRS 

Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

1997 

MA 

Rocket-  GMLRS 

GMLRS 

Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

1998 

MA 

Rocket-  GMLRS 

GMLRS 

XM30  Guided  Multiple  Launch  Rocket 
System  (GMLRS)  in  the  Combined  High 
Mobility  Artillery  Rocket  System 
(HIMARS) 

2007 

MA 

Rocket-  GMLRS  UR 

GMLRS  UR 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket  (UR) 

2003 

MA 

Rocket-  GMLRS  UR 

GMLRS  UR 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket  (UR)  Full  Rate 
Production  Decision 

2008 

MA 

Rocket-  GMLRS  XM30 

GMLRS  XM30 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  XM30  Rocket 

2005 

MA 

Rocket-  GMLRS-DPICM 

GMLRS-DPICM 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Dual  Purpose  Improved 
Conventional  Munitions  (DPICM) 

2003 

T&ER 

Rocket-  GMLRS-DPICM 

GMLRS-DPICM 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  with  Dual  Purpose  Improved 
Conventional  Munitions  (DPICM) 

2005 

T&ER 

Rocket-  GMLRS-U 

GMLRS-U 

XM31E1  Guided  Multiple-Launch  Rocket 
System-Unitary  (GMLRS-U)  Rocket 

2008 

MA 

Rocket-  Grenade-  66mm- 
LAW  XM72 

LAW  XM72 

Infantry  Assault  Weapon,  Light  (LAW) 
Rocket  Grenade,  66mm,  XM-72 

1961 

T&ER 

Rocket-  LaSER- 

LaSER- 

Full  Material  Release  Decision  for  the 
Shoulder  Launched  Munition  Multiple 
Integrated  Laser  Engagement  System  (SLM 
MILES) 

2007 

MA 

Rocket-  LAW  AT4 

LAW  AT4 

Modified  AT-4  Light  Antiarmor  Weapon 

1984 

MA 

Rocket-  Little  John 

Little  John 

Little  John  Launchers,  XM34  and  XM80 

1960 

T&ER 

Rocket-  Minefield  Breaching- 
RAFAEL  CARPET 

RAFAEL 

CARPET 

RAFAEL  Minefield  Breaching  System, 
CARPET 

2003 

MA 

Rocket-  MLRS 

MLRS 

Multiple  Launch  Rocket  System  (MLRS)  in 
Operational  Test  III 

1984 

MA 

Rocket-  MLRS  FCS 

MLRS  FCS 

Personnel  and  training  Evaluation  for  the 
M270A1  Multiple  Launch  Rocket  System 
(MLRS)  Fire  Control  System  (FCS) 

2002 

MA 

Rocket-  MLRS  M270A1 

MLRS  M270A1 

Multiple  Launch  Rocket  System  (MLRS) 
M270A1  Launcher 

2002 
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MA 

Rocket-  MLRS  RRPR  M28A2 

MLRS  RRPR 
M28A2 

Multiple  Launch  Rocket  System  M28A2 
Reduced  Range  Practice  Rocket 

2004 

MA 

Rocket-  MLRS-IFCS 

MLRS-IFCS 

Multiple  Launch  Rocket  System  (MLRS) 
Improved  Fire  Control  System  (IFCS) 

1997 

MA 

Rocket-  MLRS-RRPR 

MLRS-RRPR 

Multiple  Launch  Rocket  system  (MLRS) 
M28A2  Reduced  Range  Practice  Rocket 
(RRPR) 

2005 

MA 

Rocket-  MRL  M91 

MRLM91 

M91,  1 15mm  Multiple  Rocket  Launcher 

1962 

MA 

Rocket-  SMAW 

SMAW 

Mobility,  Portability,  and  Human  Factors 
Evaluation  of  the  Shoulder-Launched 
Multipurpose  Assault  Weapon  (SMAW) 

MK  153  MOD  1 

1992 

T&ER 

Rocket-  SMAW-D 

SMAW-D 

Shoulder-Launched  Multipurpose  Assault 
Weapon  -  Disposable  (SMAW-D),  The 
Bunker  Defeat  Munition  (BDM), 

1998 

T&ER 

RRDF-MCS 

RRDF-MCS 

Roll-On/Roll-Off  Discharge  Facility 
(RRDF)  and  Floating  Causeway  (FC) 
Subsystems  of  the  Modular  Causeway 

System  (MCS) 

2002 

MA 

RSCCE 

RSCCE 

Replacement  Satellite  Communication 
Configuration  Control  Element  (RSCCE) 

1994 

T&ER 

RSCCE 

RSCCE 

Replacement  Satellite  Configuration  Control 
Element  (RSCCE) 

1999 

MA 

RWBK 

RWBK 

Rapid  Wall  Breaching  Kit  (RWBK  XM322, 
Force  on  Force  Trainer,  XM323,  and  the 

Inert  Trainer  XM324 

2004 

MA 

SAFEGUARD 

SAFEGUARD 

SAFEGUARD  Intrasite  Communications 
Subsystem 

1972 

T&ER 

SAMGL 

SAMGL 

Antipersonnel  Landmine  Alternative 
(APLA)  Program.  Non  Self  Destruct- 
Alternative  (NSD-A)  (Milestone  I/II 
Decision).  Soldier-Activated  Munition, 
Grenade  Launched  (SAMGL)  Prototype 
(Alliant  Techsystems) 

2000 

MA 

SASRD 

SASRD 

Small-Arms  Soft-Recoil  Device 

1965 

MA 

SCS-CGCPT 

SCS-CGCPT 

Special  Communications  System  (SCS) 
AN/GSC-40  Combined  Ground  Command 
Post  Terminal  (CGCPT) 

1984 

MA 

SDRI 

SDRI 

Seven  Digital  Readout  Indicators  (SDRI) 

1960 

T&ER 

SDS 

SDS 

Special  Operations  Forces  Sniper/Gunshot 
Detection  System  (SDS) 

2000 

T&ER 

Search  Mirrors 

Search  Mirrors 

Search  Mirrors 

2000 

MA 

SFC 

SFC 

Soldier  Fighting  Cover  (SFC) 

1994 

MA 

SHF-TSST 

SHF-TSST 

Phoenix  Tactical  Super  High  Frequency 
(SHF)  Satellite  Terminal  (TSST) 

2005 

MA 

Shotgun-  12  Gauge-  MASS 

MASS 

XM26  Modular  Accessory  Shotgun  System 
(MASS) 

2006 

T&ER 

Shotgun-  12  Gauge-  MASS 

MASS 

XM26  Modular  Accessory  Shotgun  System 
(MASS) 

2007 

MA 

Shotgun-  12  Gauge-  MASS 

MASS 

XM26  Modular  Accessory  Shotgun  System 
(MASS)  (Revised) 

2007 
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T&ER 

Shotgun-  Cartridge-  12 

Gauge-  Breaching  Round 
M1030 

Breaching  Round 
M1030 

Cartridge,  12  Gauge  Breaching  Round, 

M1030 

2007 

T&ER 

Shotgun-  Cartridge-  12 

Gauge-  Breacher 

Breacher 

12  Gauge  Breacher 

2001 

T&ER 

Shotgun-  Cartridge-  12 

Gauge-  NLA 

NLA 

12  Gauge  Shotgun  Non-Lethal  Ammunition 

2000 

MA 

SICPS 

SICPS 

Standardized  Integrated  Command  Post 
System  (SICPS) 

2003 

MA 

SICPS 

SICPS 

Standardized  Integrated  Command  Post 
System  (SICPS) 

2005 

MA 

SICPS 

SICPS 

Standaridized  Integrated  Command  Post 
System  (SICPS) 

2006 

T&ER 

SICPS-CPP 

SICPS-CPP 

Standardized  Integrated  Command  Post 
System  -  Command  Post  Platform  (SICPS- 
CPP) 

2003 

MA 

SIDPERS 

SIDPERS 

Standard  Installation/Division  Personnel 
System  -  3  (SIDPERS-3) 

1996 

MA 

SIIRCM 

SIIRCM 

Suite  of  Integrated  Infrared 

Countermeasures  (SIIRCM) 

2001 

T&ER 

SIIRCM 

SIIRCM 

Suite  of  Integrated  Infrared 

Countermeasures  (SIIRCM) 

2003 

T&ER 

SKA-CAA  XM279 

SKA-CAA  XM279 

Sampler  Kit,  Air  (SKA):  Chemical  Agent 
Alarm  (CAA),  XM279 

2000 

T&ER 

SMART-T 

SMART-T 

Secure,  Mobile,  Anti-Jam,  Reliable,  Tactical 
Terminal  (SMART-T) 

2002 

T&ER 

Smoke  Pot  M8 

Smoke  Pot  M8 

M8  Smokepot 

1998 

MA 

Snowshoes-  Assault 

Snowshoes 

Mobility  and  Human  Factors  Evaluation  of 
Three  Prototype  Assault  Snowshoes 

1994 

MA 

SNS 

SNS 

Sniper  Night  Sight  (SNS) 

1994 

T&ER 

Sorbent 

Sorbent 

Sorbent  Decontamination  System  (SDS) 

2002 

MA 

SPIW-  3  Prototypes 

SPIW 

Three  Special  Purpose  Infantry  Weapons 
(SPIW)  Prototype  Weapons 

1964 

MA 

SPIW-  3  SP  Prototypes 

SPIW 

Three  Prototype  Special  Purpose  Infantry 
Weapons  (SPIW) 

1964 

MA 

SRAT 

SRAT 

Armor  System  Stryker  Reactive  Annor  Tiles 
(SRAT) 

2006 

MA 

Stab  Bino  XM25 

Stab  Bino  XM25 

XM25  Stabilized  Binocular 

1998 

MA 

STANO 

STANO 

Selected  STANO  Devices  Employed  In  A 
Mechanized  Infantry  Platoon 

1980 

T&ER 

Suit-  Protective-  JSLIST  P3I 

JSLIST  P3I 

Joint  Service  Lightweight  Integrated  Suit 
Technology  (JSLIST)  Pre-Planned  Product 
Improvement  (P3I) 

2001 

MA 

T  AC  JAM 

T  AC  JAM 

Tactical  Jamming  System  (AN/MLQ-34, 

T  AC  JAM) 

1979 

T&ER 

TACLANE 

TACLANE 

TACLANE  KG- 175  In-Line  Network 
Encryptor 

2002 

MA 

TASER 

TASER 

TASER®  X26E 

2008 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'  -  Automated 
Information  for  Movement  System  II  (TC- 
AIMS  II)  Block  3 

2007 
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Short  Name 

Long  Name 

Year 

T&ER 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'  -  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

2004 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators'-  Automated 
Information  for  Movement  System  II  (TC- 
AIMS  II)  Block  3 

2008 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

2000 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

2003 

MA 

TC-AIMS  II 

TC-AIMS  II 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

2004 

MA 

TCD 

TCD 

Threat  Cue  Devices  (TCD) 

1992 

MA 

TCF-  Coltano,  Italy 

TCF 

Automated  Quality  Monitoring  and 

Reporting  Subsystem  in  the  Technical 

Control  Facility  at  Coltano,  Italy 

1971 

MA 

TeamMATE 

TeamMATE 

TeamMATE  System  for  Dismounted 
embedded  Training  and  Mission  Rehearsal 

2008 

T&ER 

TPIAL 

TPIAL 

AN/PEQ-2  Target 

Pointer/Illuminator/ Aiming  Light  (TPIAL) 

2000 

MA 

Trailblazer 

Trailblazer 

The  Trailblazer  Special  Purpose  Detecting 
System 

1978 

MA 

TSST 

TSST 

Phoenix  Tactical  Super  High  Frequency 
(SHF)  Satellite  Terminal  (TSST) 

2004 

MA 

TSV 

TSV 

Theater  Support  Vessel  (TSV) 

2004 

T&ER 

Uniform-  ACU 

ACU 

Army  Combat  Uniform  (ACU) 

2004 

MA 

Uniform-  Clothing  of  Viet 

Nam 

Clothing  of  Viet 
Nam 

Clothing  and  Personal  Equipment  in 

Thailand  and  the  Republic  of  Viet  Nam 

1963 

MA 

USNS  Corpus  Christi  Bay 

USNS  Corpus 

Christi  Bay 

USNS  Corpus  Christi  Bay 

1966 

T&ER 

Vehicle-  Crew-  MSS 

MSS 

Mounted  Soldier  System  (MSS)  in  Support 
of  a  Milestone  B  Decision 

2007 

T&ER 

Vehicle-  Fuel-  FSSP 

FSSP 

Fuel  System  Supply  Point  (FSSP)  Type  5- 
800K  /  Abbreviated  (ASER) 

2007 

T&ER 

Vehicle-  Teleoperation-  VTC 

VTC 

Vehicle  Teleoperation  Capability  (VTC) 

1997 

MA 

Vehicle-  Tracked-  APC-  T113 
&T117  APC 

T113&T117  APC 

Armored  Personnel  Carriers  T1 13  &  T1 17 

1958 

MA 

Vehicle-  Tracked-  APC-  T113 
and  T1 17  APC 

T113  and  T 1 1 7 

APC 

Armored  Personnel  Carriers  T113  and  Til 7 

1957 

MA 

Vehicle-  Tracked-  Artillery- 
155mm-  Howitzer 
AFAS/FARV 

Howitzer 

AFAS/FARV 

Advanced  Field  Artillery  System  (AFAS) 
and  Future  Armored  Resupply  Vehicle 
(FARV) 

1994 

MA 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M109A6 

Paladin  Ml 09 A6 

M109A6,  155-mm  Self  Propelled  Howitzer 

1993 

MA 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M99A2 

Paladin  M99A2 

Transfer  of  Ammunition  from  the  M992A2 
Field  Artillery  Ammunition  Support  Vehicle 
into  the  M109A6  Paladin  Self-Propelled 
Howitzer 

2003 
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MA 

Vehicle-  Tracked-  ARV- 
HERCULES 

HERCULES 

HERCULES  M88A1E1  Armored  Recovery 
Vehicle  (ARV) 

1996 

T&ER 

Vehicle-  Tracked-  Bulldozer- 
DEUCE-CPK 

DEUCE-CPK 

Deployable  Universal  Combat  Earthmover- 
Crew  Protection  Kit  (DEUCE-CPK) 

2003 

MA 

Vehicle-  Tracked-  C2V 

C2V 

Command  and  Control  Vehicle  (C2V) 

1996 

MA 

Vehicle-  Tracked-  CCP 

XM577  SNE 

CCP  XM577  SNE 

Carrier,  Command  Post,  (CCP)  Light, 

Tracked  XM577 

1963 

MA 

Vehicle-  Tracked-  DIVAD 

DIVAD 

Division  Air  Defense  (DIVAD)  Gun 

Systems 

1981 

MA 

Vehicle-  Tracked-  DIVAD 

DIVAD 

Division  Air  Defense  (DIVAD)  Gun 

Systems 

1984 

MA 

Vehicle-  Tracked-  DIVAD  Sgt 
York 

DIVAD  Sgt  York 

DIVAD  System:  Volume  I.  Sgt  York 

1988 

MA 

Vehicle-  Tracked-  DIVAD  Sgt 
York  FOE 

DIVAD  Sgt  York 
FOE 

Future  Systems.  FAADS  Design  Criteria 
Evolving  from  the  Sgt.  York  Follow-On 
Evaluation  I 

1989 

T&ER 

Vehicle-  Tracked-  Engineer- 
HYEX 

HYEX 

Hydraulic  Excavator  (HYEX) 

2000 

T&ER 

Vehicle-  Tracked-  Engineer- 
HYEX 

HYEX 

Hydraulic  Excavator  (HYEX),  Crawler 
Mounted,  Type  I  /  Abbreviated  (ASER) 

2007 

MA 

Vehicle-  Tracked-  Engineer- 
R028  Scraper 

R028  Scraper 

R028  Scraper 

1984 

MA 

Vehicle-  Tracked-  Engineer- 
R038  Grader 

R038  Grader 

R038  Grader 

1984 

MA 

Vehicle-  Tracked-  FCS- 
155mm-  NLOS-C 

NLOS-C 

Manpower,  Personnel  Capabilities  and 
Training  (MPT)  Domain  Assessment  for  the 
Non-Line  of  Sight  Cannon  (NLOS  Cannon) 

2008 

MA 

Vehicle-  Tracked-  FCS  FOV 

FCS  FOV 

Future  Combat  System  (FCS) 

2003 

MA 

Vehicle-  Tracked-  FCS  FOV 

FCS  FOV 

Future  Combat  System  (FCS) 

2004 

MA 

Vehicle-  Tracked-  IFV-  BMP- 
A 

BMP-A 

Soviet  BMP-A  Armored  Infantry  Combat 
Vehicle 

1982 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFIST  Striker 

Bradley  BFIST 
Striker 

Striker  XM707  Fire  Support  Vehicle 

1998 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  A3 

Bradley  BFVS  A3 

Bradley  Fighting  Vehicle  Systems  A3 
(BFVS  A3) 

1997 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  BFIST 

Bradley  BFVS 
BFIST 

Bradley  Fire  Support  Vehicle  (BFIST) 

1994 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  BFIST 

Bradley  BFVS 
BFIST 

Bradley  Fire  Support  Vehicle  (BFIST) 

1995 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  BFIST 

Bradley  BFVS 
BFIST 

Bradley  Fire  Support  Vehicle  (BFIST) 

1997 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  Linebacker  M- 
6 

Bradley  BFVS 
Linebacker  M-6 

Bradley  Linebacker  (BL) 

1996 

T&ER 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  Linebacker  M- 
6 

Bradley  BFVS 
Linebacker  M-6 

Bradley  Linebacker  (Training  Release) 

1998 

T&ER 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  Linebacker  M- 
6 

Bradley  BFVS 
Linebacker  M-6 

Bradley  Linebacker  Weapon  System 

1997 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  M2A3/M3A3 

Bradley  BFVS 
M2A3/M3A3 

Bradley  Fighting  Vehicle  (BFVS) 
M2A3/M3A3 

1993 
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Long  Name 
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T&ER 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  M2A3/M3A3 

Bradley  BFVS 
M2A3/M3A3 

Bradley  Fighting  Vehicle  System  -  M2A3 

2000 

T&ER 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  M2A3/M3A3 

Bradley  BFVS 
M2A3/M3A3 

Bradley  Fighting  Vehicle  System  (BFVS)  - 
M2/M3A3 

2001 

T&ER 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  M2A3/M3A3 

Bradley  BFVS 
M2A3/M3A3 

Bradley  Fighting  Vehicle  System  A3 
(BFVS-A3)  Low  Rate  Initial  Production  1 
Decision 

1997 

MA 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  M2A3/M3A3 

Bradley  BFVS 
M2A3/M3A3 

Bradley  Fighting  Vehicle  Systems  A3 
(BFVS  A3).  6  February  2001 

2001 

T&ER 

Vehicle-  Tracked-  IFV- 
Bradley  BFVS  ODS-E 

Bradley  BFVS 
ODS-E 

M2A2  Bradley  Fighting  Vehicle  System 
(BFVS)  Operation  Desert  Storm-Engineer 
(ODS-E) 

2002 

T&ER 

Vehicle-  Tracked-  IFV- 
Bradley  LBR-6 

Bradley  LBR-6 

Bradley  Fighting  Vehicle  System  LBR-6 
Reactive  Armor  T est  Program 

2006 

MA 

Vehicle-  Tracked-  ITV 

ITV 

Improved  Tow  Vehicle  (ITV)  During 

OT/DT  III 

1980 

MA 

Vehicle-  Tracked-  LAVM/RV 

LAVM/RV 

Light  Armored  Vehicle, 
Maintenance/Recovery  Vehicle 
(LAVM/RV) 

1986 

MA 

Vehicle-  Tracked-  MAULER 
SNE 

MAULER  SNE 

MAULER  Weapon  System 

1963 

MA 

Vehicle-  Tracked-  Medical- 
Bradley  AMEV 

Bradley  AMEV 

Armored  Medical  Evacuation  Vehicle 
(AMEV) 

1999 

MA 

Vehicle-  Tracked-  MICV 

MICV 

Infantry  Fighting  Vehicle  (IFV) 

1978 

MA 

Vehicle-  Tracked-  Tank- 
Abrams  Ml 

Abrams  Ml 

Ml  Combat  Tank 

1984 

MA 

Vehicle-  Tracked-  Tank- 
Abrams  Ml  EDC 

Abrams  Ml  EDC 

Tank  Design  Criteria  Evolving  from  the  Ml 
Tank  Operational  Test  III 

1984 

MA 

Vehicle-  Tracked-  Tank- 
Abrams  M1A1 

Abrams  M1A1 

M1A1  Abrams  120mm  Gun  Tank,  Follow 
on  Evaluation 

1988 

MA 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2 

Abrams  M1A2 

M1A2  Abrams  Tank 

1994 

MA 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  ARAT  XM19 

Abrams  M1A2 
ARAT  XM 19 

XM19  Abrams  Reactive  Armor  Tiles 
(ARAT) 

2008 

MA 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  ARAT  XM19 

Abrams  M1A2 
ARAT  XM  19 

XM19  Abrams  Reactive  Armor  Tiles 
(ARAT) 

2009 

T&ER 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  SEP 

Abrams  M1A2 

SEP 

M1A2  Abrams  System  Enhancement 

Package  (SEP) 

2001 

T&ER 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  SEP 

Abrams  M1A2 

SEP 

M1A2  AbramsTank 

1997 

MA 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  TMS 

Abrams  M1A2 

TMS 

Abrams  System  Enhancement  Package 
Thermal  Management  System  (TMS) 

1997 

MA 

Vehicle-  Tracked-  Tank 

Driving  From  Turret 

Tank  Driving  From 
Turret 

Tank  Driving  From  A  Turret  Position  (U) 

1966 

MA 

Vehicle-  Tracked-  Tank 

GPFU 

Tank  GPFU 

Control  Panel  for  the  Gas-Particulate  Filter 
Unit  (GPFU),  E49 

1965 

MA 

Vehicle-  Tracked-  Tank- 
HAB-  Wolverine  M1A2  SEP 

Wolverine  M1A2 
SEP 

Heavy  Assault  Bridge  (HAB),  Wolverine 

1997 

MA 

Vehicle-  Tracked-  Tank- 
HAB-  Wolverine  M1A2  SEP 

Wolverine  M1A2 
SEP 

Heavy  Assault  Bridge  (HAB),  Wolverine, 
XM104 

2000 

T&ER 

Vehicle-  Tracked-  Tank- 
HAB-  Wolverine  M1A2  SEP 

Wolverine  M1A2 
SEP 

Heavy  Assault  Bridge  (HAB),  XM104 
(WOLVERINE) 

2000 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Vehicle-  Tracked-  Tank- 
HAB-  Wolverine  M1A2  SEP 

Wolverine  M1A2 
SEP 

Phase  2  of  the  Vulnerability  Test  (Including 
Live  Fire)  for  the  Wolverine  Heavy  Assault 
Bridge  (HAB)  (U) 

1999 

MA 

Vehicle-  Tracked-  Tank- 
Patton  M48 

Patton  M48 

M48  TANK 

1956 

MA 

Vehicle-  Tracked-  Tank- 
Patton  M48A5 

Patton  M48A5 

Scheduled  and  Proposed  Modifications  to 
M48A1,  M48A2  and  M48A3  Tanks  for 
Conversion  to  M48A5 

1978 

MA 

Vehicle-  Tracked-  Tank- 
Patton  M60 

Patton  M60 

Tank,  Combat  Full  Tracked:  105mm  Gun, 
M60 

1961 

MA 

Vehicle-  Tracked-  Tank- 
Patton  M60  Tank 

Patton  M60  Tank 

M60  Main  Battle  Tank 

1960 

T&ER 

Vehicle-  Tracked-  Tank- 
Patton  M60A1E3 

Patton  M60A1E3 

M60A1E3  Tank  IOC(U) 

1979 

MA 

Vehicle-  Tracked-  Tank- 
Patton  M60E 1 

Patton  M60E1 

Main  Battle  Tank,  105mm  Gun,  M60E1 

1962 

MA 

Vehicle-  Tracked-  Tank-  T42 
Tank 

T42  Tank 

Tank,  90mm  Gun,  T42 

1953 

MA 

Vehicle-  Tracked-  Tank- 
Walker  Bulldog  M41A1  Tank 

Walker  Bulldog 
M41A1  Tank 

Tank,  76mm  Gun,  M41A1 

1957 

T&ER 

Vehicle-  Tracked-  USMC 
AAAV  EFV 

USMC  AAAV 

EFV 

U.S.  Marine  Corps  Advanced  Amphibious 
Assault  Vehicle 

2004 

T&ER 

Vehicle-  VLAD 

VLAD 

Vehicle  Lightweight  Arresting  Device 
(VLAD) 

2004 

MA 

Vehicle-  Wheeled-  Artillery  - 
155mm-  Howitzer-  IAV 

IAV 

Interim  Armored  Vehicle  (IAV) 

2000 

MA 

Vehicle-  Wheeled-  Artillery  - 
155mm-  Howitzer-  IAV 

IAV 

Interim  Armored  Vehicle  (IAV).  31  January 
2001 

2001 

T&ER 

Vehicle-  Wheeled-  Bridge- 
REBS 

REBS 

Rapidly  Emplaced  Bridge  System  (REBS) 

2006 

T&ER 

Vehicle-  Wheeled-  Cargo-  2 

1/2  Ton  ESP  Van 

2  1/2  Ton  ESP  Van 

2  1/2  Ton  Extended  Service  Program  (ESP) 
Shop  Van,  Ml 09 A4 

1998 

T&ER 

Vehicle-  Wheeled-  Cargo- 
Dump  Truck  M917A1 

Dump  Truck 
M917A1 

M917A1  Dump  Truck,  18.5  Ton,  14  Cubic 
Yard 

1998 

MA 

Vehicle-  Wheeled-  Cargo- 
FMTV 

FMTV 

Family  of  Medium  Tactical  Vehicles 
(FMTV) 

1995 

T&ER 

Vehicle-  Wheeled-  Cargo- 
FMTV  10  Ton  Dump  Truck 

FMTV  10  Ton 

Dump  Truck 

Family  of  Medium  Tactical  Vehicles  A1 
Rebuy  (FMTV  AIR)  10-Ton  Dump  Truck 

2008 

T&ER 

Vehicle-  Wheeled-  Cargo- 
FMTV  EV 

FMTV  EV 

Family  of  Medium  Tactical  Vehicles  A1 
Rebuy  (FMTV  AIR)  Expansible  Van  (EV) 
Variant 

2006 

T&ER 

Vehicle-  Wheeled-  Cargo- 
FMTV  LHS 

FMTV  LHS 

Family  of  Medium  Tactical  Vehicles  A1 
Rebuy  (FMTV  AIR)  Load  Handling  System 
(LHS)  Variant 

2006 

T&ER 

Vehicle-  Wheeled-  Cargo- 
FMTV  LVAD 

FMTV  LVAD 

Family  of  Medium  Tactical  Vehicles 
(FMTV)  A1  Low  Velocity  Airdrop  (LVAD) 

2007 

MA 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

HEMTT-LHS 

Heavy  Expanded  Mobility  Tactical  Truck- 
Load  Handling  System  (HEMTT-LHS) 

2000 

T&ER 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

HEMTT-LHS 

XM1 120  Heavy  Expanded  Mobility  Tactical 
Truck-Load  Handling  System  (HEMTT- 
LHS) 

2000 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

Vehicle-  Wheeled-  Cargo- 
HETS 

HETS 

Heavy  Equipment  Transport  System 
(HETS),  Which  Includes  M1000  Semitrailer 
and  the  M1070  Truck  Tractor 

1993 

MA 

Vehicle-  Wheeled-  Cargo- 
HETS 

HETS 

Heavy  Equipment  Transporter  System 
(HETS),  Which  Includes  the  Ml 000 
Semitrailer  and  the  M1070  Truck  Tractor 

1994 

T&ER 

Vehicle-  Wheeled-  Cargo- 
Trailer-  CBC 

CBC 

M105A2  1  1/2-Ton  Cargo  Trailer  Cargo 

Bed  Cover  (CBC) 

2000 

T&ER 

Vehicle-  Wheeled-  Cargo- 
Trailer-  LTT-R 

LTT-R 

Light  Tactical  Trailer-Rebuy  (LTT-R) 
Program  /  Abbreviated  (ASER) 

2005 

T&ER 

Vehicle-  Wheeled-  Cargo- 
Truck  Tractor  M915A3 

Truck  Tractor 
M915A3 

M915A3  Truck  Tractor,  Line  Haul 

2000 

T&ER 

Vehicle-  Wheeled-  Cargo- 
Truck  Tractor  M915A4 

Truck  Tractor 
M915A4 

M915A4  Truck  Tractor  Upgrade  Program 

1999 

MA 

Vehicle-  Wheeled-  Cargo- 
TT-LET  M916A2 

TT-LET  M916A2 

M916A2  Truck  Tractor,  Light  Equipment 
Transporter,  34-Ton  Gross  Vehicle  Weight 
Rating  (GVWR)  6x6  with  Winch 

1997 

T&ER 

Vehicle-  Wheeled-  Cargo- 
Water  Trailer  XM1 112 

Water  Trailer 
XM1112 

XM1 1 12  Water  Trailer,  400-Gallon,  8- 
Wheeled 

1999 

T&ER 

Vehicle-  Wheeled-  Crane- 
ATEC 

ATEC 

All-Terrain  Crane  (ATEC) 

1998 

T&ER 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

ATLAS 

All-Terrain  Lifter,  Army  System  (ATLAS) 

1998 

MA 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

ATLAS 

Truck,  Lift,  Fork  Variable  Reach,  Rough 
Terrain,  10,000-Pound  Capacity,  Formally 
Known  as  the  All  Terrain  Lifter  Articulated 
System  (ATLAS) 

1994 

MA 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

ATLAS 

Truck,  Lift,  Fork,  Variable  Reach,  Rough 
Terrain,  10,000-Pound  Capacity,  Formally 
Known  as  the  All  Terrain  Lifter  Articulated 
System  (ATLAS) 

1993 

T&ER 

Vehicle-  Wheeled-  Engineer- 
HMEE 

HMEE 

High  Mobility  Engineer  Excavator  (HMEE) 
Type  I  System 

2008 

T&ER 

Vehicle-  Wheeled-  Engineer- 
I-HMEE 

I-HMEE 

Interim  High  Mobility  Engineer  Excavator 
(I-HMEE) 

2002 

T&ER 

Vehicle-  Wheeled-  Engineer- 
I-HMEE 

I-HMEE 

Interim  High  Mobility  Engineer  Excavator 
(I-HMEE)  (Phase  II) 

2003 

MA 

Vehicle-  Wheeled-  Engineer- 
IVMMD 

IVMMD 

Interim  Vehicle  Mine  Mounted  Detection 
(IVMMD) 

2007 

T&ER 

Vehicle-  Wheeled-  Engineer- 
Trailer-  Towed  Roller 

Towed  Roller 

Towed  Roller,  Pneumatic  Tire,  Hopper 

Body,  Oscillating  Wheels  (R03402) 

1998 

T&ER 

Vehicle-  Wheeled-  Engineer- 
Vibration  Roller 

Vibration  Roller 

Vibration  Roller 

2000 

T&ER 

Vehicle-  Wheeled-  FMTV- 
CK 

CK 

Containerized  Kitchen  (CK)  (Type 
Classification-Generic) 

1998 

T&ER 

Vehicle-  Wheeled-  FTTS 

MSV 

FTTS  MSV 

Future  Tactical  Truck  System  (FTTS) 
Maneuver  Sustainment  Vehicle  (MSV) 

2007 

T&ER 

Vehicle-  Wheeled-  FTTS  UV 
IMG 

FTTS  UV  IMG 

Future  Tactical  Truck  System  (FTTS)  Utility 
Vehicle  (UV)  International  Military  Group 
(IMG) 

2007 

T&ER 

Vehicle-  Wheeled-  FTTS  UV 
LM 

FTTS  UV  LM 

Future  Tactical  Truck  System  (FTTS)  Utility 
Vehicle  (UV)  Lockheed  Martin  (LM) 

2007 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

MA 

Vehicle-  Wheeled-  HMMWV 
ASV 

HMMWV  ASV 

Armored  Security  Vehicle  (ASV) 

1999 

MA 

Vehicle-  Wheeled-  HMMWV 
FAAD-GBS 

HMMWV  FAAD- 
GBS 

Forward  Area  Air  Defense  (FAAD)  System 
Ground  Based  Sensor  (GBS)  High  Mobility 
Multipurpose  Wheeled  Vehice  (HMMWV) 

1995 

T&ER 

Vehicle-  Wheeled-  IFV- 
120mm-  Stryker  Mortar 
Carrier-B 

Stryker  Mortar 
Carrier-B 

Stryker  Mortar  Carrier  -  B 

2006 

MA 

Vehicle-  Wheeled-  IFV- 
120mm-  Stryker  Mortar 
Carrier-B 

Stryker  Mortar 
Carrier-B 

Stryker-  Mortar  Carrier-B  (Mounted) 

2004 

T&ER 

Vehicle-  Wheeled-  IFV- 
Stryker  FOV 

Stryker  FOV 

Stryker  Family  of  Vehicles 

2004 

MA 

Vehicle-  Wheeled-  IFV- 
Stryker  FOV 

Stryker  FOV 

Stryker  Family  of  Vehicles  (FOV) 

2002 

MA 

Vehicle-  Wheeled-  IFV- 
Stryker  ICV 

Stryker  ICV 

Stryker-  Infantry  Carrier  Vehicle  (ICV)  and 
Seven  Configurations 

2004 

T&ER 

Vehicle-  Wheeled-  IFV- 
Stryker  MGS 

Stryker  MGS 

Stryker  Mobile  Gun  System 

2008 

MA 

Vehicle-  Wheeled-  IFV- 
Stryker  MGS 

Stryker  MGS 

Stryker  Mobile  Gun  System  (MGS) 

2008 

MA 

Vehicle-  Wheeled-  IFV- 
Stryker  MGS 

Stryker  MGS 

Stryker-  Mobile  Gun  System  (MGS) 

2004 

MA 

Vehicle-  Wheeled-  IFV- 
Stryker  NBCRV 

Stryker  NBCRV 

Stryker  -  Nuclear,  Biological,  and  Chemical 
Reconnaissance  Vehicle  (NBCRV) 

2007 

MA 

Vehicle-  Wheeled-  IFV- 
Stryker  NBCRV 

Stryker  NBCRV 

Stryker-  NBCRV 

2004 

MA 

Vehicle-  Wheeled-  MFS 

MFS 

Mini-Flail  System  (MFS) 

1996 

T&ER 

Vehicle-  Wheeled-  MRAP- 
MPCV  Buffalo 

MPCV  Buffalo 

BUFFALO,  Mine  Protected  Control  Vehicle 
(MPCV) 

2001 

MA 

Vehicle-  Wheeled-  MRAP- 
MPCV  Buffalo 

MPCV  Buffalo 

Mine  Protected  Clearance  Vehicle,  MPCV 
(BUFFALO) 

2007 

MA 

Vehicle-  Wheeled-  MRAP- 
MPCV  Buffalo  Hatch 

MPCV  Buffalo 
Hatch 

Buffalo  Mine  Protection  Clearance  Vehicle 
(MPCV)  Roof  Hatch 

2007 

T&ER 

Vehicle-  Wheeled-  MRAP- 
MPCV  CASSPIR 

MPCV  CASSPIR 

CASSPIR,  Mine  Protected  Control  Vehicle 
(MPCV) 

2002 

MA 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

2003 

T&ER 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

2003 

MA 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

HIMARS 

High  Mobility  Artillery  Rocket  system 
(HIMARS) 

2005 

T&ER 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

2005 

MA 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

HIMARS 

High  Mobility  Artillery  Rocket  System 
(HIMARS)  in  the  Combined  HIMARS- 
Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

2007 

T&ER 

Vehicle-  Wheeled-  Trailer- 
Low  Bed  Semitrailer  M870A3 

Low  Bed 

Semitrailer 

M870A3 

M870A3  Semitrailer,  Low  Bed,  40  Ton 

2003 
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Type 

Short  Name  Categorized 

Short  Name 

Long  Name 

Year 

T&ER 

Vehicle-  Wheeled-  Trailer- 
TMWSS 

TMWSS 

Trailer-Mounted  Welding  Shop  Set 
(TMWSS) 

2002 

MA 

Vehicle-  Wheeled-  Utility 
HMMWV-HV 

Utility  HMMWV- 
HV 

High  Mobility  Multipurpose  Wheeled 

Vehicle  Heavy  Variant  (HMMWV-HV) 

1988 

T&ER 

Vehicle-  Wheeled-  Utility- 
HMMWV  CBC 

HMMWV  CBC 

High  Mobility  Multipurpose  Wheeled 

Vehicle  (HMMWV)  Cargo  Bed  Cover 
(CBC) 

2000 

T&ER 

Vehicle-  Wheeled-  Utility- 
HMMWVECV  XM1113 

HMMWV  ECV 

XM 1113 

High  Mobility  Multipurpose  Wheeled 

Vehicle  (HMMWV)  XM1 1 13  Utility  Truck, 
Expanded  Capacity  Vehicle  (ECV) 

1998 

T&ER 

Vehicle-  Wheeled-  Utility- 
HMMWV  ECV  XM1114 

HMMWV  ECV 
XM1114 

High  Mobility  Multipurpose  Wheeled 

Vehicle  (HMMWV)  XM1 1 14  Up  Armored 
Expanded  Capacity  Vehicle  (ECV) 

1999 

MA 

Vehicle-  Wheeled-  Utility- 
HMMWV HV 

HMMWV  HV 

High  Mobility  Multipurpose  Wheeled 
Vehicle-Heavy  Variant  (HMMWV-HV) 

1990 

T&ER 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS 

JSLNBCRS 

Joint  Service  Light  Nuclear,  Biological, 
Chemical,  Reconnaissance  System 
(JSLNBCRS) 

2003 

T&ER 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS- 
HMMWV 

JSLNBCRS- 

HMMWV 

Joint  Service  Nuclear,  Biological,  and 
Chemical  Reconnaissance  System 
(JSLNBCRS)  High  Mobility  Multipurpose 
Wheeled  Vehicle  (HMMWV)  Variant 

2006 

T&ER 

Vehicle-  Wheeled-  Utility- 
HMMWV  MCCM-VMS 

HMMWV  MCCM- 
VMS 

Modular  Crowd  Control  Munition  (MCCM) 
Vehicle  Mount  System  (VMS) 

2000 

MA 

Vehicle-  Wheeled-  Utility- 
HMMWV  SICPS  Variant 

HMMWV  SICPS 
Variant 

Standardized  Integrated  Command  Post 
System  (SICPS)  HMMWV  Variant 

1994 

MA 

Vehicle-  Wheeled-  Utility- 
Jeep  M151A2  ROPS 

Jeep  M151A2 

ROPS 

Soldier-Machine  Interface  (SMI)  for 

Rollover  Protection  System  (ROPS)  on 
M151A2  Vehicles 

1988 

MA 

Vehicle-  Wheeled-  Utility- 
Jeep- XM1 51 

Jeep-XM151 

Truck,  1/4  Ton,  4x4,  XM151  (Jeep) 

1956 

MA 

VLAD 

VLAD 

Vehicle  Lighweight  Arresting  Device 
(VLAD) 

2004 

T&ER 

Volcano-  CLADS 

CLADS 

Canister  Launched  Area  Denial  System 
(CLADS) 

1999 

MA 

Volcano-  Towed 

Towed 

Mounting  Kit,  Mine  Dispenser: 

VOLCANO,  2  1/2  Ton  Trailer  Towed  with 
Track-Mobility  Kit 

2002 

T&ER 

Volcano-  Towed 

Towed 

Towed  Volcano 

2002 

MA 

WPS 

WPS 

Worldwide  Port  System  (WPS)  MAISRC  III 

C 

1994 

MA 

WRAP 

WRAP 

Seven  FY98  Warfighting  Rapid  Acquisition 
Program  (WRAP)  Candidates 

1997 

MA 

WRUE 

WRUE 

Water  Recovery  Unit  from  Exhaust 
(WRUE),  Project  No.  69-MP-02SY-05 

2003 
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2.4.  Listing  In  Order  by  Long  Name-  Short  Name-  Short  Name  by  Category-  Year. 


Report  List  Ordered  by  Long  Name- 

Short  Name-  Short  Name  Categorized-  Year 

Type 

Long  Name  Short  Name  Short  Name  Categorized 

Year 

MA 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG) 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

1998 

MA 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG) 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

2004 

T&ER 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG)  Sets 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

1999 

T&ER 

100  kW  and  200  kW  Tactical  Quiet 

Generator  (TQG)  Sets 

TQG  100/200  KW 

Generator-  TQG  100/200  KW 

2004 

T&ER 

115-Ton  Barge  Derrick  (BD),  6800-Class 

BD 

Boat-  Barge-  BD 

1998 

T&ER 

12  Gauge  and  40mm  Nonlethal  Ammunition 
for  Contingency  Stockpile 

NLC-CS 

Grenade  Launcher-  40mm- 
Cartridge-  NLC-CS 

2000 

T&ER 

12  Gauge  Breacher 

Breacher 

Shotgun-  Cartridge-  12  Gauge- 
Breacher 

2001 

MA 

120mm  Battalion  Mortar  System  XM930 
Visible  Illuminating  and  XM983  Infrared 
Illuminating  Cartridges 

BMS  XM930 

Mortar-  120mm-  Cartridge- 
BMS  XM930 

1998 

T&ER 

120mm  High  Explosive  Cartridge, 

M934A1E1.  Production  Qualification  Test 

M934A1E1 

Mortar-  120mm-  Cartridge- 
M934A1E1 

2006 

T&ER 

120mm  Illuminating  Cartridge,  XM930 

ILL  XM930 

Mortar-  120mm-  Cartridge-  ILL 
XM930 

2000 

T&ER 

120mm  Infrared  Illuminating  Cartridge, 
XM983 

ILL  IR  XM983 

Mortar-  120mm-  Cartridge-  ILL 
IRXM983 

2000 

T&ER 

120mm  M929  White  Phosphorus  (WP) 

Smoke  Cartridge 

WP  M929 

Mortar-  120mm-  Cartridge-  WP 
M929 

1998 

T&ER 

120mm  M931  Full  Range  Practice  Cartridge 
(FRPC) 

FRPC  M931 

Mortar-  120mm-  Cartridge  - 
FRPCM931 

1998 

T&ER 

120mm  M934A1  High  Explosive  Cartridge 

M934A1 

Mortar-  120mm-  Cartridge  - 
M934A1 

2001 

T&ER 

120mm  M983  Infrared  Illumination  (IRILL) 
Mortar  Cartridge,  Production  Verification 

Test 

IRILL  M983 

Mortar-  120mm-  Cartridge  - 
IRILL  M983 

2003 

T&ER 

12  Gauge  Shotgun  Non-Lethal  Ammunition 

NLA 

Shotgun-  Cartridge-  12  Gauge  - 
NLA 

2000 

T&ER 

2  1/2  Ton  Extended  Service  Program  (ESP) 
Shop  Van,  M109A4 

2  1/2  Ton  ESP  Van 

Vehicle-  Wheeled-  Cargo-  2  1/2 
Ton  ESP  Van 

1998 

MA 

2.5  Ft.  Bangalore  Torpedo  Demolition  Kit 
(BTDK);  MIA3 

Bangalore  BTDK 

Explosives-  Bangalore  BTDK 

2008 

T&ER 

2.5-Foot  Bangalore  Torpedo  (BTDK) 

Bangalore  BTDK 

Explosives-  Bangalore  BTDK 

2005 

T&ER 

25mm,  Armor-Piercing  Fin  Stabilized 
Discarding  Sabot-Tracer  (APFSDS-T),  M919 
Cartridge  With  Swiss  Munitions 
Extruded/Impregnated  (El)-Propellant 

APFSDS-T  M919 

Cannon-  25mm-  Cartridge- 
APFSDS-T  M919 

2000 

T&ER 

25mm,  Armor-Piercing  Fin  Stabilized 
Discarding  Sabot-Tracer  (APFSDS-T),  M919 
Cartridge  With  Swiss  Munitions 
Extruded/Impregnated  (El)-Propellant 
(Revised) 

APFSDS-T  M919 
(rev) 

Cannon-  25mm-  Cartridge- 
APFSDS-T  M919  (rev) 

2000 

MA 

2kW  Military  Tactical  Generator  (MTG) 

MTG-2KW 

Generator-  MTG-2KW 

1998 

T&ER 

3-Kilowatt  Tactical  Quiet  Generator  (3kW 
TQG) 

TQG-3KW 

Generator-  TQG-  3KW 

2000 
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MA 

3KW  Tactical  Quiet  Generator  (TQG-3KW) 

TQG  3KW 

Generator-  TQG  3KW 

1999 

MA 

4.2  Inch  Mortar,  T201 

4.2  In-T201 

Mortar-  4.2  In-  T201 

1961 

MA 

40mm  Crowd  Dispersal  Cartridge,  XM1029. 

21  March  2001 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

2001 

MA 

40mm  Non  Lethal  Cartridge,  XM1006 

NLCXM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM1006 

1998 

MA 

40mm,  M430A1,  High  Explosive  Dual 

Purpose  (HEDP)  Cartridge 

HEDP 

Grenade  Launcher-  40mm- 
Cartridge-  HEDP 

1994 

MA 

40mm,  M922A1  Dummy  Cartridge 

Dummy  M922A1 

Grenade  Launcher-  40mm- 
Cartridge-  Dummy  M922A1 

1993 

T&ER 

40mm,  XM1 1 12  Airburst  Non-Lethal 

Munition  (ANLM) 

ANLM  XM1 112 

Grenade  Launcher-  40mm- 
Cartridge-  ANLM  XM1 1 12 

2007 

MA 

5.56mm  Rifle  Launched  -  Non-Lethal 

Munition  (5.56mm  NLM),  XM95 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

1999 

MA 

60,000-Btu/hr  Improved  Environmental 

Control  Unit  (60K  IECU) 

IECU  60k 

Heater-  IECU  60k 

2008 

T&ER 

60-Foot  Small  Tug  (ST),  900-Class 

ST 

Boat-  Tug-  ST 

1999 

T&ER 

60mm  High  Explosive  Cartridges,  M720A1 
and  M768 

HE  M720A1 

Mortar-  60mm-  Cartridge-  HE 
M720A1 

2005 

T&ER 

60mm  Infrared  Illuminating  (IR-  ILL) 
Cartridge,  XM767 

IRILL  XM767 

Mortar-  60mm-  Cartridge- 
IRILL  XM767 

1999 

T&ER 

60mm  Infrared  Illumination  Cartridge,  M767 

IRILL  M767 

Mortar-  60mm-  Cartridge  - 
IRILL  M767 

2000 

T&ER 

60mm  M722A1  White  Phosphorus  (WP) 
Mortar  Cartridge 

WP  M722A1 

Mortar-  60mm-  Cartridge-  WP 
M722A1 

2003 

MA 

60mm  Mortar  Anti-Personnel  Anti-Materiel 
(MAPAM)  XM 106 1/XM 1046 

MAPAM  XM  1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM1061 

2006 

T&ER 

60mm  Mortar  Anti-Personnel  Anti-Materiel 
Production  Qualification  Test  (MAPAM) 

MAPAM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM  1061 

2006 

T&ER 

60mm  Short  Range  Training  Round  (SRTR) 

SRTR  M766 

Mortar-  60mm-  Cartridge  - 
SRTR  M766 

1998 

T&ER 

66mm  Non-Lethal  Grenades:  XM98 
Distraction/XM99  Blunt  Trauma 

Blunt  Trauma 

Distraction 

XM98/XM99 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma 

Distraction  XM98/XM99 

2001 

T&ER 

66mm  XM98  Distraction  and  XM99  Blunt 
Trauma  Grenades/Cartridges 

Blunt  Trauma 

Distraction 

XM98/XM99 

Grenade  Launcher-  Cartridge- 
66mm-  Blunt  Trauma 

Distraction  XM98/XM99 

1999 

T&ER 

7.62mm  Armor  Piercing  Cartridge  (APC) 

M993 

APC  M993 

Rifle-  7.62mm-  Cartridge-  APC 
M993 

1999 

T&ER 

7.62mm  Short  Range  Training  Ammunition 
(SRTA) 

SRTA 

Rifle-  7.62mm-  Cartridge- 
SRTA 

2000 

T&ER 

714A  Engine 

MH-47E-Engine- 

714A 

Aircraft-  Helicopter-  Cargo- 
MH-47E-  Engine-  714A 

1999 

MA 

Abrams  System  Enhancement  Package 

Thermal  Management  System  (TMS) 

Abrams  M1A2 

TMS 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  TMS 

1997 

T&ER 

Addendum  to  the  Advanced  Field  Artillery 
Tactical  Data  System  (AFATDS)  99 

AFATDS 

ABCS-  AFATDS 

2002 

MA 

Advanced  Anti-Tank  Weapon  System  - 
Medium  (JAVELIN)  System 

JAVELIN 

Missile-  Antitank-  JAVELIN 

1997 

MA 

Advanced  Antitank  Weapon  Systems- 
Medium  (AAWS-M)  Candidates 

AAWS-M 

Missile-  Antitank-  AAWS-M 

1990 
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MA 

Advanced  Combat  Vehicle  Crewman 
(AC VC)  Helmet 

AC  VC 

Helmet-  ACVC 

1995 

MA 

Advanced  Field  Artillery  System  (AFAS)  and 
Future  Armored  Resupply  Vehicle  (FARV) 

Howitzer 

AFAS/FARV 

Vehicle-  Tracked-  Artillery- 
155mm-  Howitzer 

AFAS/FARV 

1994 

MA 

Advanced  Field  Artillery  Tactical  Data 

System  (AFATDS) 

AFATDS 

ABCS-  AFATDS 

1995 

T&ER 

Advanced  Food  Sanitation  Center  (ADV 

FSC)  (Milestone  I/II  Decision) 

ADV  FSC 

ADV  FSC 

2001 

MA 

Advanced  Infrared  Countermeasure 

Munitions  (AIRCMM) 

AIRCMM 

AIRCMM 

1994 

MA 

Advanced  Infrared  Countermeasure 

Munitions  (AIRCMM) 

AIRCMM 

AIRCMM 

2002 

MA 

Advanced  Infrared  Countermeasure 

Munitions  (AIRCMM),  XM211  andXM212 
flares 

AIRCMM 

AIRCMM 

2006 

MA 

Advanced  Medium-Size  Mobile  Power 

Source  (AMMPS) 

AMMPS 

AMMPS 

2003 

MA 

Advanced  Medium-size  Mobile  Power 

Sources  (AMMPS) 

AMMPS 

AMMPS 

2004 

MA 

Advanced  Precision  Kill  Weapon  System 
(APKWS)  II 

APKWS  II 

APKWS  II 

2006 

T&ER 

Advanced  Tactical  Parachute  System  (ATPS) 
Milestone  C  -  Type  Classification 

ATPS 

Parachute-  ATPS 

2009 

MA 

Advanced  Threat  Infrared  Countermeasure 
System-Common  Missile  Warning  System 
( ATIRCM-CMWS) 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

2005 

MA 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM) 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

2004 

MA 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)  And  Common  Missile  Warning 
System  (CMWS) 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

2003 

MA 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)  and  Common  Missile  Warning 
System  (MCWS) 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

2001 

MA 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)  and  Common  Missile  Warning 
System  (MCWS) 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

2002 

MA 

Advanced  Threat  Infrared  Countermeasures 
(ATIRCM)/Common  Missile  Warning 

System  (CMWS) 

ATIRCM-CMWS 

Aircraft-  ATIRCM-CMWS 

1995 

MA 

Aerial  Common  Sensor  (ACS) 

ACS 

Aircraft-  Fixed  Wing-  Intel- 
ACS 

2003 

MA 

AH-64D  Apache  Longbow 

Apache  Longbow 

AH-64D 

Maintenance 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
Maintenance 

2005 

MA 

AH-64D  Apache  Longbow  Block  III 

Apache  Longbow 
AH-64D  Block  III 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

Block  III 

2006 

MA 

AH-64D  Longbow  Apache 

Apache  Longbow 
AH-64D 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

1995 

MA 

Air  Defense  and  Airspace  Management 
(ADAM)  Cell 

ADAM 

ADAM 

2006 
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MA 

Air  Warrior  (AW) 

AW 

Aircraft-  Helicopter-  Aircrew- 
AW 

2002 

MA 

Air  Warrior  (AW) 

AW 

Aircraft-  Helicopter-  Aircrew- 
AW 

2003 

T&ER 

Air  Warrior  Block  1 

AW 

Aircraft-  Helicopter-  Aircrew- 
AW 

2003 

T&ER 

Airborne  Scraper  and  Water  Distribution 
System  (ASWDS)  Type  Classification  - 
Generic  Decision 

ASWDS 

ASWDS 

2001 

T&ER 

Aircrew  Laser  Pointer  (ALP) 

LaSER 

Aircraft-  Helicopter-  Aircrew- 
LaSER- 

2008 

T&ER 

Aircrew  Survival  Egress  Knife  (ASEK) 

Knife -ASEK 

Aircraft-  Helicopter-  Aircrew- 
Knife- ASEK 

2003 

MA 

All  Source  Analysis  System  (ASAS)  Block  I 

ASAS 

ABCS-  ASAS 

1993 

T&ER 

All  Source  Analysis  System  (ASAS) 

Capability  Package-Single  Source  Limited 

User  Test 

ASAS  CP-SS 

ABCS-  ASAS  CP-SS 

1997 

T&ER 

All-Terrain  Crane  (ATEC) 

ATEC 

Vehicle-  Wheeled-  Crane- 
ATEC 

1998 

T&ER 

All-Terrain  Lifter,  Army  System  (ATLAS) 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

1998 

T&ER 

All-Terrain  Lifter,  Army  System  (ATLAS)  II 
/  Abbreviated  (ASER) 

ATLAS  II 

ATLAS  II 

2005 

MA 

AN/ALQ-212  Advanced  Threat  Infrared 
Countermeasures  (ATIRCM) 

ATIRCM 

ATIRCM 

2001 

T&ER 

AN/PEQ-2  Target 

Pointer/Illuminator/ Aiming  Light  (TPIAL) 

TPIAL 

TPIAL 

2000 

T&ER 

AN/PSG-10,  AN/PYG-3,  and  AN/PYG-4 
Pocket-Sized  Forward  Entry  Device  (PFED) 
with  Software  Version  2.0  (SW  V2.0) 

PFED 

PFED 

2005 

MA 

AN/PSS-14  Handheld  Mine  Detector 
(Handheld  Standoff  Mine  Detector  System 
(HSTAMIDS) 

HSTAMIDS 

HSTAMIDS 

2003 

T&ER 

AN/PSS-14,  Handheld  Standoff  Mine 
Detection  System  (HSTAMIDS) 

HSTAMIDS 

HSTAMIDS 

2003 

T&ER 

AN/PVS-10  Sniper  Night  Sight  (SNS) 

SNS 

Rifle-  7.62mm-  Sight-  SNS 

1998 

T&ER 

AN/PVS-13B(V)1  Light  Thermal  Weapon 
Sight  (LTWS) 

LWTS 

Rifle-  5.56mm-  M16/M4-  Sight- 
LWTS 

2002 

MA 

AN/TPQ-37  Antenna  Transceiver  Group 
(ATG)  Mobility  Improvement  Program 
(MIP) 

ATG-MIP 

ATG-MIP 

1994 

MA 

AN/TRC-170  Digital  Troposcatter  Radio 
System 

Troposcatter  RS 

Radio-  Troposcatter  RS 

1989 

MA 

Anatomically  Conforming  Aircrew  Body 
Armor  System  (ACABA) 

ACABA 

Aircraft-  Helicopter-  Aircrew- 
ACABA 

1973 

MA 

Antenna  Mast  Group  (AMG) 

AMG 

AMG 

2006 

T&ER 

Antipersonnel  Landmine  Alternative  (APLA) 
Program.  Non  Self  Destruct- Alternative 
(NSD-A)  (Milestone  I/II  Decision).  Soldier- 
Activated  Munition,  Grenade  Launched 
(SAMGL)  Prototype  (Alliant  Techsystems) 

SAMGL 

SAMGL 

2000 
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MA 

Anti-Personnel  Landmine  Alternative  (NSD- 
A  APLA) 

APLA 

APLA 

1999 

MA 

Antipersonnel  Obstacle  Breaching  System 
(AOBS) 

AOBS 

AOBS 

1992 

MA 

Apache  (AH-64)  Attack  Helicopter 

Apache  AH-64 

Aircraft-  Helicopter-  Attack- 
Apache  AH-64 

1989 

T&ER 

Apache  Block  III 

Apache  Longbow 
AH-64D  Block  III 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

Block  III 

2006 

MA 

Aquila,  The  Army's  Remotely  Piloted 

Vehicle 

Aquila 

Aircraft-  Unmanned-  UAV- 
Aquila 

1989 

T&ER 

Area  Defense  Munition  (ADM)-401 

ADM-401 

Rifle-  84mm-  Cartridge- 
Recoilless-  ADM-401 

2001 

MA 

Armed  Reconnaissance  Helicopter  (ARH) 

ARH 

Aircraft-  Helicopter-  Recon- 
ARH 

2005 

MA 

Armor  Piercing  Fin  Stabilized,  Discarding 
Sabot,  with  Tracer  (APFSDS-T)  Advanced 
Kinetic  Energy  (AKE)  Cartridge,  120mm, 
M829E4 

APFSDS-T  AKE 
M829E4 

Cannon-  Cartridge-  120mm- 
APFSDS-T  AKE  M829E4 

2009 

MA 

Armor  Piercing  Fin  Stabilized,  Discarding 
Sabot,  with  Tracer  (APFSDS-T)  Cartridge, 
120mm,  M829E3 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

2002 

MA 

Armor  System  Stryker  Reactive  Armor  Tiles 
(SRAT) 

SRAT 

SRAT 

2006 

MA 

Armored  Medical  Evacuation  Vehicle 
(AMEV) 

Bradley  AMEV 

Vehicle-  Tracked-  Medical- 
Bradley  AMEV 

1999 

MA 

Armored  Personnel  Carriers  T113  &  T117 

T113  &T117  APC 

Vehicle-  Tracked-  APC-  T113 
&T117  APC 

1958 

MA 

Armored  Personnel  Carriers  T1 13  and  T1 17 

T113  and  T 1 1 7 

APC 

Vehicle-  Tracked-  APC-  T113 
and  Til 7  APC 

1957 

MA 

Armored  Security  Vehicle  (ASV) 

HMMWV  ASV 

Vehicle-  Wheeled-  HMMWV 
ASV 

1999 

MA 

Army  Airborne  Command  and  Control 

System  (A2C2S)  Block  1 

A2C2S 

ABCS-  A2C2S 

2004 

MA 

Army  Airborne  Command  and  Control 

System  (A2C2S)  System  Operator 

A2C2S 

ABCS-  A2C2S 

2004 

MA 

Army  Class  2M  Joint  Tactical  Information 
Distribution  System  (JTIDS)  Program 

JTIDS 

JTIDS 

1995 

T&ER 

Army  Combat  Uniform  (ACU) 

ACU 

Uniform-  ACU 

2004 

MA 

Army  Recruiting  Information  Support 

System  (ARISS) 

ARISS 

ARISS 

1999 

MA 

Army  Tactical  Missile  System  (Army 

TACMS)  "Quick  Reaction"  Unitary  Missile 
Program 

ATACMS 

Missile-  TBM-  ATACMS 

2002 

MA 

Army  Tactical  Missile  System  (Army 

TACMS)  (ATAMCS)  Pre-Planned  Product 
Improvement  (P3I)  Anti-Personnel/ Anti- 
Materiel  (APAM)  Program 

ATACMS  P3I 
APAM 

Missile-  TBM-  ATACMS  P3I 
APAM 

1993 

MA 

Army  Tactical  Missile  System  (Army 

TACMS)  and  Brilliant  Anti-armor 

Submunition  (BAT)  Block  II 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

1994 
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MA 

Army  Tactical  Missile  System  (Army 

TACMS)  and  Brilliant  Anti-armor 

Submunition  (BAT)  Block  II  Program 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

1995 

MA 

Army  Tactical  Missile  System  (Army 

TACMS)  Block  II  Brilliant  Anti-Armor 
(BAT)  Submunition  Missile  Program.  6 
February  2001 

ATACMS  BAT 

Missile-  TBM-  ATACMS  BAT 

2001 

MA 

Army  Tactical  Missile  System  (ATACMS) 
2000  (T2K)  Unitary  Missile 

ATACMS  T2K 

Missile-  TBM-  ATACMS  T2K 

2008 

T&ER 

Army  Tactical  Missile  System  (ATACMS) 
Block  1A  Quick  Reaction  Unitary,  M48 

ATACMS  Unitary 
M48 

Missile-  TBM-  ATACMS 

Unitary  M48 

2005 

T&ER 

Army  Tactical  Missile  System  (ATACMS) 
Block  IA  Missile  (U) 

ATACMS 

Missile-  TBM-  ATACMS 

1997 

MA 

Army  Tactical  Missile  System  (ATACMS) 
Block  II 

ATACMS 

Missile-  TBM-  ATACMS 

1999 

T&ER 

Army  Tactical  Missile  System  (ATACMS) 
Block  II/Brilliant  Antiarmor  (BAT) 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

2002 

T&ER 

Army  Tactical  Missile  System  (ATACMS) 
Block  II/Brilliant  Anti-Armor  Submunition 
(BAT) 

ATACMS-BAT 

Missile-  TBM-  ATACMS-BAT 

1998 

MA 

Army  Tactical  Missile  System  (TACMS) 

Block  1A 

ATACMS 

Missile-  TBM-  ATACMS 

1997 

MA 

Army  Tactical  Missile  System-  (ATACMS) 
2000  (I2K)  Unitary  Missile 

ATACMS 

Missile-  TBM-  ATACMS 

2007 

MA 

Army  Tactical  Missile  System-  (ATACMS) 
Unitary  Missile 

ATACMS  Unitary 

Missile-  TBM-  ATACMS 

Unitary 

2006 

T&ER 

Army's  Role  in  Multi-Service  Distributed 

Test  Event  (MSDE) 

MSDE 

MSDE 

2006 

T&ER 

Assault  Pack  for  the  Machinegun,  5.56-MM, 
M249  S 

SAW  M249  AP 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  AP 

1998 

MA 

AT4-Confined  Space  (CS)  -  Reduced 
Sensitivity  (RS)  84mm  Light  Anti-Tank 
Weapon  for  Confined  Space 

AT4-CS-RS 

Missile-  Antitank-  84mm-  AT4- 
CS-RS 

2009 

MA 

AT4-CS  (Confined  Space)-RS  (Reduced 
Sensitivity)  84mm  Light  Anti-Tank  Weapon 
for  Confined  Space 

ATW 

Missile-  Antitank-  84mm-  ATW 

2004 

T&ER 

Authorized  Stockage  List  Mobility  System 
(ASLMS) 

ASLMS 

ASLMS 

2004 

MA 

Automated  Communications  Security 
(COMSEC)  Management  and  Engineering 
System  (ACMES) 

ACMES 

ACMES 

1993 

MA 

Automated  Quality  Monitoring  and 

Reporting  Subsystem  in  the  Technical 

Control  Facility  at  Coltano,  Italy 

TCF 

TCF-  Coltano,  Italy 

1971 

T&ER 

Automatic  Chemical  Agent  Detector  Alarm 
(ACADA) 

ACADA 

NBC-  Detector-  ACADA 

1998 

MA 

Automatic  Test  And  Repair  System  (ATRS) 
[AN/MSM-105(V)1] 

ATRS 

ATRS 

1984 

T&ER 

Aviation  Combined  Anus  Tactical  Trainer  - 
Aviation  Reconfigurable  Manned  Simulator 
(A  VC  ATT- A) 

AVCATT-A 

AVCATT-A 

2003 

T&ER 

BAE  Heavy  Weapon  Thermal  Sight  II 
(HWTS  II),  AN/PAS- 13C(V)3 

HWTS  II 

Rifle-  50  CaP7.62mm/5.56mm- 
Sight-  HWTS  II 

2006 
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T&ER 

BAE  Light  Weapon  Thermal  Sight  II  (LWTS 
II),  AN/PAS- 13C(V)1 

LWTS  II 

Rifle-  5.56mm-  M16/M4-  Sight- 
LWTS  II 

2006 

T&ER 

BAE  Medium  Weapon  Thermal  Sight  II 
(MWTS  II),  AN/PAS- 13C(V)2  /  Abbreviated 
(ASER) 

MWTS  II 

Rifle-  5.56mm-  Machine  Gun- 
Sight-  MWTS  II 

2006 

T&ER 

Ballistic/Non-Ballistic  Face  and  Body 

Shields,  and  Ballistic  Shin  Guards 
(BNBFBSBSG) 

BNBFBSBSG 

BNBFBSBSG 

1998 

MA 

Baseline  Human  Factors  Engineering 
Evaluation  for  the  155mm,  Ultralightweight 
Field  Howitzer  (Howitzer-  LW155  UFH) 
(XM777) 

LW155  UFH- 
XM777 

Howitzer-  LW155  UFH- 
XM777 

1997 

MA 

Basic  Hand  Emplaced  Wide  Area  Munition 
(Basic  HE-WAM),  XM93,  and  the  Basic  HE- 
WAM  Individual  (XM98)  and  Collective 
XM97)  Training  Devices 

HE  WAM  XM93 

Explosives-  HE  WAM  XM93 

1999 

MA 

Battery  Computer  System  (BCS)  Human 
Factors  Field  Evaluation 

BCS 

Artillery-  Computer-  BCS 

1984 

T&ER 

Battle  Command  Sustainment  Support 

System  (BCS3) 

BCS3 

ABCS-  BCS3 

2007 

MA 

Battle  Damage  Assessment  and  Repair 
(BDAR)  System 

BDAR 

BDAR 

2005 

MA 

Battlefield  Combat  Identification  System 
(BCIS) 

BCIS 

BCIS 

1993 

T&ER 

Battlefield  Combat  Identification  System 
(BCIS) 

BCIS 

BCIS 

2002 

MA 

Battlefield  Effect  Simulator  System  (BESS): 
Omega  60  Launcher  with  the  Pyrotechnic, 
Hostile  Fire  -  XM34,  and  the  Pyrotechnic, 
White  Star  -  XM35 

BESS-Omega  60 

BESS-  Omega  60 

2006 

MA 

Battlefield  Medical  Information  System  -- 
Telemedicine  (BMIS-T)  AN/TYQ-105 

BMIS-T 

Medical-  BMIS-T 

2004 

T&ER 

Battlefield  Video  Teleconference  (BVTC) 
System 

BVTC 

BVTC 

2002 

MA 

Biological  Integrated  Detection  System 
(BIDS) 

BIDS 

NBC-  Detector-  BIDS 

1994 

MA 

Biological  Integrated  Detection  System 
(BIDS) 

BIDS 

NBC-  Detector-  BIDS 

1995 

T&ER 

Biological  Integrated  Detection  System 
(BIDS)  Preplanned  Product  Improvement 
(P3I) 

BIDS  P3I 

NBC-  Detector-  BIDS  P3I 

2000 

MA 

Body  Armor  Set,  Individual  Countermine 
(BASIC) 

BASIC 

BASIC 

1993 

T&ER 

Body  Armor  Set,  Individual  Countermine 
Preplanned  Product  Improvement  (BASIC 

P3I)  (Full  Rate  Production  Decision  and 

Update  to  Type  Classification  System 
Evaluation  Report) 

BASIC  P3I 

BASIC  P3I 

2001 

T&ER 

Body  Armor  Set,  Individual  Countermine, 
Preplanned  Product  Improvement  (BASIC 

P3I) 

BASIC-P3I 

BASIC-P3I 

2000 

MA 

Bofors  Infantry  Light  and  Lethal  (BILL) 
Antitank  Weapon  System  (ATWS) 

Bofors  ATWS 

Bofors  ATWS 

1989 
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MA 

Bradley  Fighting  Vehicle  (BFVS) 

M2A3/M3A3 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

1993 

T&ER 

Bradley  Fighting  Vehicle  System  -  M2A3 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

2000 

T&ER 

Bradley  Fighting  Vehicle  System  (BFVS)  - 
M2/M3A3 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

2001 

T&ER 

Bradley  Fighting  Vehicle  System  A3  (BFVS- 
A3)  Low  Rate  Initial  Production  1  Decision 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

1997 

T&ER 

Bradley  Fighting  Vehicle  System  LBR-6 
Reactive  Armor  T est  Program 

Bradley  LBR-6 

Vehicle-  Tracked-  IFV-  Bradley 
LBR-6 

2006 

MA 

Bradley  Fighting  Vehicle  Systems  A3  (BFVS 
A3) 

Bradley  BFVS  A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  A3 

1997 

MA 

Bradley  Fighting  Vehicle  Systems  A3  (BFVS 
A3).  6  February  2001 

Bradley  BFVS 
M2A3/M3A3 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  M2A3/M3A3 

2001 

MA 

Bradley  Fire  Support  Vehicle  (BFIST) 

Bradley  BFVS 
BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

1994 

MA 

Bradley  Fire  Support  Vehicle  (BFIST) 

Bradley  BFVS 
BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

1995 

MA 

Bradley  Fire  Support  Vehicle  (BFIST) 

Bradley  BFVS 
BFIST 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  BFIST 

1997 

MA 

Bradley  Linebacker  (BL) 

Bradley  BFVS 
Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

1996 

T&ER 

Bradley  Linebacker  (Training  Release) 

Bradley  BFVS 
Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

1998 

T&ER 

Bradley  Linebacker  Weapon  System 

Bradley  BFVS 
Linebacker  M-6 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  Linebacker  M-6 

1997 

T&ER 

Brigade  Subscriber  Node  (BSN) 

BSN 

Radio-  BSN 

2005 

MA 

Brilliant  AntiArmor  Submunition  (BAT) 

BAT 

BAT 

1998 

MA 

Buffalo  Mine  Protection  Clearance  Vehicle 
(MPCV)  Roof  Hatch 

MPCV  Buffalo 
Hatch 

Vehicle-  Wheeled-  MRAP- 
MPCV  Buffalo  Hatch 

2007 

T&ER 

BUFFALO,  Mine  Protected  Control  Vehicle 
(MPCV) 

MPCV  Buffalo 

Vehicle-  Wheeled-  MRAP- 
MPCV  Buffalo 

2001 

MA 

Bunker  Defeat  Munition  (BDM)  XM141 

BDMXM141 

Artillery-  155mm-  Projectile- 
BDMXM141 

1998 

T&ER 

C-17  Dual  Row  Airdrop  System  (DRAS) 

C17DRAS 

Aircraft-  Fixed  Wing-  Cargo- 
017  DRAS 

2002 

MA 

C3I  Test  Instrumentation  (C3I2)  system 
(Data  Collection  Subsystem) 

C3I2 

C3I2 

1990 

MA 

C3I  Test-Instrumentation  System:  Data 
Reduction  Subsystem  (DRS) 

C3I2  DCS 

C3I2  DCS 

1992 

T&ER 

Calibration  Set  2000  (CALSET  2000) 

CALSET  2000 

CALSET  2000 

2001 

T&ER 

Canister  Launched  Area  Denial  System 
(CLADS) 

CLADS 

Volcano-  CLADS 

1999 

MA 

Carbine,  5.56mm,  M4E1  (M4A1) 

M4A1 

Rifle-  5.56mm-  Carbine-  M4A1 

1994 

MA 

Carrier,  Command  Post,  (CCP)  Light, 

Tracked  XM577 

CCP  XM577  SNE 

Vehicle-  Tracked-  CCP  XM577 
SNE 

1963 

T&ER 

Cartridge  120mm  High  Explosive-Obstacle 
Reduction  (HE-OR-T)  XM908 

HE-OR-T 

Cannon-  Cartridge-  120mm- 
HE-OR-T 

2002 

T&ER 

Cartridge,  105MM  Canister,  Anti-Personnel, 
Ml  040 

APC  Canister 

Ml  040 

Cannon-  105mm-  Cartridge- 
APC  Canister  Ml 040 

2006 
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T&ER 

Cartridge,  105mm,  Canister,  M1040 

APC  Canister 

Ml  040 

Cannon-  105mm-  Cartridge- 
APC  Canister  Ml 040 

2007 

MA 

Cartridge,  105MM,  XM915/XM916,  Dual 
Purpose  Improved  Conventional  Munition 
Projectile  (DPICM) 

DPICM 

XM915/XM916 

Artillery-  105mm-  Cartridge- 
DPICM  XM9 1 5/XM9 1 6 

1997 

MA 

Cartridge,  105mm:  Canister,  XM1040 

APC  Canister 
XM1040 

Cannon-  105mm-  Cartridge- 
APC  Canister  XM  1040 

2005 

MA 

Cartridge,  105mm:  Canister,  XM 1040 

APC  Canister 
XM1040 

Cannon-  105mm-  Cartridge- 
APC  Canister  XM  1040 

2006 

MA 

Cartridge,  105mm:  High  Explosive  Rocket 
Assist  (HERA),  M927 

HERA 

Cannon-  105mm-  Cartridge- 
HERA 

2007 

MA 

Cartridge,  105mm:  High  Explosive  Rocket 
Assist  (HERA),  XM913/XM927M927 

HERA 

Cannon-  105mm-  Cartridge- 
HERA 

1990 

T&ER 

Cartridge,  12  Gauge  Breaching  Round, 

M1030 

Breaching  Round 
M1030 

Shotgun-  Cartridge-  12  Gauge- 
Breaching  Round  Ml 030 

2007 

MA 

Cartridge,  120mm  Mortar:  High  Explosive, 
M933E1 

M933E1 

Mortar-  120mm-  Cartridge  - 
M933E1 

2007 

MA 

Cartridge,  120mm,  M3 13,  Mortar  Subcaliber 
Training  Insert  (8 1mm  Insert  Program) 

M3 13  STI 

Mortar-  120mm-  Cartridge  - 
M313STI 

2006 

MA 

Cartridge,  120mm:  High  Explosive  (HE) 
M934A1E1,  with  Fuze  Multi-Option, 

M734A1  for  Mortars  and  PA  174  Monopack 

M934A1E1 

Mortar-  120mm-  Cartridge  - 
M934A1E1 

2006 

T&ER 

Cartridge,  120mm  Armore  Piercing,  Fin 
Stabilized,  Discarding  Sabot,  with  Tracer 
(APFSDS-T),  M829E3  (U) 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

2003 

MA 

Cartridge,  120mm,  Armor  Piercing,  Fin 
Stabilized,  Discarding  Sabot  -  Tracer 
(APFSDS-T),  M829A2 

APFSDS-T 

M829A2 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A2 

1994 

T&ER 

Cartridge,  120mm,  Armor  Piercing,  Fin 
Stabilized,  Discarding  Sabot,  with  Tracer 
(APFSDS-T),  M829E3,  Full-Rate  Production 
-  Type  Classification  Standard 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

2003 

MA 

Cartridge,  120mm,  Canister,  XM1028 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

2004 

MA 

Cartridge,  120mm,  Canister,  XM1028 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

2006 

MA 

Cartridge,  120mm,  KE-WA1  for  Foreign 
Military  Sale  to  the  Government  of  Egypt 
(GOE) 

KE-WA1 

Cannon-  Cartridge-  120mm- 
KE-WA1 

2000 

MA 

Cartridge,  120mm,  Mid-Range  Munition 
(MRM) 

MRM 

Cannon-  Cartridge-  120mm- 
MRM 

2004 

T&ER 

Cartridge,  120mm,  Target  Practice  Multi- 
Purpose  with  Tracer  (TPMP-T),  M1002. 
System  Evaluation  Report  Produced  in 

Support  of  Type  Classification  -  Standard  and 
Full  Rate  Production  Decisions 

TPMP-T  Ml 002 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

2006 

T&ER 

Cartridge,  120mm,  Target  Practice  Multi- 
Purpose  with  Tracer,  M1002 

TPMP-T  Ml 002 

Cannon-  Cartridge-  120mm- 
TPMP-T  Ml 002 

2007 

MA 

Cartridge,  120mm,  TPMP-T  (Target  Practice 
Multi-Purpose  With  Tracer) 

TPMP-T  XM  1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

2003 

MA 

Cartridge,  120mm,  TPMP-T  (Target  Practice 
Multi-Purpose  with  Tracer)  XM1002 

TPMP-T  XM  1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

2004 
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MA 

Cartridge,  120mm,  TPMP-T  (Target  Practice 
Multi-Purpose  with  Tracer)  XM1002 

TPMP-T  XM 1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

2006 

MA 

Cartridge,  40mm,  Armor  Piercing  with 

Impact  Signature  (AP-IS),  M81A1E1 

AP-IS  M81A1E1 

Grenade  Launcher-  40mm- 
Cartridge-  AP-IS  M81A1E1 

1999 

T&ER 

Cartridge,  40mm,  Canister,  M1001 

CC 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

2006 

MA 

Cartridge,  5.56  mm,  ball.  Lead  Free  Slug 
(LFS),  M855LFS 

LFS 

Rifle-  5.56mm-  Cartridge-  LFS 

2009 

MA 

Cartridge,  60mm  Mortar  WP  Smoke 
(M722E1,  with  the  XM783  Point  Detonating 
(PD)  Fuze 

WP  M722E1 

Mortar-  60mm-  Cartridge-  WP 
M722E1 

2001 

MA 

Cartridge,  7.62MM  Armor  Piercing  (ACP), 
XM993 

APC 

Rifle-  7.62mm-  Cartridge-  APC 

1995 

MA 

Cartridge,  81mm  Mortar,  Infrared 

Illuminating,  XM8 16.  1  May  2001 

IRILL  XM816 

Mortar-  81mm-  Cartridge- 
IRILLXM816 

2001 

MA 

Cartridge,  Caliber  .50,  Saboted,  Light  Armor 
Penetrator  (SLAP),  XM903  and  XM962 

Tracer 

SLAP 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

1993 

T&ER 

Cartridge, 120mm:  Canister,  M1028 

Canister  Ml 028 

Cannon-  Cartridge-  120mm- 
Canister  M1028 

2006 

T&ER 

CASSPIR,  Mine  Protected  Control  Vehicle 
(MPCV) 

MPCV  CASSPIR 

Vehicle-  Wheeled-  MRAP- 
MPCV  CASSPIR 

2002 

T&ER 

CH47F  Cargo  Helicopter 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

2007 

MA 

CH-47F  Chinook 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

2004 

T&ER 

Chaplaincy  Logistical  Support  Package 
(CLSP) 

CLSP 

Religion-  CLSP 

2001 

MA 

Chemical  Biological  (CB)  Suit  and 

Associated  Equipment  in  Combination  with 
Field  Clothing  Ensembles  Worn  by  Male 
Soldiers 

Suit-CB 

NBC-  Suit-  CB 

1980 

T&ER 

Chemical  Biological  Protective  Shelter 
(CBPS) 

CBPS 

NBC-  Shelter-  CBPS 

2001 

T&ER 

Chemical  Biological  Protective  Shelter 
(CBPS)  Division  Clearing  Station/Forward 
Surgical  Team  (DCS/FST) 

CBPS-DCS/FST 

NBC-  Shelter-  CBPS-DCS/FST 

2002 

MA 

Chemical  Biological  Suit  and  Associated 
Equipment  in  Combination  with  the  Combat 
Vehicle  Crewmember  Clothing  System 
(CVCCS) 

Suit-CVCCS 

NBC-  Suit-  CVCCS 

1980 

MA 

Chemical-Biological  Protective  Hood 
(CBPH)  for  the  XM-29  Protective  Mask 

CBPH 

NBC-  Mask-  Protective-  Hood- 
CBPH 

1978 

MA 

Close  Combat  Cueing  System  (FLASH 
Simulator) 

FLASH 

FLASH 

1993 

MA 

Close  Combat  Mission  Capabilities  Kit 
(CCMCK) 

CCMCK 

CCMCK 

2008 

T&ER 

Close  Combat  Optic  (CCO) 

CCO 

Rifle-  5.56mm-  M16/M4-  Sight- 

cco 

1997 

MA 

Close  Combat  Tactical  Trainer  (CCTT) 

CCTT 

CCTT 

1998 

T&ER 

Close  Combat  Tactical  Trainer  (CCTT) 

CCTT 

CCTT 

2000 
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T&ER 

Close  Combat  Tactical  Trainer  (CCTT) 
Primary  1  (PI)  Temperate  Database 

CCTT 

CCTT 

2002 

MA 

Clothing  and  Personal  Equipment  in  Thailand 
and  the  Republic  of  Viet  Nam 

Clothing  of  Viet 
Nam 

Uniform-  Clothing  of  Viet  Nam 

1963 

MA 

Cockpit  Air  Bag  System  (CABS).  12  March 
2001 

CABS 

CABS 

2001 

T&ER 

Cockpit  Air  Bag  Systems  (CABS) 

CABS 

CABS 

2001 

MA 

Cold  Weather  Face  Masks  (CWFM) 

CWFM 

Mask-  Cold  Weather-  Face- 
CWFM 

1972 

MA 

Cold  Weather  Headgear  (CWHG) 

CWHG 

Mask-  Cold  Weather- 
Headgear-  CWHG 

1975 

MA 

Cold- Wet  Handwear  (CWHW) 

CWHW 

CWHW 

1972 

MA 

Combat  Service  Support  Control  System 
(CSSCS) 

CSSCS 

ABCS-  CSSCS 

1995 

MA 

Combat  Service  Support  Control  System 
(CSSCS) 

CSSCS 

ABCS-  CSSCS 

1997 

MA 

Combat  Vehicle  Crewmember  (CVC)  Spall 
Protective  Face  Masks  (SPFM) 

SPFM 

Mask-  Protective-  CVC-  SPFM 

1982 

T&ER 

Combined  Site  Acceptance  Test  (SAT)  and 
Operational  Test  and  Evaluation  (OT&E)  of 
the  Math  Models  (Wholesale)  Version  1.0 

Simulation- 

Models-Math 

Computer-  Simulation-  Models- 
MATH 

1998 

MA 

Command  and  Control  Vehicle  (C2V) 

C2V 

Vehicle-  Tracked-  C2V 

1996 

MA 

Command  Post  of  the  Future  (CPOF) 

CPOF  ver.  3.0.2 

ABCS-  CPOF  ver.  3.0.2 

2008 

T&ER 

Command  Post  of  the  Future  (CPOF)  / 
Abbreviated  (ASER) 

CPOF 

ABCS-  CPOF 

2005 

T&ER 

Command  Post  of  the  Future  (CPoF)  Version 
2.4 

CPOF  ver.  2.4 

ABCS-  CPOF  ver.  2.4 

2005 

T&ER 

Command  Post  of  the  Future  (CPoF)  Version 
3.0.2 

CPOF  ver.  3.0.2 

ABCS-  CPOF  ver.  3.0.2 

2006 

T&ER 

Common  Missile  Warning  System  (CMWS) 
(U) 

ATIRCM-CM  W  S 

Aircraft-  ATIRCM-CMWS 

2006 

T&ER 

Common  Missile  Warning  System/Advanced 
Infrared  Contermeasures  Munitions 
(CMW  S/AIRCMM) 

ATIRCM-CM  W  S 

Aircraft-  ATIRCM-CMWS 

2002 

T&ER 

Common  Remotely  Operated  Weapon 

Station  (CROWS)  Milestone  (MS)  B 

CROWS  XM101 

CROWS  XM101 

2004 

T&ER 

Composite  Health  Care  System  (CHCS)  II, 
Block  2 

CHCS 

CHCS 

2005 

T&ER 

Concealable  Ballistic  Armor-Plus  (CBA- 
Plus) 

CBA-Plus 

Body  Armor-  CBA-Plus 

2003 

T&ER 

Concealable  Stab  Protective  Body  Armor 
(CSPBA) 

CSPBA 

CSPBA 

2002 

T&ER 

Configuration  Management  Information 

System  (CMIS)  Version  (V.)5. 1.3.1 

CMIS 

Computer-  Client/Server-  CMIS 

1998 

T&ER 

Configuration  of  Corrective  Actions  to  the 

Far  Target  Location  Function  of  the  Long 
Range  Advanced  Scout  Surveillance  System 
(LRAS3) 

LRAS3 

LRAS3 

2000 

T&ER 

Containerized  Chapel  (CC) 

CC 

Religion-  CC 

2002 

T&ER 

Containerized  Kitchen  (CK)  (Type 
Classification-Generic) 

CK 

Vehicle-  Wheeled-  FMTV-  CK 

1998 
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Year 

T&ER 

Containerized  Self-Service  Laundry  (CSSL) 

CSSL 

Laundry-  CSSL 

2000 

T&ER 

Containerized  Shower  (CS) 

CS 

CS 

1999 

T&ER 

Continuous  Evaluation  of  the  Long  Range 
Advanced  Scout  Surveillance  System 
(LRAS3)  for  Confirmation  of  Corrective 
Actions  to  the  Weapons  Mounting  (WM) 

LRAS3  WM 

LRAS3  WM 

2001 

MA 

Control  Panel  for  the  Gas-Particulate  Filter 
Unit  (GPFU),  E49 

Tank  GPFU 

Vehicle-  Tracked-  Tank  GPFU 

1965 

T&ER 

Corporate  Executive  Information  System  - 
Near  Term  (CEIS-NT)  Version  (V.)  0.3 
Government  Installation  Acceptance  Test 
(GIAT) 

CEIS-NT 

Medical-  CEIS-NT 

1997 

MA 

Corps  Surface-to-Air  Missile  (CORPS  SAM) 

CORPS  SAM 

CORPS  SAM 

1993 

MA 

Corps/Theater  Automated  Data  Processing 
(ADP)  Service  Center  -  II  (CTASC-II) 

CTASC-II 

CTASC-II 

1995 

MA 

Davy  Crockett  Graphical  Firing  Scale  (FRE 
24776) 

Davy  Crockett 

GFS 

Rocket-  Davy  Crockett  GFS 

1961 

MA 

Defense  Advanced  Global  Positioning 

System  Receiver  (DAGR) 

DAGR 

DAGR 

2004 

T&ER 

Defense  Messaging  System  -  Army 

Extension  into  the  Tactical  Environment 
(DMS-A) 

DMS-A 

DMS-A 

2004 

T&ER 

Defense  Messaging  System- Army  Extension 
into  the  Tactical  Environment  (DMS-A) 

DMS-A 

DMS-A 

2003 

T&ER 

Defense  Travel  System  (DTS)  Centrally 

Billed  Account  (CBA)  Reconciliation 

Module  Version  3 

DTS  CBA  v.3 

DTS  CBA  v.3 

2005 

T&ER 

Defense  Travel  System  (DTS)  Madison 

Release 

DTS  Madison 

DTS  Madison 

2005 

T&ER 

Defense  Travel  System  (DTS)  Madison 

Release  A  (v.l.6a) 

DTS  Madison  1.6a 

DTS  Madison  1.6a 

2005 

T&ER 

Defense  Travel  System  (DTS)  Monroe 

Release  vl.7.0.2 

DTS  1.7. 0.2 

DTS  1. 7.0.2 

2006 

T&ER 

Defense  Travel  System  (DTS)  Monroe 

Release  vl.7.1.5 

DTS  1.7. 1.5 

DTS  1. 7.1.5 

2007 

MA 

Demolition  Kit,  Blasting  (DBK):  XM303, 
Special  Operation  Forces. 

DBKXM303 

Explosives-  DBK  XM303 

1998 

MA 

Demolition  Kit,  Breaching  System,  Anti- 
Personnel  Obstacle,  Mk  7  Mod  1  (Anti- 
Personnel  Obstacle  Breaching  system  - 
APOBS).  8  April  2001 

APOBS 

APOBS 

2001 

T&ER 

Deployable  Power  Generation  and 

Distribution  System  (DPGDS)  MEP-PU- 
81 0B 

DPGDS  MEP-PU- 
810B 

Generator-  DPGDS  MEP-PU- 
81 0B 

2002 

T&ER 

Deployable  Universal  Combat  Earthmover- 
Crew  Protection  Kit  (DEUCE-CPK) 

DEUCE-CPK 

Vehicle-  Tracked-  Bulldozer- 
DEUCE-CPK 

2003 

T&ER 

Design  and  Development  Phase.  Medium 
Extended  Air  Defense  System  (MEADS) 

XM1 160  with  the  Low  Signature  Armored 

Cab  (LSAC-M)  Crew  Survivability 

PATRIOT 

MEADS  LSAC-M 

Missile-  Air  Defense- 
PATRIOT  MEADS  LSAC-M 

2008 

MA 

DH-132  Helmet,  Combat  Vehicle  Crewman 
(CVC) 

CVC 

Helmet-  CVC 

1975 
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T&ER 

Digital  Topographic  Support  System  - 
Deployable  (DTSS-D) 

DTSS-D 

ABCS-  DTSS-D 

2002 

T&ER 

Digital  Topographic  Support  System  -  High 
Volume  Map  Production  (DTSS-HVMP) 

DTSS-HVMP 

ABCS-  DTSS-HVMP 

2003 

T&ER 

Digital  Topographic  Support  System  -  Light 
AN/TYQ-67(V2) 

DTSS-L 

ABCS-  DTSS-L 

2002 

MA 

Digital  Topographic  Support  System  (DTSS) 

DTSS 

ABCS-  DTSS 

1993 

T&ER 

Digital  Topographic  Support  System/Quick 
Response  Multicolor  Printer  (DTSS/QRMP) 
in  the  Lightweight  Multipurpose  Shelter 
(LMS)  AN/TYQ-67(V)1  Product 

DTSS-QRMP 

ABCS-  DTSS-QRMP 

1997 

T&ER 

Digital  Topographic  Support  System-Heavy 
(DTSS-H)  AN/TYQ-48A1  Material  Release 
Decision 

DTSS 

ABCS-  DTSS 

1999 

MA 

Direct  Attack  Guided  Rocket 

Direct  Attack 

Guided  Rocket 

Rocket-  Direct  Attack  Guided 
Rocket 

2002 

T&ER 

Distributed  Common  Ground  System  -  Army 
(DCGS-A).  Version  3.0 

DCGS-A 

DCGS-A 

2008 

MA 

Distributed  Common  Ground  System- Army 
(DCGS-A) 

DCGS-A 

DCGS-A 

2004 

MA 

DIVAD  System:  Volume  I.  Sgt  York 

DIVAD  Sgt  York 

Vehicle-  Tracked-  DIVAD  Sgt 
York 

1988 

MA 

Division  Air  Defense  (DIVAD)  Gun  Systems 

DIVAD 

Vehicle-  Tracked-  DIVAD 

1981 

MA 

Division  Air  Defense  (DIVAD)  Gun  Systems 

DIVAD 

Vehicle-  Tracked-  DIVAD 

1984 

T&ER 

Dry  Support  Bridge  (DSB) 

DSB 

DSB 

2003 

T&ER 

Dust  Assessment  of  the  M4  Carbine,  Ml  6 

Rifle  and  M249  Machine  Gun 

M16/M4 

Rifle-  5.56mm-  Ml 6/M4 

2007 

MA 

E24  CS  Munition 

CS  Munition 

Grenade  Launcher-  40mm- 
Cartridge-  CS  Munition 

1965 

T&ER 

Electronic  Data  Manager  (EDM)  Technical 
Insertion  for  Air  Warrior  (AW)  (FILED 

WITH  DB43447937) 

AW  EDM 

Aircraft-  Helicopter-  Aircrew- 
AW  EDM 

2005 

MA 

Emergency  Egress  Characteristics  of  the  U.S. 
Army  Airborne  Command  and  Control 

System  (A2C2S) 

Blackhawk  UH60L 
A2C2S  Egress 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  A2C2S 

Egress 

2006 

T&ER 

Enhanced  Containerized  Delivery  System 
(ECDS)  /  Abbreviated  (ASER) 

ECDS 

ECDS 

2006 

MA 

Enhanced  Night  Vision  Goggle  (ENVG) 

ENVG 

ENVG 

2005 

T&ER 

Enhanced  Night  Vision  Goggle  (ENVG)  / 
Abbreviated  (ASER) 

ENVG 

ENVG 

2005 

T&ER 

Enhanced  Night  Vision  Goggle  (ENVG) 
AN/PSQ-20  (ACAT  III) 

ENVG 

ENVG 

2007 

MA 

Enhanced  Portable  Inductive  Artillery  Fuze 
Setter  (EPIAFS) 

EPIAFS 

EPIAFS 

2006 

MA 

Enhanced  Portable  Inductive  Artillery  Fuze 
Setter  (EPIAFS) 

EPIAFS 

EPIAFS 

2007 

MA 

Enhanced  position  Location  Reporting 

System  (EPLRS)  Downsize 

EPLRS 

ABCS-  EPLRS 

1996 

T&ER 

Enhanced  Target  Range  and  Classification 
(ETRAC)  Modified  Sentinel  Radar 

ETRAC 

Radar-  ETRAC 

2005 
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MA 

Evaluation  of  Selected  MANPRINT  Issues 
for  the  Product  Improvement  Program  of  the 
OQ-290(V)1  Electronic  Equipment  Test 
Facility  (EETF) 

EETF 

EETF 

1988 

MA 

Exoskeleton  Boot  Interface  Sole  Thickness 
(EBIST) 

EBIST 

EBIST 

2006 

MA 

Experimental  Reversible  Extreme  Cold 
Weather  Clothing  Ensemble 

ECWCE 

ECWCE 

1977 

MA 

Extended  Range/Multi-Purpose  Unmanned 
Aerial  Vehicle  (ER/MP  UAV) 

ER/MP 

Aircraft-  Unmanned-  UAV- 
ER/MP 

2005 

T&ER 

Family  of  Batons  and  Nightsticks  (FBN) 

FBN 

FBN 

2002 

MA 

Family  of  Medium  Tactical  Vehicles 
(FMTV) 

FMTV 

Vehicle-  Wheeled-  Cargo- 
FMTV 

1995 

T&ER 

Family  of  Medium  Tactical  Vehicles 
(FMTV)  A1  Low  Velocity  Airdrop  (LVAD) 

FMTV  LVAD 

Vehicle-  Wheeled-  Cargo- 
FMTV  LVAD 

2007 

T&ER 

Family  of  Medium  Tactical  Vehicles  A1 

Rebuy  (FMTV  AIR)  10-Ton  Dump  Truck 

FMTV  10  Ton 

Dump  Truck 

Vehicle-  Wheeled-  Cargo- 
FMTV  10  Ton  Dump  Truck 

2008 

T&ER 

Family  of  Medium  Tactical  Vehicles  A1 

Rebuy  (FMTV  AIR)  Expansible  Van  (EV) 
Variant 

FMTV  EV 

Vehicle-  Wheeled-  Cargo- 
FMTV  EV 

2006 

T&ER 

Family  of  Medium  Tactical  Vehicles  A1 

Rebuy  (FMTV  AIR)  Load  Handling  System 
(LHS)  Variant 

FMTV  LHS 

Vehicle-  Wheeled-  Cargo- 
FMTV  LHS 

2006 

T&ER 

Family  of  Metal  Detectors  (FOMD) 

FOMD 

Mine  Detector-  FOMD 

2004 

T&ER 

Family  of  Tactical  Quiet  Generators  (TQG) 
(30/60  KW) 

TQG  30/60  KW 

Generator-  TQG  30/60  KW 

2001 

MA 

FCS  Non-Line  of  Sight  Cannon  (NLOS 
Cannon) 

NLOS-C 

FCS-  NLOS-C 

2009 

MA 

Fighting  Position  Excavator  (FPE) 

FPE 

Explosives-  FPE 

1996 

T&ER 

Fire  Resistant  Environmental  Ensemble 
(FREE)  System  Integrator  -  ADS 

Ensemble-FREE 

Aircraft-  Helicopter-  Aircrew- 
Ensemble-  FREE 

2008 

MA 

Fire  Support  Sensor  System  (FS-3) 

FS3 

Laser-  FS3 

2003 

T&ER 

Firefighters  Integrated  Suit  -  Combat  (FIS-C) 
(Type  Classification  -  Standard  Decision). 

FIS-C 

FIS-C 

1998 

MA 

Firing  Device,  Demolition:  XM153  Time 
Delay-Sympathetic  Detonator  (TD-SYDET) 
and  XM3 16  Trainer  Kit 

TD-SYDET 

Explosives-  TD-SYDET 

2005 

MA 

Firing  Device,  Demolition:  Delay  Type 
Electronic  M147  and  the  Timer,  Interval, 
Training  Kit:  M45 

FDD 

FDD 

1995 

T&ER 

Firing  Device,  Demolition:  Magneto- 
Inductive  Remote  Activation  Munition 

System  (MI-RAMS),  M156  (M27 

Transmitter  and  M39  Type  A  Receiver), 
Milestone  C.  TC-Standard/Full-Rate 
Productions  and  Full  Materiel  Release 

Decision 

RAMS  MI 

Explosives-  RAMS  MI 

2008 

MA 

FOG-M  (Fiber  Optic  Guided  Missile) 
Embedded  Training  Demonstration  Model 
FOG-M-4-30-RG-5 1 1 

FOG-M 

Missile-  Antitank-  FOG-M 

1986 

MA 

Follow-On-To  TOW  (FOTT)  Missile 

TOW  FOTT 

Missile-  Antitank-  TOW  FOTT 

1998 
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Year 

MA 

Follow-On-To-TOW  (FOTT)  System 

TOW  FOTT 

Missile-  Antitank-  TOW  FOTT 

1997 

MA 

Force  XXI  Battle  Command  Brigade  and 
Below  (FBCB2) 

FBCB2 

ABCS-  FBCB2 

1997 

T&ER 

Force  XXI  Battle  Command  Brigade  and 
Below  (FBCB2) 

FBCB2 

ABCS-  FBCB2 

2001 

MA 

Force  XXI  Battle  Command  Brigade  and 
Below  (FBCB2) 

FBCB2 

ABCS-  FBCB2 

2004 

MA 

Force  XXI  Battle  Command  Brigade  And 
Below  (FBCB2) 

FBCB2 

ABCS-  FBCB2 

1999 

T&ER 

Force  XXI  Battle  Command  Brigade  and 
Below/Blue  Force  Tracking  (FBCB2/BFT) 

(U) 

FBCB2/BFT 

ABCS-  FBCB2/BFT 

2004 

MA 

Forward  Area  Air  Defense  (FAAD) 

Command,  Control  and  Intelligence  (C2I) 

FAAD-C2I 

FAAD-C2I 

1995 

T&ER 

Forward  Area  Air  Defense  (FAAD)  Line-of- 
Sight  (LOS)  Avenger  [Slew-to-Cue  (STC)] 

Avenger 

Missile-  Air  Defense-  Avenger 

1999 

MA 

Forward  Area  Air  Defense  (FAAD)  System 
Ground  Based  Sensor  (GBS)  High  Mobility 
Multipurpose  Wheeled  Vehice  (HMMWV) 

HMMWV  FAAD- 
GBS 

Vehicle-  Wheeled-  HMMWV 
FAAD-GBS 

1995 

T&ER 

Forward  Area  Air  Defense  Command, 

Control,  and  Intelligence  (FAAD  C2I) 

System  Block  III  Version  5.4A-7.2  (v5.4A) 
Software 

AMDWS  FAAD 

C2I 

ABCS-  AMDWS  FAAD  C2I 

2008 

MA 

Forward  Entry  Device  (FED) 

FED 

FED 

1991 

T&ER 

Forward  Repair  System  (FRS) 

FRS 

FRS 

2000 

MA 

Frequency  Hopping  Multiplexer  (FHMUX) 

FHMUX 

FHMUX 

1996 

T&ER 

Fuel  System  Supply  Point  (FSSP)  Type  5- 
800K  /  Abbreviated  (ASER) 

FSSP 

Vehicle-  Fuel-  FSSP 

2007 

T&ER 

Full  Material  Release  Decision  for  the 

Shoulder  Launched  Munition  Multiple 
Integrated  Laser  Engagement  System  (SLM 
MILES) 

LaSER- 

Rocket-  LaSER- 

2007 

T&ER 

Full-Rate  Production  (FRP)  Decision  for  the 
Containerized  Batch  Laundry  (CBL)  / 
Abbreviated  (ASER) 

CBL 

Laundry-  CBL 

2004 

T&ER 

Full-Rate  Production/Type  Classification  - 
Standard  Decision  for  the  M1028  120mm 
Canister  Cartridge 

Canister  Ml 028 

Cannon-  Cartridge-  120mm- 
Canister  M1028 

2005 

MA 

Future  Combat  System  (FCS) 

FCS  FOV 

Vehicle-  Tracked-  FCS  FOV 

2003 

MA 

Future  Combat  System  (FCS) 

FCS  FOV 

Vehicle-  Tracked-  FCS  FOV 

2004 

MA 

Future  Force  Warrior  Technologies 

FFW 

FFW 

2007 

MA 

Future  Systems.  FAADS  Design  Criteria 
Evolving  from  the  Sgt.  York  Follow-On 
Evaluation  I 

DIVAD  Sgt  York 
FOE 

Vehicle-  Tracked-  DIVAD  Sgt 
York  FOE 

1989 

T&ER 

Future  Tactical  Truck  System  (FTTS) 
Maneuver  Sustainment  Vehicle  (MSV) 

FTTS  MSV 

Vehicle-  Wheeled-  FTTS  MSV 

2007 

T&ER 

Future  Tactical  Truck  System  (FTTS)  Utility 
Vehicle  (UV)  International  Military  Group 
(IMG) 

FTTS  UV  IMG 

Vehicle-  Wheeled-  FTTS  UV 
IMG 

2007 

T&ER 

Future  Tactical  Truck  System  (FTTS)  Utility 
Vehicle  (UV)  Lockheed  Martin  (LM) 

FTTS  UV  LM 

Vehicle-  Wheeled-  FTTS  UV 

LM 

2007 
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MA 

Fuze  Setting  for  Fuze,  Mtsq,  T197E2 

T197E2 

Artillery-  155mm-  Fuze- 
T197E2 

1963 

T&ER 

Fuze,  Electronic  Time  (ET),  M767 

M767 

Artillery-  155mm-  Fuze-  M767 

1999 

MA 

Fuze,  Multioption,  Precision  Guidance  Kit 
(PGK),  XM1 156 

PGK 

Artillery-  155mm-  Fuze-  PGK 

2009 

T&ER 

Fuze,  PD/Delay  (PDDLY),  MK399  MOD  1 
Materiel  Release 

PDDLY 

Artillery-  155mm-  Fuze- 
PDDLY 

2001 

MA 

General  Fund  Enterprise  Business  System 
(GFEBS) 

GFEBS 

GFEBS 

2009 

T&ER 

Global  Broadcast  Service  Transportable 
Ground  Receive  Suite  and  Theater  Injection 
Point  (GBS-TIP/TGRS) 

GBS-TIP/TGRS 

GBS-TIP/TGRS 

2003 

T&ER 

Global  Combat  Support  System  -  Army 
(GCSS-Army)  (GCSS-A) 

GCCS-A 

ABCS-  GCCS-A 

2006 

T&ER 

Global  Combat  Support  System-Army 
(GCSS-Army) 

GCSS-A 

ABCS-  GCSS-A 

2006 

T&ER 

Global  Transport  Service  (GBS) 

Transportable  Ground  Receive  Suite  (TGRS) 

GBS  TGRS 

Radio-  GBS  TGRS 

2005 

MA 

g-MAV  Micro- Air  Vehicle 

g-MAV 

Aircraft-  Unmanned-  UAV-  g- 
MAV 

2007 

MA 

GoldenEye-50  Operator  Control  Unit  (OCU) 

GoldenEye-50 

OCU 

GoldenEye-50  OCU 

2005 

T&ER 

Grenade,  Discharger:  Anti-Riot,  Irritant,  CS, 
L96A1  and  Grenade,  Discharger:  Anti-Riot, 
Practice,  L97A1 

CS  L96A1 

Grenade  Launcher-  Cartridge- 
66mm-  CS  L96A1 

2001 

MA 

Ground  Based  Mid-Course  (GMD)  Test  X- 
Band  Radar  (TXBR) 

GMD  TXBR 

Missile-  ABM-  GMD  TXBR 

2004 

MA 

Ground  Based  Mid-Course  Defense  (GMDS) 
System 

GMDS 

Missile-  ABM-  GMDS 

2005 

MA 

Ground  Soldier  Ensemble  (GSE)  /  Ground 
Soldier  System  (GSS) 

GSE/GSS 

GSE/GSS 

2008 

T&ER 

Ground  Standoff  Minefield  Detection  System 
(GSTAMIDS)  -Vehicle-Mounted  Mine 
Detector  (VMMD) 

GSTAMIDS 

GSTAMIDS 

1998 

T&ER 

Ground  Standoff  Minefield  Detection 

System,  Future  Combat  Systems 
(GSTAMIDS-FCS) 

GSTAMIDS 

GSTAMIDS 

2003 

MA 

Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

GMLRS 

Rocket-  GMLRS 

1997 

MA 

Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

GMLRS 

Rocket-  GMLRS 

1998 

MA 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Dual  Purpose  Improved 
Conventional  Munitions  (DPICM) 

GMLRS-DPICM 

Rocket-  GMLRS-DPICM 

2003 

T&ER 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Integrated  Test  and  Evaluation 

GLMRS 

Rocket-  GLMRS 

1998 

MA 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket  (UR) 

GMLRS  UR 

Rocket-  GMLRS  UR 

2003 

MA 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket  (UR)  Full  Rate 
Production  Decision 

GMLRS  UR 

Rocket-  GMLRS  UR 

2008 
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T&ER 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  with  Dual  Purpose  Improved 
Conventional  Munitions  (DPICM) 

GMLRS-DPICM 

Rocket-  GMLRS-DPICM 

2005 

MA 

Guided  Multiple  Launch  Rocket  System 
(GMLRS)  XM30  Rocket 

GMLRS  XM30 

Rocket-  GMLRS  XM30 

2005 

MA 

Guiided  Multiple  Launch  Rocket  System 
(GMLRS)  Unitary  Rocket 

GLMRS  UR 

Rocket-  GLMRS  UR 

2008 

T&ER 

Gun  Layering  and  Positioning  System 
(GLPS) 

GLPS 

Artillery-  105mm-  Computer- 
GLPS 

1999 

MA 

Gun  Laying  and  Positioning  System  (GLPS) 

GLPS 

Artillery-  105mm-  Computer- 
GLPS 

1996 

T&ER 

Hand  Emplaced  -  Wide  Area  Munirtion  (HE- 
WAM) 

HE-WAM 

Explosives-  HE-WAM 

2000 

T&ER 

Hand  Emplaced  Non-Lethal  Munition 
(HENLM) 

HENLM 

HENLM 

2005 

MA 

Hand  Emplaced  Non-lethal  Munition-Taser 
Anti-Personnel  Munition  (HENLM-TAPM) 

HENLM-TAPM 

HENLM-TAPM 

2005 

MA 

Handheld  Standoff  Mine  Detection  System 
(HSTAMIDS) 

HSTAMIDS 

HSTAMIDS 

1995 

MA 

Handheld  Standoff  Mine  Detection  System 
(HSTAMIDS) 

HSTAMIDS 

HSTAMIDS 

2000 

T&ER 

Handheld  Standoff  Mine  Detection  System 
(HSTAMIDS) 

HSTAMIDS 

HSTAMIDS 

2000 

MA 

Health  Hazard  Assessment  Report  (HHAR) 
on  the  Cartridge,  120mm,  High  Explosive 
(HE),  M934A2  Mortar  Cartridge 

M934A2 

Mortar-  120mm-  Cartridge  - 
M934A2 

2005 

MA 

Health  Hazard  Assessment  Report  (RCS 

MED  388)  ON  THE  60mm,  HE  M720A1 

AND  HE  M768  Mortar  Cartridges  69-37- 
6972-03  December  2002 

HE  M720A1  & 
M768 

Mortar-  60mm-  Cartridge-  HE 
M720A1  &  M768 

2002 

MA 

Heavy  Assault  Bridge  (HAB),  Wolverine 

Wolverine  M1A2 
SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

1997 

MA 

Heavy  Assault  Bridge  (HAB),  Wolverine, 
XM104 

Wolverine  M1A2 
SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

2000 

T&ER 

Heavy  Assault  Bridge  (HAB),  XM104 
(WOLVERINE) 

Wolverine  M1A2 
SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

2000 

MA 

Heavy  Dry  Support  Bridge  (HDSB) 

HDSB 

HDSB 

2000 

MA 

Heavy  Equipment  Transport  System  (HETS), 
Which  Includes  M1000  Semitrailer  and  the 
M1070  Truck  Tractor 

HETS 

Vehicle-  Wheeled-  Cargo- 
HETS 

1993 

MA 

Heavy  Equipment  Transporter  System 
(HETS),  Which  Includes  the  M1000 

Semitrailer  and  the  M1070  Truck  Tractor 

HETS 

Vehicle-  Wheeled-  Cargo- 
HETS 

1994 

MA 

Heavy  Expanded  Mobility  Tactical  Truck- 
Load  Handling  System  (HEMTT-LHS) 

HEMTT-LHS 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

2000 

MA 

Heliborne  Electronic  Warfare  System 
(AN/ALQ-151,  Quick  Fix) 

UH-1  Quick  Fix 

Aircraft-  Helicopter-  Utility- 
UH-1  Quick  Fix 

1978 

MA 

Helicopter  Night  Vision  System  (HNVS) 
Simulation  Test  Program 

HNVS 

HNVS 

1980 

T&ER 

Helicopter,  Cargo  CH47F 

CH47F 

Aircraft-  Helicopter-  Cargo- 
CH47F 

2004 
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T&ER 

Helicopter,  Utility,  Light  UH-145  /  UH72A 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

2006 

MA 

HERCULES  M88A1E1  Armored  Recovery 
Vehicle  (ARV) 

HERCULES 

Vehicle-  Tracked-  ARV- 
HERCULES 

1996 

MA 

High  Capacity  Communications  Capability 
(HC3) 

HC3 

HC3 

2007 

T&ER 

High  Frequency,  Nap-Of-The-Earth 
Communications  (HF  NOE  COMM)  System 
Consisting  of  the  AN/ARC-220  and 

Advanced  Narrowband  Digital  Voice 

Terminal  (ANDVT)  AIRTERM  KY-100 

HF  NOE  COMM 
AN/ARC-220 

Radio-  HF  NOE  COMM 
AN/ARC-220 

1997 

MA 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

2003 

T&ER 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

2003 

MA 

High  Mobility  Artillery  Rocket  system 
(HIMARS) 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

2005 

T&ER 

High  Mobility  Artillery  Rocket  System 
(HIMARS) 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

2005 

MA 

High  Mobility  Artillery  Rocket  System 
(HIMARS)  in  the  Combined  HIMARS- 
Guided  Multiple  Launch  Rocket  System 
(GMLRS) 

HIMARS 

Vehicle-  Wheeled-  Rocket- 
HIMARS 

2007 

T&ER 

High  Mobility  Engineer  Excavator  (HMEE) 
Type  I  System 

HMEE 

Vehicle-  Wheeled-  Engineer- 
HMEE 

2008 

T&ER 

High  Mobility  Multipurpose  Wheeled 

Vehicle  (HMMWV)  Cargo  Bed  Cover  (CBC) 

HMMWV  CBC 

Vehicle-  Wheeled-  Utility- 
HMMWV  CBC 

2000 

T&ER 

High  Mobility  Multipurpose  Wheeled 

Vehicle  (HMMWV)  XM1 1 13  Utility  Truck, 
Expanded  Capacity  Vehicle  (ECV) 

HMMWV  ECV 

XM 1113 

Vehicle-  Wheeled-  Utility- 
HMMWV  ECV  XM1113 

1998 

T&ER 

High  Mobility  Multipurpose  Wheeled 

Vehicle  (HMMWV)  XM1 1 14  Up  Armored 
Expanded  Capacity  Vehicle  (ECV) 

HMMWV  ECV 
XM1114 

Vehicle-  Wheeled-  Utility- 
HMMWV  ECV  XM1114 

1999 

MA 

High  Mobility  Multipurpose  Wheeled 

Vehicle  Heavy  Variant  (HMMWV-HV) 

Utility  HMMWV- 
HV 

Vehicle-  Wheeled-  Utility 
HMMWV-HV 

1988 

MA 

High  Mobility  Multipurpose  Wheeled 
Vehicle-Heavy  Variant  (HMMWV-HV) 

HMMWV  HV 

Vehicle-  Wheeled-  Utility- 
HMMWV HV 

1990 

MA 

High  Resolution  Land  Combat  Models 

Land  Combat 

Models 

Land  Combat  Models 

1989 

MA 

Horizontal  Technology  Insertion  (HTI) 

Second  Generation  Forward  Looking  Infrared 
(SGF) 

HTI- SGF 

HTI-SGF 

1999 

MA 

Horizontal  Technology  Insertion  (HTI) 

Second  Generation  Forward  Looking  Infrared 
(SGF) 

HTI-SGF 

HTI-SGF 

2000 

T&ER 

Hydraulic  Excavator  (HYEX) 

HYEX 

Vehicle-  Tracked-  Engineer- 
HYEX 

2000 

T&ER 

Hydraulic  Excavator  (HYEX),  Crawler 
Mounted,  Type  I  /  Abbreviated  (ASER) 

HYEX 

Vehicle-  Tracked-  Engineer- 
HYEX 

2007 

MA 

IM-99B  Weapon  System 

IM-99B 

Missile-  Air  Defense-  IM-99B 

1961 

T&ER 

Improved  Buttstock  and  Close  Quarters 

Battle  Sling  (IB/CQBS)  for  the  Modular 
Weapons  System  (MWS) 

IB/CQBS 

Rifle-  5.56mm-  Carbine- 
Buttstock-Sling-  IB/CQBS 

1999 
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MA 

Improved  Cargo  Helicopter  ( ICH) 

ICH 

ICH 

1997 

T&ER 

Improved  Chemical  Agent  Monitor  (I-CAM) 

I-CAM 

NBC-  Detector-  I-CAM 

1998 

MA 

Improved  Cobra  Armament  Program  (ICAP) 

ICAP 

ICAP 

1973 

MA 

Improved  Hawk  Battery  Control  Central 

Hawk  BCC 

Missile-  Air  Defense-  Hawk 

BCC 

1971 

MA 

Improved  Message  Facility  (IMF) 

IMF 

IMF 

1984 

T&ER 

Improved  Ribbon  Bridge  (IRB) 

IRB 

IRB 

2003 

MA 

Improved  Target  Acquisition  System  (ITAS) 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

1996 

MA 

Improved  Target  Acquisition  System  (ITAS) 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

1997 

T&ER 

Improved  Target  Acquisition  System  (ITAS) 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

1997 

T&ER 

Improved  Target  Acquisition  system  (ITAS) 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

1999 

T&ER 

Improved  Target  Acquisition  System  (ITAS) 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

1999 

T&ER 

Improved  Target  Acquisition  System  (ITAS) 
Customer  T  est 

TOW  ITAS 

Missile-  Antitank-  TOW  ITAS 

1998 

T&ER 

Improved  Target  Acquisition  System  (ITAS), 
Customer  Demonstration  (CD) 

TOW  ITAS  CD 

Missile-  Antitank-  TOW  ITAS 
CD 

1998 

MA 

Improved  Tow  Vehicle  (ITV)  During  OT/DT 
III 

ITV 

Vehicle-  Tracked-  ITV 

1980 

T&ER 

Improved  Toxicological  Agent  Protective 
(ITAP)  Ensemble 

ITAP 

NBC-  Suit-  ITAP 

1999 

T&ER 

Improved-Forward  Looking  Infrared  (I- 
FLIR) 

I-FLIR 

I-FLIR 

2000 

MA 

Infantry  Assault  Weapon,  Light  (LAW) 

Rocket  Grenade,  66mm,  XM-72 

LAW  XM72 

Rocket-  Grenade-  66mm-  LAW 
XM72 

1961 

MA 

Infantry  Fighting  Vehicle  (IFV) 

MICV 

Vehicle-  Tracked-  MICV 

1978 

MA 

Infiltrator  Vest  Combat  System  7  (IVCS) 

IVCS 

IVCS 

1977 

MA 

Initial  Impressions  for  the  XM8  Carbine 

XM8 

Rifle-  5.56mm-  Carbine-  XM8 

2004 

MA 

Insensitive  Cartridge,  60mm  Mortar  HE 
(M720E1),  with  the  M734A1  Multi-option 
Fuze. 

HE  M720E1 

Mortar-  60mm-  Cartridge-  HE 
M720E1 

2001 

MA 

Insensitive  Cartridge,  60mm  Mortar  HE 
(XM768),  with  the  XM783  Point  Detonating 
(PD)  Fuze 

PDF  XM768 

Mortar-  60mm-  Cartridge-  PDF 
XM768 

2001 

MA 

Insensitive  Cartridge,  60mm  Mortar  HE 
(XM768),  with  the  XM783  Point  Detonating 
(PD)  Fuze.  22  June  2001 

Full  Range 

Mortar-  60mm-  Cartridge-  Full 
Range 

2001 

MA 

Integrated  Air  and  Missile  Defense  (IAMD) 
System 

IAMD 

Missile-  Air  Defense-  IAMD 

2007 

MA 

Integrated  Air  and  Missile  Defense  (IAMD) 
System 

IAMD 

Missile-  Air  Defense-  IAMD 

2009 

T&ER 

Integrated  System  (ISYSCON) 

ISYSCON 

ABCS-  ISYSCON 

1999 

T&ER 

Integrated  System  Control  (ISYSCON) 

ISYSCON 

ABCS-  ISYSCON 

2000 

T&ER 

Integrated  System  Control  (ISYSCON) 
(V)1/(V)2  Block  3  Software  Increment  2.0 

ISYSCON 

ABCS-  ISYSCON 

2004 

MA 

Integrated  Systems  Control  (ISYSCON) 

ISYSCON 

ABCS-  ISYSCON 

1999 

MA 

Intelligence  Electronic  Warfare  Tactical 
Proficiency  Trainer  (IEWTPT) 

IEWTPT 

IEWTPT 

1994 
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T&ER 

Intelligent  Munition  System  (IMS)  Increment 

1  Milestone  B 

IMS  FCS 

Explosives-  IMS-  FCS 

2005 

T&ER 

Interceptor  Body  Armor  (IBA) 

Interceptor  Body 
Armor-IBA 

Body  Armor-  Interceptor  Body 
Armor-  IBA 

1999 

T&ER 

Interceptor  Body  Armor  (IBA) 

Interceptor  Body 
Armor-IBA 

Body  Armor-  Interceptor  Body 
Armor-  IBA 

1999 

MA 

Interim  Armored  Vehicle  (IAV) 

IAV 

Vehicle-  Wheeled-  Artillery- 
155mm-  Howitzer-  IAV 

2000 

MA 

Interim  Armored  Vehicle  (IAV).  31  January 
2001 

IAV 

Vehicle-  Wheeled-  Artillery- 
155mm-  Howitzer-  IAV 

2001 

T&ER 

Interim  High  Mobility  Engineer  Excavator  (I- 
HMEE) 

I-HMEE 

Vehicle-  Wheeled-  Engineer- 1- 
HMEE 

2002 

T&ER 

Interim  High  Mobility  Engineer  Excavator  (I- 
HMEE)  (Phase  II) 

I-HMEE 

Vehicle-  Wheeled-  Engineer- 1- 
HMEE 

2003 

MA 

Interim  Vehicle  Mine  Mounted  Detection 
(IVMMD) 

IVMMD 

Vehicle-  Wheeled-  Engineer- 
IVMMD 

2007 

T&ER 

Interim  Vehicle-Mounted  Mine  Detector 
Standard  Teleoperation  System  (IVMMD- 
STS) 

IVMMD-STS 

IVMMD-STS 

2001 

T&ER 

Interim  Vehicle-Mounted  Mine  Detector 
Standard  Teleoperation  System  (IVMMD- 
STS) 

IVMMD-STS 

Meerkat 

IVMMD-STS  Meerkat 

2001 

MA 

Iranian  AH-1J  (TOW)  Helicopter 

Apache-Iranian 

AH-1J 

Aircraft-  Helicopter-  Attack- 
Apache-  Iranian  AH-1J 

1977 

MA 

JAVELIN  Advanced  Antitank  Weapon 

System 

JAVELIN 

Missile-  Antitank-  JAVELIN 

1994 

T&ER 

Javelin  Anti- Armor  Weapon  System 

JAVELIN 

Missile-  Antitank-  JAVELIN 

1997 

T&ER 

Javelin  Anti- Armor  Weapon  System  FRP  I 
Hardware 

JAVELIN 

Missile-  Antitank-  JAVELIN 

1999 

T&ER 

Javelin  Anti-Armor  Weapon  System  Full- 
Rate  Production  3  Missile  with  -079  and 
Reworked  -039  CESAF 

JAVELIN 

Missile-  Antitank-  JAVELIN 

2002 

T&ER 

Javelin  Anti-Armor  Weapon  System  Full- 
Rate  Production  I  Missile 

JAVELIN 

Missile-  Antitank-  JAVELIN 

2000 

T&ER 

Javelin  Anti- Armor  Weapon  System  Full- 
Rate  Production  II  Missile 

JAVELIN 

Missile-  Antitank-  JAVELIN 

2001 

T&ER 

Javelin  Anti- Armor  Weapon  System  Live 

Fire  Test,  Evaluation,  and  Lethality  (U) 

JAVELIN 

Missile-  Antitank-  JAVELIN 

1997 

T&ER 

Javelin  Anti- Armor  Weapon  System  LRIP  III 
Configured  Enhanced  Producibility  Program 
(EPP)  Round 

JAVELIN  EPP 

Missile-  Antitank-  JAVELIN 

EPP 

1998 

T&ER 

Javelin  Antitank  Weapon  System  (Block  I) 

(U) 

JAVELIN 

Missile-  Antitank-  JAVELIN 

2007 

T&ER 

Javelin  Reliability  and  Availability  Maturity 

JAVELIN 

Missile-  Antitank-  JAVELIN 

2000 

T&ER 

Joint  Biological  Point  Detection  System 
(JBPDS)  Limited  User  Test  (LUT) 

JBPDS 

NBC-  Detector-  JBPDS 

2008 

T&ER 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Block  1 

JBSDS 

NBC-  Detector-  JBSDS 

2004 

T&ER 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Block  I 

JBSDS 

JBSDS 

2003 

T&ER 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Increment  1 

JBSDS 

NBC-  Detector-  JBSDS 

2005 
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T&ER 

Joint  Biological  Standoff  Detection  System 
(JBSDS)  Increment  I 

JBSDS 

NBC-  Detector-  JBSDS 

2009 

MA 

Joint  Cargo  Aircraft  (JCA) 

JCA 

Aircraft-  Fixed  Wing-  Cargo- 
JCA 

2007 

T&ER 

Joint  Cargo  Aircraft  (JCA) 

JCA  C-27 

Aircraft-  Fixed  Wing-  Cargo- 
JCA  C-27 

2007 

MA 

Joint  Chemical,  Biological,  and  Radiological 
Agent  Water  Monitor  (JCBRAWM)  Kit 

JCBRAWM 

NBC-  Detector-  JCBRAWM 

2008 

T&ER 

Joint  Chemical,  Biological,  Radiological 

Agent  Water  Monitor  (JCBRAWM) 

Increment  1 

JCBRAWM 

NBC-  Detector-  JCBRAWM 

2009 

MA 

Joint  Common  Missile  System  (JCM) 

JCM 

Missile-  Air-to-Ground-  JCM 

2004 

MA 

Joint  Common  Missile  System  (JCMS) 

JCM 

Missile-  Air-to-Ground-  JCM 

2003 

T&ER 

Joint  Computer-Aided  Acquisition  and 
Logistics  Support  (JCALS)  for  SWP  3.1 

JCALS 

Computer-  JCALS 

2002 

T&ER 

Joint  Firefighter  Integrated  Response 

Ensemble  (J-FIRE)  Glove 

J-FIRE 

Fire  Fighter-  Glove-  J-FIRE 

2000 

MA 

Joint  Land  Attack  Cruise  Missile  Defense 
Elevated  Netted  Sensor  System  (JLENS) 

JLENS 

JLENS 

2005 

MA 

Joint  Land  Attack  Cruise  Missile  Defense 
Elvated  Netted  Sensor  System  (JLENS) 

JLENS 

JLENS 

2005 

MA 

Joint  Land  Component  Constructive  Training 
Capability  (JLCCTC) 

JLCCTC 

JLCCTC 

2007 

MA 

Joint  Land  Component  Constructive  Training 
Capability  (JLCCTC)  formerly  the  Army 
Constructive  Training  Federation  (ACTF) 

JLCCTC 

JLCCTC 

2006 

T&ER 

Joint  Land  Component  Constructive  Training 
Capability  (JLCCTC)  Version  3.0 

JLCCTC 

JLCCTC 

2006 

T&ER 

Joint  Network  Management  System  (JNMS) 

JNMS 

JNMS 

2004 

MA 

Joint  Network  Management  System  (JNMS) 

JNMS 

JNMS 

2005 

MA 

Joint  Network  Node-Network  (JNN-N) 
Program 

JNN-N 

JNN-N 

2007 

T&ER 

Joint  Network  Transport  Capability  (JNTC) 
(Including  the  Command  Post  of  the  Future 
(CPOF)) 

JNTC/CPOF 

ABCS-  JNTC/CPOF 

2005 

MA 

Joint  Recruiting.  Information  Support  System 
(JRISS) 

JRISS 

JRISS 

1997 

MA 

Joint  Service  Aircrew  Mask  (JSAM)  Type  IA 
MPU-6/P 

JSAM 

NBC-  Mask-  Protective- 
Aircrew-  JSAM 

2009 

T&ER 

Joint  Service  Chemical  Environment 
Survivability  Mask  (JSCESM) 

JSCESM 

NBC-  Mask-  Protective- 
JSCESM 

2006 

T&ER 

Joint  Service  General  Purpose  Mask 
(JSGPM) 

JSGPM 

NBC-  Mask-  Protective- 
JSGPM 

2007 

T&ER 

Joint  Service  Light  Nuclear,  Biological, 
Chemical,  Reconnaissance  System 
(JSLNBCRS) 

JSLNBCRS 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS 

2003 

T&ER 

Joint  Service  Lightweight  Integrated  Suit 
Technology  (JSLIST)  Block  1  Glove 

Upgrade  /  Abbreviated  (ASER) 

JSLIST 

NBC-  Gloves-  JSLIST 

2004 
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T&ER 

Joint  Service  Lightweight  Integrated  Suit 
Technology  (JSLIST)  Block  2  Glove 

Upgrade  (JB2GU)  Non-Flame  Resistant 
(NFR)  Variant 

JSLIST 

NBC-  Suit-  Glove-  JSLIST 

2007 

T&ER 

Joint  Service  Lightweight  Integrated  Suit 
Technology  (JSLIST)  Pre-Planned  Product 
Improvement  (P3I) 

JSLIST  P3I 

Suit-  Protective-  JSLIST  P3I 

2001 

T&ER 

Joint  Service  Lightweight  Integrated  Suit 
Technology  I  (JSLIST  I),  Developmental  and 
Operational  Tests  (DTs  and  OTs) 

JSLIST-I 

NBC-  Suit-  JSLIST-I 

1997 

T&ER 

Joint  Service  Lightweight  Standoff  Chemical 
Agent  Detector,  Increment  1  (JSLSCAD  Incr 

1) 

JSLSCAD 

NBC-  Detector-  JSLSCAD 

2006 

MA 

Joint  Service  Mask  Leakage  Tester  (JSMLT) 

JSMLT 

NBC-  Mask-  JSMLT 

2005 

T&ER 

Joint  Service  Nuclear,  Biological,  and 
Chemical  Reconnaissance  System 
(JSLNBCRS)  High  Mobility  Multipurpose 
Wheeled  Vehicle  (HMMWV)  Variant 

JSLNBCRS- 

HMMWV 

Vehicle-  Wheeled-  Utility- 
HMMWV-  JSLNBCRS- 
HMMWV 

2006 

MA 

Joint  Service  Transportable  Decontamination 
System-Small  Scale  (JSTDS-SS) 

JSTDS-SS 

NBC-  Decon-  JSTDS-SS 

2006 

MA 

Joint  Service.  Transportable  Decontamination 
System-Small  Scale  (JSTDS-SS) 

JSTDS-SS 

JSTDS-SS 

2008 

MA 

Joint  Service.  Transportable  Decontamination 
System-Small  Scale  (JSTDS-SS)-  Addendum 
for  Increment  I 

JSTDS-SS 

JSTDS-SS 

2009 

T&ER 

Joint  Surveillance  Target  Attach  Radar 

System  (Joint  Stars)  (JSTARS)  Common 
Ground  Station  (CGS) 

JSTARS-CGS 

Radar-  JSTARS-CGS 

1999 

T&ER 

Joint  Surveillance  Target  Attack  Radar 

System  (Joint  Stars)  (JSTARS)  Common 
Ground  Station  (CGS)  (Update) 

JSTARS-CGS 

(Update) 

Radar-  JSTARS-CGS  (Update) 

2000 

T&ER 

Joint  Surveillance  Target  Attack  Radar 

System  (Joint  STARS)  (JSTARS)  Common 
Ground  Station  (CGS)  and  Joint  Services 

Work  Station  (JSWS) 

JSTARS-CGS 

Radar-  JSTARS-CGS 

2002 

MA 

Joint  Tactical  Ground  Station  (JTAGS) 

JTAGS 

JTAGS 

1995 

MA 

Joint  Tactical  Information  Distribution 

System  (JTIDS) 

JTIDS 

JTIDS 

1988 

MA 

Joint  Tactical  Information  Distribution 

System  (JTIDS) 

JTIDS 

JTIDS 

1994 

T&ER 

Joint  Tactical  Information  Distribution 

System  (JTIDS) 

JTIDS 

JTIDS 

1997 

T&ER 

Joint  Tactical  Radio  System  -  Cluster  5 
(JTRS  -  Cluster  5) 

JTRS  Cluster  5 

Radio-  JTRS  Cluster  5 

2004 

MA 

Joint  Tactical  Radio  System  (JTRS) 

JTRS 

Radio-  JTRS 

2002 

MA 

Joint  Tactical  Radio  System  (JTRS)  Cluster  5 

JTRS 

Radio-  JTRS 

2004 

MA 

Lacrosse  Missile  System 

Lacrosse 

Missile-  TBM-  Lacrosse 

1960 

MA 

Lance  Sight  Unit 

Lance  SU 

Missile-  TBM-  Lance  SU 

1979 

MA 

Land  Warrior  (LW) 

LW 

LW 

2007 

MA 

Land  Warrior  System  (LW) 

LW 

LW 

1994 

Vol.  I  -  172 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


Report  List  Ordered  by  Long  Name-  Short  Name-  Short  Name  Categorized- 


Type 

Long  Name 

Short  Name 

Short  Name  Categorized 

Year 

MA 

Land  Warrior,  Version  1.0 

LW 

LW 

2004 

T&ER 

Launched  Electrode  Stun  Device  (LESD)  / 
Abbreviated  (OER-A) 

LESD 

LESD 

2008 

MA 

Launched  Grapnel  Hook  (LGH) 

LGH 

LGH 

1995 

T&ER 

Laundry  Advanced  System  (LADS) 

LADS 

Laundry-  LADS 

1999 

MA 

Light  Armored  Vehicle, 

Maintenance/Recovery  Vehicle  (LAVM/RV) 

LAVM/RV 

Vehicle-  Tracked-  LAVM/RV 

1986 

T&ER 

Light  Tactical  Trailer-Rebuy  (LTT-R) 

Program  /  Abbreviated  (ASER) 

LTT-R 

Vehicle-  Wheeled-  Cargo- 
Trailer-  LTT-R 

2005 

MA 

Light  Tactical  Vehicle  (LTV) 

LTV 

LTV 

1997 

MA 

Light  Utility  Helicopter  (LUH) 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

2005 

MA 

Light  Vehicle  Obscuration  Smoke  System 
(LVOSS) 

LVOSS 

LVOSS 

1996 

T&ER 

Light  Vehicle  Obscuration  Smoke  System 
(LVOSS) 

LVOSS 

LVOSS 

2000 

T&ER 

Light  Weight  Video  Reconnaissance  System 

II  (LVRS-II) 

LVRS-II 

LVRS-II 

1998 

MA 

Lighting  Kit,  Motion  Detector  (LKMD) 

LKMD 

LKMD 

2009 

MA 

Lightweight  Ground  Mount  (LWGM) 

XM192 

LWGM  XM 192 

LWGM  XM  192 

2004 

T&ER 

Lightweight  Hand-Held  Mortar  Ballistic 
Computer  (LHMBC) 

LHMBC  XM32 

Mortar- 

1 20mm/ 1 07mm/  8 1  mm/60mm- 
Computer-  LHMBC  XM32 

2005 

MA 

Lightweight  Handheld  Mortar  Ballistic 
Computer  (LHMBC)  XM32 

LHMBC  XM32 

Mortar- 

1 20mm/ 1 07mm/8 1  mm/60mm- 
Computer-  LHMBC  XM32 

2005 

T&ER 

Lightweight  Laser  Designator  Rangefinder 
(LLDR) 

LaSER- 

LaSER- 

2001 

MA 

Lightweight  Laser  Designator  Rangefinder 
(LLDR) 

LLDR 

Laser-  LLDR 

2001 

MA 

Lightweight  Water  Purifier  (LWP) 

LWP 

LWP 

1996 

MA 

Lightweight  Water  Purifier  (LWP) 

LWP 

LWP 

1997 

T&ER 

Line  of  Communications  Bridge  (LOCB) 

LOCB 

LOCB 

2009 

MA 

Line  of  Sight  Antitank  (LOSAT) 

LOSAT 

Missile-  Antitank-  LOSAT 

2000 

MA 

Line  of  Sight  Antitank  (LOSAT) 

LOSAT 

Missile-  Antitank-  LOSAT 

2004 

T&ER 

Line-of-Sight  Antitank  Weapon  System 
(LOSAT)  (U) 

LOSAT 

Missile-  Antitank-  LOSAT 

2005 

MA 

Little  John  Launchers,  XM34  and  XM80 

Little  John 

Rocket-  Little  John 

1960 

T&ER 

Live  Fire  Lethality  Test  for  Cartridge: 

1 20mm  APFSDS-T,  M829E3  (U) 

APFSDS-T 

M829E3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829E3 

2002 

MA 

Intelligent  Munitions  System  (IMS) 

IMS 

Explosives-  IMS 

2005 

MA 

Logistics  Application  of  Automated  Marking 
and  Reading  Symbols  (LOGMARS) 

LOGMARS 

LOGMARS 

1985 

MA 

Long  Range  Advanced  Scout  Surveillance 
System  (LRAS3) 

LRAS3 

LRAS3 

1999 

T&ER 

Long  Range  Advanced  Scout  Surveillance 
System  (LRAS3) 

LRAS3 

LRAS3 

1999 
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MA 

Long  Range  Advanced  Scout  Surveillance 
System  (LRAS3) 

LRAS3 

LRAS3 

2000 

T&ER 

Longbow  Apache  (AH-64D)  Transportability 
Demonstration 

Apache  Longbow 
AH-64D 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 

1998 

T&ER 

Longbow  HELLFIRE  Modular  Missile 

System  (LBHMMS)  Pre-Planned  Product 
Improvement  (P3I)  Program  Home-on- 
Jam/Anti-Jam  (HOJ/AJ)  Software 

Apache  Longbow 
AH-64D 

LBHMMS 

Aircraft-  Helicopter-  Attack- 
Apache  Longbow  AH-64D 
LBHMMS 

2005 

MA 

Ml  Breacher  (Grizzly) 

Breacher 

Breacher 

1996 

MA 

Ml  Combat  Tank 

Abrams  Ml 

Vehicle-  Tracked-  Tank- 
Abrams  Ml 

1984 

T&ER 

Ml 00  Grenade  Rifle  Entry  Munition 
(GREM) 

GREM  Ml 00 

Rifle-  5.56mm-  Cartridge- 
GREM  Ml 00 

2008 

T&ER 

M105A2  1  1/2-Ton  Cargo  Trailer  Cargo  Bed 
Cover  (CBC) 

CBC 

Vehicle-  Wheeled-  Cargo- 
Trailer-  CBC 

2000 

MA 

M109A6,  155-mm  Self  Propelled  Howitzer 

Paladin  M109A6 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M109A6 

1993 

T&ER 

M16  Blasting  Cap 

Blasting  Cap  M16 

Explosives-  Blasting  Cap-  M16 

2001 

MA 

M1A1  Abrams  120mm  Gun  Tank,  Follow  on 
Evaluation 

Abrams  M1A1 

Vehicle-  Tracked-  Tank- 
Abrams  M1A1 

1988 

T&ER 

M1A2  Abrams  System  Enhancement 

Package  (SEP) 

Abrams  M1A2 

SEP 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  SEP 

2001 

MA 

M1A2  Abrams  Tank 

Abrams  M1A2 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2 

1994 

T&ER 

M1A2  AbramsTank 

Abrams  M1A2 

SEP 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  SEP 

1997 

MA 

M240E4  Medium  Machine  Gun  and  M122E1 
Machine  Gun  Mount  (MGM) 

M240E4 

Rifle-  7.62mm-  Machine  Gun- 
M240E4 

1996 

MA 

M240E5  Machine  Gun  (Aviation  Variant) 
Mounted  on  the  Ml 44  Mounting  Arm  for  the 
UH-60,  and  the  M24  and  M41  Mounts  for  the 
CH-47 

M240E5 

Rifle-  7.62mm-  Machine  Gun- 
M240E5 

2004 

MA 

M240E6  Lightweight  Medium  Machine  Gun 
(LMMG)  (M240E6) 

M240E6 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

2007 

T&ER 

M240E6  Medium  Machine  Gun  (MG)  / 
Abbreviated  (ASER) 

M240E6 

Rifle-  7.62mm-  Machine  Gun- 
M240E6 

2008 

T&ER 

M249  Squad  Automatic  Weapon  With  Short 
Barrel 

SAW  M249  SB 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249  SB 

2000 

T&ER 

M2A2  Bradley  Fighting  Vehicle  System 
(BFVS)  Operation  Desert  Storm-Engineer 
(ODS-E) 

Bradley  BFVS 
ODS-E 

Vehicle-  Tracked-  IFV-  Bradley 
BFVS  ODS-E 

2002 

T&ER 

M30  Mortar  Ballistic  Computer 

MBC  M30 

Mortar- 

1 20mm/ 1 07mm/8 1  mm/60mm- 
Computer-  MBC  M30 

2000 

T&ER 

M303  Special  Operations  Forces  Demolition 
Kit  (SDK)  Full  Materiel  Release 

SDK  M303 

Explosives-  SDK  M3  03 

1999 

MA 

M313,  120mm  Mortar  Subcaliber  Training 
Insert  (8 1mm  Insert  Program) 

M3 13  STI 

Mortar-  120mm-  Cartridge- 
M313  STI 

2005 

T&ER 

M3  93 A3  105mm  High  Explosive  Cartridge 
and  the  M467A1  105mm  Target  Practice 
Cartridge 

HE  M3  93 A3 

Cannon-  105mm-  Cartridge-  HE 
M393A3 

2005 
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T&ER 

M4,  Selectable  Lightweight  Attack  Munition 
(SLAM) 

SLAM 

Explosives-  SLAM 

2001 

MA 

M40  Protective  Mask 

Protective  Mask 

M40 

NBC-  Mask-  Protective-  M40 

1994 

T&ER 

M45  Aircrew  Protective  Mask  (ACPM) 

ACPM  M45 

NBC-  Mask-  Protective- 
Aircrew-  ACPM  M45 

1999 

MA 

M48  TANK 

Patton  M48 

Vehicle-  Tracked-  Tank-  Patton 
M48 

1956 

MA 

M4E1  Selectable  Lightweight  Attack 

Munition  (SLAM)  and  the  M320E1  SLAM 
Improved  Functional  Trainer 

SLAM 

Explosives-  SLAM 

2008 

MA 

M60  Main  Battle  Tank 

Patton  M60  Tank 

Vehicle-  Tracked-  Tank-  Patton 
M60  Tank 

1960 

T&ER 

M60A1E3  Tank  IOC(U) 

Patton  M60A1E3 

Vehicle-  Tracked-  Tank-  Patton 
M60A1E3 

1979 

MA 

M67  Mortar  Sight  Unit  (MSU) 

MSU 

MSU 

1996 

T&ER 

M720E1  and  XM768  60mm  Insensitive 
Munition  Cartridges  and  XM783  Point 
Detonating/Delay  Fuze  (PDDLY) 

PD/DLY  M720E1 

Mortar-  60mm-  Fuze-  PD/DLY 
M720E1 

2001 

MA 

M734E1  Multi-Option  Fuze  for  Mortars 

MOF 

Explosives-  MOF 

1996 

MA 

M73C  Tank  Machine  Gun 

M73C 

Rifle-  7.62mm-  Machine  Gun- 
M73C 

1961 

MA 

M762E1/M767E1  Electronic  Time  Artillery 
Fuze  (ETAF) 

ETAF  M762E1 

Artillery-  155mm-  Fuze-  ETAF 
M762E1 

2000 

T&ER 

M777A2  LW155  Towed  Artillery 

Digitization  System  (TADS)  /  Abbreviated 
(ASER) 

TADS 

Artillery-  155mm-  Computer- 
TADS 

2007 

T&ER 

M8  Smokepot 

Smoke  Pot  M8 

Smoke  Pot  M8 

1998 

T&ER 

M816  81mm  Infrared  Illumination  Cartridge 

IRILL  XM816 

Mortar-  81mm-  Cartridge  - 
IRILLXM816 

2002 

MA 

M821A1/M889A1  High  Explosive  (HE) 

81mm  Mortar  Cartridges  (HEMC) 

HEMC 

Mortar-  81mm-  Cartridge- 
HEMC 

1996 

MA 

M821A2  and  M889A2  High  Explosive 

81mm  Mortar  Cartridges 

HEMC 

Mortar-  81mm-  Cartridge- 
HEMC 

2008 

MA 

M821A2  And  M889A2  High  Explosive 

81mm  Mortar  Cartridges 

M821A2  / 

M889A2  HE 

Mortar-  81mm-  Cartridge  - 
M821A2  /  M889A2  HE 

2009 

MA 

M830E1,  120mm,  High  Explosive  AntiTank- 
Multipurpose  -  Tracer,  Cartridge  (HEAT  MP- 
T) 

HEAT  MP-T 
M830E1 

Cannon-  Cartridge-  120mm- 
HEAT  MP-T  M830E1 

1994 

MA 

M831E2,  120mm,  Target  Practice  with 

Tracer  Cartridge  (TP-T) 

TP-T  M831E2 

Cannon-  Cartridge-  120mm- 
TP-T  M831E2 

1994 

T&ER 

M870A3  Semitrailer,  Low  Bed,  40  Ton 

Low  Bed 

Semitrailer 

M870A3 

Vehicle-  Wheeled-  Trailer-  Low 
Bed  Semitrailer  M870A3 

2003 

MA 

M889A1E1  81 -mm  Mortar  High  Explosive 
Cartridge  (HEMC) 

HEMC  M889A1E1 

Mortar-  81mm-  Cartridge  - 
HEMC  M889A1E1 

2006 

MA 

M903  and  M962  Caliber  .50  Sabot  Light 
Armor  Penetrator  (SLAP)  Cartridges 

SLAP 

Rifle-  50  Cal-  Machine  Gun- 
Cartridge-  SLAP 

1996 

MA 

M91,  115mm  Multiple  Rocket  Launcher 

MRLM91 

Rocket-  MRL  M9 1 

1962 

T&ER 

M915A3  Truck  Tractor,  Line  Haul 

Truck  Tractor 
M915A3 

Vehicle-  Wheeled-  Cargo- 
Truck  Tractor  M915A3 

2000 
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T&ER 

M915A4  Truck  Tractor  Upgrade  Program 

Truck  Tractor 
M915A4 

Vehicle-  Wheeled-  Cargo- 
Truck  Tractor  M915A4 

1999 

MA 

M916A2  Truck  Tractor,  Light  Equipment 
Transporter,  34-Ton  Gross  Vehicle  Weight 
Rating  (GVWR)  6x6  with  Winch 

TT-LET  M916A2 

Vehicle-  Wheeled-  Cargo-  TT- 
LET  M916A2 

1997 

T&ER 

M917A1  Dump  Truck,  18.5  Ton,  14  Cubic 
Yard 

Dump  Truck 
M917A1 

Vehicle-  Wheeled-  Cargo- 
Dump  Truck  M917A1 

1998 

T&ER 

Machinegun  Optic  (MGO) 

MGO 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

1999 

MA 

Magneto  Inductive  Remote  Activation 
Munition  System  (MI-RAMS),  M156 

RAMS  MI 

Explosives-  RAMS  MI 

2008 

MA 

Magneto  Inductive  Remote  Activation 
Munition  System  (MI-RAMS),  XM156 

RAMS  MI 

Explosives-  RAMS  MI 

2006 

T&ER 

Magneto-Inductive  Remote  Activation 
Munition  System  (MI  RAMS) 

RAMS  MI 

Explosives-  RAMS  MI 

2003 

MA 

Main  Battle  Tank,  105mm  Gun,  M60E1 

Patton  M60E1 

Vehicle-  Tracked-  Tank-  Patton 
M60E1 

1962 

MA 

Male  Field  Clothing  Ensembles  (MFCE) 

Worn  by  Female  Soldiers  (Hot-Dry,  Hot-Wet 
and  Co  Id- Wet  Environments) 

MFCE 

MFCE 

1979 

MA 

Maneuver  Control  System  (MCS) 

MCS 

ABCS-  MCS 

2005 

MA 

Maneuver  Control  System  (MCS)  Block  III 
(v-12.01) 

MCS 

ABCS-  MCS 

1999 

T&ER 

Maneuver  Control  System  (MCS)  RCS 

ATTE-3  Evaluation,  July  1984 

MCS 

ABCS-  MCS 

1984 

T&ER 

Maneuver  Control  System  (MCS)  RCS 
ATTE-3  Evaluation,  November  1984 

MCS 

ABCS-  MCS 

1984 

T&ER 

Maneuver  Control  System  (MCS)  RCS 

ATTE-3  FDTE 

MCS 

ABCS-  MCS 

1983 

T&ER 

Maneuver  Control  system  (MCS)  Software 
Version  6.3.2 

MCS  ver  6.3.2 

ABCS-  MCS  ver  6.3.2 

2003 

T&ER 

Manpack  Version  of  the  Family  of 
Loudspeakers  (FOL) 

FOL 

FOL 

1999 

MA 

Manpower,  Personnel  Capabilities  and 

Training  (MPT)  Domain  Assessment  for  the 
Non-Line  of  Sight  Cannon  (NLOS  Cannon) 

NLOS-C 

Vehicle-  Tracked-  FCS- 
155mm-  NLOS-C 

2008 

MA 

MAULER  Weapon  System 

MAULER  SNE 

Vehicle-  Tracked-  MAULER 

SNE 

1963 

MA 

Medium  Extended  Air  Defense  System 
(MEADS) 

PATRIOT 

MEADS 

Missile-  Air  Defense- 
PATRIOT  MEADS 

1999 

T&ER 

Meteorological  Measuring  Set  Profiler 
(MMS-P),  AN/TMQ-52A 

Profiler-MMS-P 

Profiler-MMS-P 

2007 

MA 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

Profiler-MMS-P 

Profiler-MMS-P 

2005 

T&ER 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

Profiler-MMS-P 

Profiler-MMS-P 

2005 

MA 

Meteorological  Measuring  Set-Profiler 
(MMS-P)  AN/TMQ-52 

Profiler-MMS-P 

(Revised) 

Profiler-MMS-P  (Revised) 

2005 

T&ER 

Microclimatic  Cooling  System  (MCS) 

Cooling-MCS 

Aircraft-  Helicopter-  Aircrew- 
Cooling-  MCS 

2002 

MA 

Mid  Range  Munition  (MRM) 

FCS  BLOS-MRM 

Mortar-  120mm-  Cartridge  - 
FCS  BLOS-  MRM 

2007 
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MA 

MILAN  2  Antiarmor  System 

MILAN  2 

Missile-  Antitank-  MILAN  2 

1987 

T&ER 

MILES  2000  Audio/Visual  Cue  Pyrotechnic 
Simulators 

MILES  AVCPS 

MILES  AVCPS 

1998 

MA 

Military  Operations  on  Urbanized  Terrain 
(MOUT)  Fuze  (Fuze,  Point 

Detonating/Delay,  Mk399  MODI  for 

Artillery  MOUT  Applications) 

MOUT 

MOUT 

1999 

MA 

Mine  Protected  Clearance  Vehicle  (MPCV) 

MPCV 

MPCV 

2001 

T&ER 

Mine  Protected  Clearance  Vehicle  (MPCV) 

MPCV 

MPCV 

2002 

MA 

Mine  Protected  Clearance  Vehicle,  MPCV 
(BUFFALO) 

MPCV  Buffalo 

Vehicle-  Wheeled-  MRAP- 
MPCV  Buffalo 

2007 

MA 

Mini  Eyesafe  Laser  Infrared  Observation  Set 
(MELIOS) 

MELIOS 

Laser-  MELIOS 

1993 

MA 

Mini-Flail  System  (MFS) 

MFS 

Vehicle-  Wheeled-  MFS 

1996 

MA 

Mission-Oriented  Protective  Posture  (MOPP) 
Exchange  Procedures 

MOPP  Procedures 

NBC-  MOPP  Procedures 

1990 

T&ER 

MK281  MOD  0  40mm  Practice  Cartridge 

MK281  40mm 
Practice  Cartridge 

Grenade  Launcher-  40mm- 
Cartridge-  Machinegun- 
Practice  MK281 

2004 

T&ER 

MK64  MOD  9  Machine  Gun  Mount  for  the 
40mm  MK19  Machine  Gun 

Machine  Gun 
Mount-MK64 

Grenade  Launcher-  40mm- 
Machine  Gun  Mount-  MK64 

1997 

T&ER 

Mobile  Analytical  Laboratory  System. 

(MALS).  Block  1 

MALS 

MALS 

2001 

T&ER 

Mobile  Army  Surgical  Hospital  TTOE  8- 
063T.  (MASH)  (U) 

MASH 

MASH 

1979 

MA 

Mobile  Detection  Assessment  and  Response 
System  -  Interior  (MDARS-I) 

MDARS-I 

MDARS-I 

2003 

MA 

Mobile  Detection  Assessment  and  Response 
System-Interior  (MDARS-I) 

MDARS 

MDARS 

2002 

MA 

Mobile  Detection  Assessment  and  Response 
System-Interior  (MDARS-I) 

MDARS-I 

MDARS-I 

1998 

T&ER 

Mobile  Detection  Assessment  Response 

System  -  Interior  (MDARS-I) 

MDARS-I 

MDARS-I 

1998 

T&ER 

Mobile  Detection  Assessment  Response 

System  (MDARS)  -  Exterior 

MDARS-E 

MDARS-E 

2000 

MA 

Mobile  Detection  Assessment  Response 
System-  Exterior  (MDARS-E).  1 1  March 

2001 

MDARS-E 

MDARS-E 

2001 

MA 

Mobile  Detection  Assessment  Response 

System  Interior  (MDARS-1) 

MDARS-I 

MDARS-I 

1997 

MA 

Mobile  Detection,  Assessment,  and  Response 
System  (MDARS) 

MDARS 

MDARS 

1996 

MA 

Mobility  and  Human  Factors  Evaluation  of 
Three  Prototype  Assault  Snowshoes 

Snowshoes 

Snowshoes-  Assault 

1994 

MA 

Mobility,  Portability,  and  Human  Factors 
Evaluation  of  the  JAVELIN  Antitank 

Weapon  System 

JAVELIN 

Missile-  Antitank-  JAVELIN 

1993 

MA 

Mobility,  Portability,  and  Human  Factors 
Evaluation  of  the  Shoulder-Launched 
Multipurpose  Assault  Weapon  (SMAW)  MK 
153  MOD  1 

SMAW 

Rocket-  SMAW 

1992 
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T&ER 

Modernized  Demolition  Initiator  (MDI),  Ml  8 

MDI 

Explosives-  MDI 

2001 

T&ER 

Modernized  Demolition  Initiators  (MDI) 

M151  &  M152  Boosters  and  Ml 52  Inert 
Boosters 

MDI  Booster 

Explosives-  MDI  Booster 

2001 

MA 

Modernized  Demolition  Initiators  (MDI) 
tactical  components  (XM19,  XM21,  and 
XM23),  and  the  inert  training  devices  (XM20 
and  XM22) 

MDI 

Explosives-  MDI 

2002 

T&ER 

Modernized  Demolition  Initiators  (MDI) 
XM151,  XM152  Boosters  and  XM 152  Inert 
Booster  Milestone  III 

MDI 

Explosives-  MDI 

2000 

T&ER 

Modernized  Target  Acquisition  Designation 
Sight/Pilot's  Night  Vision  Sensor  (M- 
TADS/PNVS) 

M-TADS/PNVS 

M-TADS/PNVS 

2005 

MA 

Modified  AT-4  Light  Antiarmor  Weapon 

LAW  AT4 

Rocket-  LAW  AT4 

1984 

MA 

Modular  Artillery  Charge  System  (MACS) 

MACS 

Artillery-  155mm-  Charge- 
MACS 

1996 

MA 

Modular  Artillery  Charge  System  (MACS) 
XM231 

MACS  XM23 1 

Artillery-  155mm-  Charge- 
MACSXM231 

1997 

T&ER 

Modular  Artillery  Charge  System  (MACS) 
XM231 

MACS  XM23 1 

Artillery-  155mm-  Charge- 
MACSXM231 

1999 

T&ER 

Modular  Artillery  Charge  System  (MACS) 
XM232 

MACS  XM232 

Artillery-  155mm-  Charge- 
MACS  XM232 

2001 

MA 

Modular  Artillery  Charge  System  M232E1 
(MACS) 

MACS 

Artillery-  155mm-  Charge- 
MACS 

2005 

MA 

Modular  Causeway  Ferry  (MCF) 

MCF 

MCF 

1993 

MA 

Modular  Causeway  System  (ModCS) 

ModCS 

ModCS 

1999 

T&ER 

Modular  Crowd  Control  Munition  (MCCM) 

MCCM 

Explosives-  MCCM 

1998 

T&ER 

Modular  Crowd  Control  Munition  (MCCM) 

MCCM 

Explosives-  MCCM 

1999 

T&ER 

Modular  Crowd  Control  Munition  (MCCM) 
Vehicle  Mount  System  (VMS) 

HMMWV  MCCM- 
VMS 

Vehicle-  Wheeled-  Utility- 
HMMWV  MCCM- VMS 

2000 

MA 

Modular  Decontamination  System  (MDS) 

MDS 

NBC-  Decon-  MDS 

1993 

T&ER 

Modular  Decontamination  System  (MDS) 

MDS 

NBC-  Decon-  MDS 

1999 

T&ER 

Modular  General  Purpose  Tent  System 
(MGPTS) 

MGPTS 

MGPTS 

1999 

T&ER 

Modular  Integrated  Communications  Helmet 
(MICH) 

MICH 

Helmet-  MICH 

2001 

MA 

Modular  Lightweight  Load-Carrying 
Equipment  (MOLLE)  System 

MOLLE 

MOLLE 

2001 

MA 

Modular  Weapon  System  (MWS) 

MWS 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

1997 

T&ER 

Modular  Weapon  System  (MWS) 

MWS 

Rifle-  5.56mm-  M16/M4A1- 
MWS 

1998 

MA 

MOPP  Exchange  Procedure  for  the  Aircrew 
Ensemble  (MOPP  ACE) 

MOPP  ACE 

NBC-  Suit-  MOPP  ACE 

1991 

MA 

Mortar  Fire  Control  System  -  Dismounted 
(MFCS-D),  M150/M151 

MFCS-D 

MFCS-D 

2009 

MA 

Mortar  Fire  Control  System  -  Dismounted 
120mm  (MFCS-D  120) 

MFCS  D 120 

Mortar- 

1 20mm/ 1 07mm/8 1  mm/60mm- 
Computer-  MFCS  D120 

2008 

Vol.  I  -  178 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


Report  List  Ordered  by  Long  Name-  Short  Name-  Short  Name  Categorized- 


Type 
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MA 

Mortar  Fire  Control  System-  Heavy, 
XM95/XM96  (MFCS-H) 

MFCS-H 

Mortar- 

1 20mm/ 1 07mm/  8 1  mm/60mm- 
Computer-  MFCS-H 

2003 

T&ER 

Mortar,  120mm,  High  Explosive  Cartridge, 
M933E1 

M933E1 

Mortar-  120mm-  Cartridge- 
M933E1 

2007 

T&ER 

Mortar,  81mm,  High  Explosive  Mortar 
Cartridge  (HEMC),  M889A1E1 

HEMC  M889A1E1 

Mortar-  81mm-  Cartridge  - 
HEMC  M889A1E1 

2007 

MA 

Mounted  Battle  Command  on  the  Move 
(MBCOTM)  Program 

MBCOTM 

MBCOTM 

2007 

MA 

Mounted  Soldier  System  (MSS) 

MSS 

MSS 

2007 

T&ER 

Mounted  Soldier  System  (MSS)  in  Support  of 
a  Milestone  B  Decision 

MSS 

Vehicle-  Crew-  MSS 

2007 

MA 

Mounting  Kit,  Mine  Dispenser:  VOLCANO, 

2  1/2  Ton  Trailer  Towed  with  Track-Mobility 
Kit 

Towed 

Volcano-  Towed 

2002 

MA 

Movement  Tracking  System  (MTS) 

MTS 

MTS 

2000 

T&ER 

Movement  Tracking  System  (MTS)  Block  I 

MTS 

MTS 

2001 

MA 

Movement  Tracking  System  (MTS).  17 
November  2001 

MTS 

MTS 

2001 

T&ER 

Multiband  Inter/Intra  Team  Radio  (MBITR) 

MBITR 

Radio-  MBITR 

1999 

T&ER 

Multifunctional  Information  Distribution 
System  -  Low  Volume  Terminal  (2)  [MIDS 
LVT(2)1 

MIDS  LVT 

MIDS  LVT 

2002 

MA 

Multiple  Integrated  Laser  Engagement 

System  in  an  Operational  Environment 
(MILES) 

MILES 

Laser-  MILES 

1980 

T&ER 

Multiple  Laser  Engagement  System  (MILES) 
2000 

LaSER- 

LaSER- 

2002 

MA 

Multiple  Launch  Rocket  System  (MLRS) 
Improved  Fire  Control  System  (IFCS) 

MLRS-IFCS 

Rocket-  MLRS-IFCS 

1997 

MA 

Multiple  Launch  Rocket  System  (MLRS)  in 
Operational  Test  III 

MLRS 

Rocket-  MLRS 

1984 

MA 

Multiple  Launch  Rocket  System  (MLRS) 
M270A1  Launcher 

MLRS  M270A1 

Rocket-  MLRS  M270A1 

2002 

MA 

Multiple  Launch  Rocket  system  (MLRS) 
M28A2  Reduced  Range  Practice  Rocket 
(RRPR) 

MLRS-RRPR 

Rocket-  MLRS-RRPR 

2005 

MA 

Multiple  Launch  Rocket  System  M28A2 
Reduced  Range  Practice  Rocket 

MLRS  RRPR 
M28A2 

Rocket-  MLRS  RRPR  M28A2 

2004 

T&ER 

Multipurpose  Integrated  Chemical  Agent 
Alarm  (MIC AD) 

MICAD 

NBC-  Detector-  MICAD 

1999 

T&ER 

Munition,  Selectable  Lightweight  Attack 
(SLAM):  M4E1  and  SLAM  Improved 
Functional  Trainer  (SIFT):  M320E1 

SLAM 

Explosives-  SLAM 

2008 

MA 

Muzzle  Velocity  System  (MVS) 

MVS 

MVS 

1996 

MA 

National  Missile  Defense  (NMD) 

NMD 

Missile-  ABM-  NMD 

2000 

MA 

National  Missile  Defense  (NMD)  System 

NMD 

Missile-  ABM-  NMD 

1997 

MA 

National  Missile  Defense  (NMD)  System 

NMD 

Missile-  ABM-  NMD 

1998 

MA 

Network  Enabled  Operations  (NEO) 

NEO 

NEO 

2006 
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T&ER 

Network  Operation  Center  -  Vehicle  (NOC- 
V) 

NOC-V 

ABCS-  NOC-V 

2005 

T&ER 

Network  Operation  Center  -  Vehicle  (NOC- 
V) 

NOC-V 

ABCS-  NOC-V 

2006 

T&ER 

Next  Generation  Automation  Test  System 
(NGATS)  Version  6 

NGATS 

Computer-  Test-  NGATS 

2009 

MA 

Night  Vision  Goggle  (NVG)  AN/PVS-7A 

NVG  AN/PVS-7A 

NVG  AN/PVS-7A 

1988 

MA 

Night  Vision  Goggle  (NVG)  AN/PVS-7B 

NVG  AN/PVS-7B 

NVG  AN/PVS-7B 

1988 

MA 

Nike  Zeus  Missile  System 

Nike  Zeus 

Missile-  Air  Defense-  Nike 

Zeus 

1962 

T&ER 

Non-Lethal  40mm  Crowd  Dispersal 

Cartridge 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

1998 

MA 

Non-Self  Destmct-  Alternative  (NSD-A), 
(SPIDER),  Project  No.  69-MP-2641-04 

Spider  XM7 

Explosives-  Spider  XM7 

2004 

MA 

Objective  Individual  Combat  Weapon 
(OICW) 

OICW 

OICW 

1999 

T&ER 

Objective  Individual  Combat  Weapon 
(OICW) 

OICW 

Rifle-  5.56mm-  OICW 

2000 

MA 

Omnitech  D7G  Mark  II  Operator  Control 

Unit  (OCU  II) 

OCU  II 

OCU  II 

1998 

MA 

Omnitech  Operator  Control  Unit  (OCU) 

OCU 

OCU 

1998 

T&ER 

on  the  Cartridge,  120mm,  Armor  Piercing, 

Fin  Stabilized,  Discarding  Sabot,  with  Tracer 
(APFSDS-T),  M829A3 

APFSDS-T 

M829A3 

Cannon-  Cartridge-  120mm- 
APFSDS-T  M829A3 

2005 

T&ER 

OSCILLOSCOPE  (OS-303()/G),  MS  I/III 

OSCILLOSCOPE 

(OS-303 

OSCILLOSCOPE  (OS-303 

2001 

T&ER 

Palletized  Load  System  -  Container  Handling 
Unit  (PLS-CHU) 

PLS-CHU 

PLS-CHU 

2000 

T&ER 

Palletized  Load  System  -  Container  Roll- 
In/Out  Platform  (PLS-CROP) 

PLS-CROP 

PLS-CROP 

2000 

T&ER 

Palletized  Loading  System  -  Enhanced  (PLS- 
E)  Movement  Tracking  System  (MTS) 

PLS-E  MTS 

PLS-E  MTS 

1999 

MA 

Palletized  Loading  System  (PLS) 

PLS 

PLS 

1990 

MA 

Parachutist  Oxygen  Mask  (POM) 

POM 

Parachute-  Mask-  POM 

2009 

MA 

Patriot 

PATRIOT 

Missile-  Air  Defense- 
PATRIOT 

2007 

MA 

PATRIOT  Advanced  Capability  Phase  III 
(PAC-3)  System 

PATRIOT  PAC3 

Missile-  Air  Defense- 
PATRIOT  PAC3 

1997 

MA 

PATRIOT  Advanced  Capability  Phase  III 
(PAC-3)  System 

PATRIOT  PAC3 

Missile-  Air  Defense- 
PATRIOT  PAC3 

1998 

MA 

PATRIOT  Air  Defense  Missile  System 

PATRIOT 

Missile-  Air  Defense- 
PATRIOT 

1982 

MA 

Patriot  Electric  Power  Plant  (EPP)  III 

PATRIOT  EPP 

Missile-  Air  Defense- 
PATRIOT  EPP 

1996 

MA 

PATRIOT  Engagement  Control  Station 
(ECS)  and  Information  Coordination  Central 
(ICC)  Operability 

PATRIOT  ECS 

ICC 

Missile-  Air  Defense- 
PATRIOT  ECS  ICC 

1981 

MA 

PATRIOT  Multimode  Missile  (MMM) 

PATRIOT  MMM 

Missile-  Air  Defense- 
PATRIOT  MMM 

1993 

MA 

Patriot  PAC-3  Block  2002  Missile 

PATRIOT  PAC3 

Missile-  Air  Defense- 
PATRIOT  PAC3 

2002 

Vol.  I  -  180 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


Report  List  Ordered  by  Long  Name-  Short  Name-  Short  Name  Categorized- 


Type 

Long  Name 
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T&ER 

Patriot  Post-Deployment  Build  (PDB-6) 
Limited  User  Test  (LUT)  (U) 

PATRIOT 

Missile-  Air  Defense- 
PATRIOT 

2007 

T&ER 

Patriot/Medium  Extended  Air  Defense 

System  (MEADS)  Combined  Aggregate 
Program  (CAP) 

PATRIOT 

MEADS 

Missile-  Air  Defense- 
PATRIOT  MEADS 

2004 

MA 

Patriot-MEADS  Combined  Aggregate 

Program  (CAP) 

PATRIOT 

MEADS 

Missile-  Air  Defense- 
PATRIOT  MEADS 

2004 

MA 

Patriot-MEADS  Combined  Aggregate 

Program  (CAP)  (Revised) 

PATRIOT 

MEADS  (Revised) 

Missile-  Air  Defense- 
PATRIOT  MEADS  (Revised) 

2004 

MA 

PERSHING  Missile  System.  Primary  Power 
Pack  -  Near  Field  Noise 

Pershing  PPP 

Missile-  TBM-  Pershing  PPP 

1961 

MA 

PERSHING  Weapon  System:  Transporter- 
Erector-Launcher  and  Ground  Handling 
Equipment 

Pershing  TEL 

Missile-  TBM-  Pershing  TEL 

1961 

MA 

Pershing  Weapon  System:  Communications 
Pack  (AN/TRC-80) 

Pershing  COM 

Pack 

Missile-  TBM-  Pershing  COM 
Pack 

1961 

MA 

PERSHING  Weapon  System:  System  Noise 
Evaluation 

Pershing  SNE 

Missile-  TBM-  Pershing  SNE 

1962 

MA 

Personnel  and  training  Evaluation  for  the 
M270A1  Multiple  Launch  Rocket  System 
(MLRS)  Fire  Control  System  (FCS) 

MLRS  FCS 

Rocket-  MLRS  FCS 

2002 

MA 

Personnel  Armor  System,  Ground  Troop 
(PASGT)  for  Airborne  Use 

PASGT 

PASGT 

1977 

MA 

Petroleum  Quality  Analysis  (PQA)  System 

PQA 

PQA 

1994 

T&ER 

Phase  2  of  the  Vulnerability  Test  (Including 
Live  Fire)  for  the  Wolverine  Heavy  Assault 
Bridge  (HAB)  (U) 

Wolverine  M1A2 
SEP 

Vehicle-  Tracked-  Tank-  HAB- 
Wolverine  M1A2  SEP 

1999 

T&ER 

Phoenix  Multi-Band  Super  High  Frequency 
(SHF)  Satellite  Terminal  (Block  2  Phoenix) 

Phoenix 

Phoenix 

2006 

MA 

Phoenix  Tactical  Super  High  Frequency 
(SHF)  Satellite  Terminal  (TSST) 

SHF-TSST 

SHF-TSST 

2005 

MA 

Phoenix  Tactical  Super  High  Frequency 
(SHF)  Satellite  Terminal  (TSST) 

TSST 

TSST 

2004 

T&ER 

Platoon  Non-Lethal  Capabilities  Set  (NLCS) 

NLCS 

NLCS 

2006 

MA 

PLRS-JTIDS  Hybrid  (PJH) 

PLRS-JTIDS 

PLRS-JTIDS 

1986 

T&ER 

Pocket-Sized  Forward  Entry  Device  (PFED) 

PFED 

PFED 

2004 

MA 

Portability  Test  and  Human  Factors 

Evaluation  of  Ten  Antiarmor  Systems 
(ATASs) 

ATASs 

ATASs 

1984 

T&ER 

Portable  Vehicle  Arresting  Barrier  (PVAB) 

PVAB 

PVAB 

2000 

MA 

Portable  Vehicle  Arresting  Barrier  (PVAB), 
XM1 

PVAB 

PVAB 

1999 

MA 

Portable  Vehicle  Arresting  Barrier,  XM1 
(PVAB)  formerly  known  as  Portable  Vehicle 
Immobilization  System  (PVIS) 

PVAB 

PVAB 

2000 

T&ER 

Portable  Vehicle  Immobilization  System 
(PVIS) 

PVIS 

PVIS 

1998 

MA 

Position  Location  Reporting  System  (PLRS) 
OT  II  Human  Factors  And  Training 

Evaluation 

PLRS 

PLRS 

1984 
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MA 

Precision  Engagement  Projectile,  155mm, 
Excalibur  Unitary  Projectile  (XM982)  Block 
la-2 

Excalibur 

Artillery-  155mm-  Projectile  - 
Excalibur 

2007 

MA 

Precision  Guidance  Kit  (PGK) 

PGK 

Artillery-  155mm-  Fuze-  PGK 

2006 

MA 

Precision  Guided  Mortar  Munition,  XM395 

PGMM 

PGMM 

2003 

MA 

Precision  Lightweight  GPS  Receiver  (PLGR) 

PLGR 

PLGR 

1994 

MA 

Projectile,  155mm  Infrared  (IR)  Illuminating, 
XM1066 

XM1066  IRILL 

Artillery-  155mm-  Projectile  - 
XM1066  IRILL 

2009 

T&ER 

PROPHET  Block  II/III  Acquisition 

Milestone  (Phase  B) 

PROPHET 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET 

2002 

T&ER 

Prophet  Ground.  Block  1 

PROPHET  Ground 

Aircraft-  Fixed  Wing-  Intel- 
PROPHET  Ground 

2001 

MA 

Proposed  Army  Infantry/Marine 

Fragmentation  Protective  Systems  (FPS) 

FPS 

FPS 

1974 

MA 

Proposed  Ground  Combat  Vehicle 
Crewmember  Clothing  System  (CVCCS), 

Hot  and  Cold  Weather 

CVCCS  HCW 

CVCCS  HCW 

1980 

T&ER 

Protective  Glove  (PG) 

PG 

PG 

2001 

MA 

Prototype  Load-Carrying  System 

LCS 

LCS 

1985 

MA 

Quiet  Reliable  Generators  For  Corps  And 
Division  Headquarters 

QRG-Corps/Div 

Generator-  QRG-  Corps/Div 

1987 

MA 

R028  Scraper 

R028  Scraper 

Vehicle-  Tracked-  Engineer- 
R028  Scraper 

1984 

MA 

R038  Grader 

R038  Grader 

Vehicle-  Tracked-  Engineer- 
R038  Grader 

1984 

T&ER 

RAFAEL  Minefield  Breaching  System, 
CARPET 

RAFAEL 

CARPET 

Rocket-  Minefield  Breaching- 
RAFAEL  CARPET 

2003 

MA 

RAH66  Comanche 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

2000 

MA 

Rapid  Wall  Breaching  Kit  (RWBK  XM322, 
Force  on  Force  Trainer,  XM323,  and  the  Inert 
Trainer  XM324 

RWBK 

RWBK 

2004 

T&ER 

Rapidly  Emplaced  Bridge  System  (REBS) 

REBS 

Vehicle-  Wheeled-  Bridge- 
REBS 

2006 

T&ER 

Raptor-Intelligent  Combat  Outpost 

Raptor  ICO 

Raptor  ICO 

1999 

T&ER 

Recapitalization  of  the  UH-60  Black  Hawk 
Utility  Helicopter  Fleet 

Blackhawk  UH60L 
RECAP 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L  RECAP 

2000 

T&ER 

Reconnaissance  and  Attack  Helicopter 
(RAH66)  Comanche 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

2000 

MA 

Reconnaissance  Attack  Helicopter  RAH66 
Commanche 

Comanche  RAH66 

Aircraft-  Helicopter-  Recon- 
Comanche  RAH66 

2002 

MA 

Redesigned  Baseplate  and  Baseplate  Wrench 
for  the  M687,  155mm,  GB2  Binary  Projectile 

GB2  Baseplate 

GB2  Baseplate 

1987 

MA 

Reloadable,  Stun,  Practice  Hand  Grenade 
(RSPHG),  XM102 

Practice  Stun 
RSPHG  XM102 

Grenade-  Hand-  Practice  Stun 
RSPHG  XM 102 

1998 

T&ER 

Remote  Activation  Munition  System 
(RAMS)  (Material  Release) 

RAMS 

Explosives-  RAMS 

1999 

T&ER 

Remote  Activation  Munition  System 
(RAMS)  M17  Receiver  and  AM85  Trainer 
Materiel  Release 

RAMS 

Explosives-  RAMS 

2004 
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T&ER 

Remote  Activation  Munition  System 
(RAMS)  XM17  Receiver  Milestone  III 

RAMS 

Explosives-  RAMS 

2001 

T&ER 

Remote  Area  Denial  Artillery  Munition 
(RADAM) 

RADAM 

Artillery-  155mm-  Projectile- 
RADAM 

2000 

T&ER 

Remotely  Monitored  Battlefield  Sensor 

System  II  (REMBASS  II) 

REMBASS  II 

REMBASS  II 

2004 

MA 

Remotely  Piloted  Vehicle  System  (Aquila) 

Aquila 

Aircraft-  Unmanned-  UAV- 
Aquila 

1988 

MA 

Replacement  Satellite  Communication 
Configuration  Control  Element  (RSCCE) 

RSCCE 

RSCCE 

1994 

T&ER 

Replacement  Satellite  Configuration  Control 
Element  (RSCCE) 

RSCCE 

RSCCE 

1999 

MA 

Reserve  Component  Automation  System 
(RCAS) 

RCAS 

Computer-  AIS-  RCAS 

1996 

T&ER 

Reserve  Component  Automation  System 
(RCAS)  Increment  4/5 

RCAS 

Computer-  AIS-  RCAS 

2001 

T&ER 

Reserve  Component  Automation  System 
(RCAS)  Increment  8 

RCAS 

Computer-  AIS-  RCAS 

2003 

T&ER 

Retrofitted  Tube-launched,  Optically-tracked, 
Wire-guided  (TOW)  2B  Generation  (GEN  I) 

TOW  2B  AERO 
GEN  1 

Missile-  Antitank-  TOW  2B 
AERO  GEN  1 

2002 

MA 

Rifle-  7.62mm,  Cartridge-  Dim  Tracer, 

XM276 

Tracer 

Rifle-  7.62mm-  Cartridge- 
Tracer 

1992 

MA 

Rifle-  7.62mm,  Cartridge-  Short  Range 
Training  Ammunition 

SRTA 

Rifle-  7.62mm-  Cartridge- 
SRTA 

1993 

T&ER 

Rifle  Launched  Entry  Munition  (RLEM) 

RLEM 

Rifle-  5.56mm-  Cartridge- 
RLEM 

2001 

MA 

Rifle  Launched  Entry  Munition  (RLEM), 
XM100,  and  RLEM  Trainer,  XM101 

RLEM 

Rifle-  5.56mm-  Cartridge- 
RLEM 

2002 

MA 

Rifle-Launched  Rocket  Projectile  (RLRP) 

RLRP 

Rifle-  7.62mm-  Cartridge- 
RLRP 

1975 

T&ER 

Roll-On/Roll-Off  Discharge  Facility  (RRDF) 
and  Floating  Causeway  (FC)  Subsystems  of 
the  Modular  Causeway  System  (MCS) 

RRDF-MCS 

RRDF-MCS 

2002 

MA 

SAFEGUARD  Intrasite  Communications 
Subsystem 

SAFEGUARD 

SAFEGUARD 

1972 

T&ER 

Sampler  Kit,  Air  (SKA):  Chemical  Agent 
Alarm  (CAA),  XM279 

SKA-CAA  XM279 

SKA-CAA  XM279 

2000 

T&ER 

Sampler  Kit,  Air:  Chemical  Agent  Alarm, 
M279  Surface  Sampler  Probe 

Sampler  Kit  M279 

NBC-  Detector-  Sampler  Kit 
M279 

2002 

MA 

Scheduled  and  Proposed  Modifications  to 
M48A1,  M48A2  and  M48A3  Tanks  for 
Conversion  to  M48A5 

Patton  M48A5 

Vehicle-  Tracked-  Tank-  Patton 
M48A5 

1978 

MA 

Screening  Smoke  Cartridge,  81mm,  White 
Phosphorus  Wicks,  XM834 

WP 

Mortar-  81mm-  Cartridge-  WP 

1982 

T&ER 

Search  Mirrors 

Search  Mirrors 

Search  Mirrors 

2000 

MA 

Second  Generation  Forward  Looking  Infrared 
System  (Gen  II  FLIR) 

GEN  II  FLIR 

GEN  II  FLIR 

1994 

T&ER 

Sectera  KG-235  Inline  Network  Encryptor 
(INE) 

INE 

INE 

2004 

MA 

Secure  Enroute  Communications  Package- 
Improved  (Ground  Terminal) 

SECOMP-I 

ABCS-  SECOMP-I 

2005 
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T&ER 

Secure  Enroute  Communications  Package- 
Improved  (SECOMP-I) 

SECOMP-I 

ABCS-  SECOMP-I 

2006 

T&ER 

Secure  Wireless  Local  Area  Network 
(SWLAN) 

SWLAN 

ABCS-  SWLAN 

2005 

T&ER 

Secure,  Mobile,  Anti-Jam,  Reliable,  Tactical 
Terminal  (SMART-T) 

SMART-T 

SMART-T 

2002 

MA 

Selected  STANO  Devices  Employed  In  A 
Mechanized  Infantry  Platoon 

STANO 

STANO 

1980 

T&ER 

Self-Contained  Toxic  Environment  Protective 
Outfit  (STEPO) 

STEPO 

NBC-  Suit-  STEPO 

1997 

T&ER 

Self-Contained  Toxic  Environment  Protective 
Outfit  (STEPO) 

STEPO 

NBC-  Suit-  STEPO 

2001 

MA 

Sense  and  Destroy  Armor  (SAD ARM), 

XM898  Projectile 

SADARM 

Artillery-  155mm-  Projectile  - 
SADARM 

1994 

T&ER 

Sense  and  Destroy  Armor  Munition 
(SADARM) 

SADARM 

Artillery-  155mm-  Projectile- 
SADARM 

1998 

MA 

Seven  Digital  Readout  Indicators  (SDRI) 

SDRI 

SDRI 

1960 

MA 

Seven  FY98  Warfighting  Rapid  Acquisition 
Program  (WRAP)  Candidates 

WRAP 

WRAP 

1997 

T&ER 

Shoulder-Launched  Multipurpose  Assault 
Weapon  -  Disposable  (SMAW-D),  The 

Bunker  Defeat  Munition  (BDM), 

SMAW-D 

Rocket-  SMAW-D 

1998 

T&ER 

Simple  Key  Loader  (SKL)  of  Army  Key 
Management  System  (AKMS) 

AKMS-SKL 

AKMS-SKL 

2005 

MA 

Simulator,  Flash  Artillery  Main  Tank  Gun 
(FAMTG),  XM24E1 

FAMTG  XM24E1 

FAMTG  XM24E1 

1991 

MA 

SINCGARS  ICOM  Radio 

SINCGARS  ICOM 

Radio-  SINCGARS  ICOM 

1987 

MA 

SINCGARS-V  Maturity  Operational  Test: 
Human  Factors  Evaluation  (Synopsis) 

SINCGARS-V 

Radio-  SINCGARS-V 

1985 

MA 

Single  Channel  Ground  and  Airborne  Radio 
System  (SINCGARS)  AN/ARC-201  (ABN) 

SINCGARS 

Radio-  SINCGARS 

1988 

MA 

Single  Channel  Ground  and  Airborne  Radio 
System  (SINCGARS)  Integrated  COMSEC 
(ICOM) 

SINCGARS  ICOM 

Radio-  SINCGARS  ICOM 

1993 

MA 

Small  Unmanned  Aerial  System  (SUAS) 
(Raven  B) 

SUAS  Raven  B 

Aircraft-  Unmanned-  UAV- 
SUAS  Raven  B 

2006 

MA 

Small  Unmanned  Aerial  Vehicle  (SUAV) 

SUAV 

Aircraft-  Unmanned-  UAV- 
SUAV 

2006 

MA 

Small-Arms  Soft-Recoil  Device 

SASRD 

SASRD 

1965 

MA 

Sniper  Night  Sight  (SNS) 

SNS 

SNS 

1994 

MA 

Soldier  Fighting  Cover  (SFC) 

SFC 

SFC 

1994 

T&ER 

Soldier  Intercom  (SI) 

ICOM  IC-F3  SI 

Radio-  Handheld-  ICOM  IC-F3 

SI 

1998 

MA 

Soldier-Machine  Interface  (SMI)  for  Rollover 
Protection  System  (ROPS)  on  M151A2 
Vehicles 

Jeep  M151A2 

ROPS 

Vehicle-  Wheeled-  Utility-  Jeep 
M151A2  ROPS 

1988 

T&ER 

Soldier's  Portable  On-System  Repair  Tool 

SPORT 

Computer-  Test-  SPORT 

1998 

MA 

Sorbent  Decontamination  system  (SDS) 

Sorbent 

NBC-  Decon-  Sorbent 

2000 

T&ER 

Sorbent  Decontamination  System  (SDS) 

Sorbent 

Sorbent 

2002 
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MA 

Soviet  BMP-A  Armored  Infantry  Combat 
Vehicle 

BMP-A 

Vehicle-  Tracked-  IFV-  BMP-A 

1982 

T&ER 

Space  Heater  Arctic  (SHA)  (Material 

Release) 

SHA 

Heater-  SHA 

1999 

T&ER 

Space  Heater  Convective  (SHC)  60,000 

British  Thermal  Unit  (60K  BTU)  (SHC-60K) 

SHC-60K 

Heater-  SHC-60K 

2005 

T&ER 

Space  Heater  Small  (SHS) 

SHS 

Heater-  SHS 

2001 

MA 

Special  Communications  System  (SCS) 
AN/GSC-40  Combined  Ground  Command 

Post  Terminal  (CGCPT) 

SCS-CGCPT 

SCS-CGCPT 

1984 

T&ER 

Special  Operations  Forces  (SOF)  Demolition 
Kit  Large  (SDK)  Explosively  Formed 
Penetrator 

SDK 

Explosives-  SDK 

2000 

T&ER 

Special  Operations  Forces  Demolition  Kit 
(SDK)  Fence  Piercing-Explosively  Formed 
Penetrator  (FP-EFP) 

SDK  FP-EFP 

Explosives-  SDK-  FP-EFP 

2006 

MA 

Special  Operations  Forces  Demolition  Kit 
(SDK)  M303 

SDK 

Explosives-  SDK 

2005 

T&ER 

Special  Operations  Forces  Demolition  Kit 
(SDK)  Multi-Faceted  Explosively  Formed 
Penetrator  (MEFP)  and  Cable  Cutter  (CC) 

SDK  MEFP-CC 

Explosives-  SDK-  MEFP-CC 

2004 

T&ER 

Special  Operations  Forces  Demolition  Kit 
(SDK)  Multi-Faceted  Explosively  Formed 
Penetrator  (MEFP),  Small  and  Large  Cable 
Cutters  (CCs),  and  Large  Cable  Cutters 
(CCs),  and  Medium  and  Large  Linear  Shaped 
Charges  (LSC) 

SDK  MEFP-CCs 

Explosives-  SDK-  MEFP-CCs 

2005 

T&ER 

Special  Operations  Forces  Sniper/Gunshot 
Detection  System  (SDS) 

SDS 

SDS 

2000 

MA 

Speech  Recognition  Enhancement  to  the 
AN/TYQ-105,  Battlefield  Medical 

Information  System  -  Tactical  (BMIS-T) 

BMIS-T 

Medical-  BMIS-T 

2006 

MA 

Spider  XM7,  Dispensing  Set,  Network 
Command  Munition  (NCM) 

Spider  XM7 

Explosives-  Spider  XM7 

2006 

MA 

Spider  XM7,  Dispensing  Set,  Network 
Command  Munition  (NCM) 

Spider  XM7 

Explosives-  Spider  XM7 

2009 

MA 

Squad  Automatic  Weapon  (SAW)  System 

SAW  M249 

Rifle-  5.56mm-  Machine  Gun- 
SAW  M249 

1980 

MA 

SS-1 1  Antitank  Guided  Missile 

ATGMSS-11 

Missile-  Antitank-  ATOM  SS- 
11 

1960 

MA 

Standard  Installation/Division  Personnel 
System  -  3  (SIDPERS-3) 

SIDPERS 

SIDPERS 

1996 

T&ER 

Standardized  Integrated  Command  Post 

System  -  Command  Post  Platform  (SICPS- 
CPP) 

SICPS-CPP 

SICPS-CPP 

2003 

MA 

Standardized  Integrated  Command  Post 

System  (SICPS) 

SICPS 

SICPS 

2003 

MA 

Standardized  Integrated  Command  Post 

System  (SICPS) 

SICPS 

SICPS 

2005 

MA 

Standardized  Integrated  Command  Post 

System  (SICPS)  HMMWV  Variant 

HMMWV  SICPS 
Variant 

Vehicle-  Wheeled-  Utility- 
HMMWV  SICPS  Variant 

1994 

MA 

Standaridized  Integrated  Command  Post 
System  (SICPS) 

SICPS 

SICPS 

2006 
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MA 

Standoff  Minefield  Breacher  (SMB) 

SMB 

Explosives-  SMB 

1994 

MA 

Stinger  Human  Factors  Engineering 

Stinger 

Missile-  Air  Defense-  Stinger 

1976 

MA 

Stoner  G3  Assault  Rifle 

Stoner  G3 

Rifle-  7.62mm-  Stoner  G3 

1964 

T&ER 

Stowage  Kit:  120mm  Mortar,  XM326 

Stowage  Kit 

Mortar-  120mm-  Cartridge- 
Stowage  Kit 

2007 

MA 

Striker  XM707  Fire  Support  Vehicle 

Bradley  BFIST 
Striker 

Vehicle-  Tracked-  IFV-  Bradley 
BFIST  Striker 

1998 

MA 

Stryker  -  Battery  Command  Post  (BCP) 

BCP 

BCP 

2007 

MA 

Stryker  -  Nuclear,  Biological,  and  Chemical 
Reconnaissance  Vehicle  (NBCRV) 

Stryker  NBCRV 

Vehicle-  Wheeled-  IFV-  Stryker 
NBCRV 

2007 

T&ER 

Stryker  Family  of  Vehicles 

Stryker  FOV 

Vehicle-  Wheeled-  IFV-  Stryker 
FOV 

2004 

MA 

Stryker  Family  of  Vehicles  (FOV) 

Stryker  FOV 

Vehicle-  Wheeled-  IFV-  Stryker 
FOV 

2002 

MA 

Stryker-  Infantry  Carrier  Vehicle  (ICV)  and 
Seven  Configurations 

Stryker  ICV 

Vehicle-  Wheeled-  IFV-  Stryker 
ICV 

2004 

T&ER 

Stryker  Mobile  Gun  System 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

2008 

MA 

Stryker  Mobile  Gun  System  (MGS) 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

2008 

MA 

Stryker-  Mobile  Gun  System  (MGS) 

Stryker  MGS 

Vehicle-  Wheeled-  IFV-  Stryker 
MGS 

2004 

T&ER 

Stryker  Mortar  Carrier  -  B 

Stryker  Mortar 
Carrier-B 

Vehicle-  Wheeled-  IFV- 
120mm-  Stryker  Mortar  Carrier- 
B 

2006 

MA 

Stryker-  Mortar  Carrier-B  (Mounted) 

Stryker  Mortar 
Carrier-B 

Vehicle-  Wheeled-  IFV- 
120mm-  Stryker  Mortar  Carrier- 
B 

2004 

MA 

Stryker-  NBCRV 

Stryker  NBCRV 

Vehicle-  Wheeled-  IFV-  Stryker 
NBCRV 

2004 

MA 

Stun  Hand  Grenade  (SHG),  XM84 

Stun  SHG  XM84 

Grenade-  Hand-  Stun  SHG 

XM84 

1998 

MA 

Suite  of  Integrated  Infrared  Countermeasures 
(SIIRCM) 

SIIRCM 

SIIRCM 

2001 

T&ER 

Suite  of  Integrated  Infrared  Countermeasures 
(SIIRCM) 

SIIRCM 

SIIRCM 

2003 

T&ER 

Suite  of  Integrated  Radio  Frequency 
Countermeasures  (SIRFC)  (U) 

SIRFC 

Radio-  SIRFC 

2002 

MA 

Surface  Launched  Advanced  Medium  Range 
Air-to-Air  Missile  (SLAMRAAM)  System 

SLAMRAAM 

Missile-  Air-to-Air- 
SLAMRAAM 

2003 

MA 

Surface  Launched  Advanced  Medium  Range 
Air-to-Air  Missile  (SLAMRAAM)  System 

SLAMRAAM 

Missile-  Air-to-Air- 
SLAMRAAM 

2009 

MA 

T-ll  Advanced  Tactical  Parachute  System 
(ATPS) 

ATPS 

Parachute-  ATPS 

2009 

MA 

TACFIRE  OT  056 

TACFIRE 

ABCS-  TACFIRE 

1979 

T&ER 

TACLANE  KG- 175  In-Line  Network 
Encryptor 

TACLANE 

TACLANE 

2002 

MA 

Tactical  Army  Combat  Service  Support 
Computer  System  (TACCS) 

TACCS 

ABCS-  TACCS 

1984 

MA 

Tactical  Jamming  System  (AN/MLQ-34, 

T  AC  JAM) 

TACJAM 

TACJAM 

1979 
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MA 

Tactical  Unmanned  Aerial  Vehicle  (TUAV) 

TUAV 

Aircraft-  Unmanned-  UAV- 
TUAV 

2000 

T&ER 

Tactical  Unmanned  Aerial  Vehicle  (TUAV) 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

2002 

MA 

Tactical  Unmanned  Aerial  Vehicle  (TUAV) 
SHADOW  200 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

2002 

T&ER 

Tactical  Unmanned  Aerial  Vehicle  (TUAV). 
Volume  2.  Survivability 

TUAV  Shadow 

Aircraft-  Unmanned-  UAV- 
TUAV  Shadow 

2002 

MA 

Tank  Design  Criteria  Evolving  from  the  Ml 
Tank  Operational  Test  III 

Abrams  Ml  EDC 

Vehicle-  Tracked-  Tank- 
Abrams  Ml  EDC 

1984 

MA 

Tank  Driving  From  A  Turret  Position  (U) 

Tank  Driving  From 
Turret 

Vehicle-  Tracked-  Tank  Driving 
From  Turret 

1966 

MA 

Tank,  76mm  Gun,  M41A1 

Walker  Bulldog 
M41A1  Tank 

Vehicle-  Tracked-  Tank- 
Walker  Bulldog  M41A1  Tank 

1957 

MA 

Tank,  90mm  Gun,  T42 

T42  Tank 

Vehicle-  Tracked-  Tank-  T42 
Tank 

1953 

MA 

Tank,  Combat  Full  Tracked:  105mm  Gun, 

M60 

Patton  M60 

Vehicle-  Tracked-  Tank-  Patton 
M60 

1961 

T&ER 

Target  Location  and  Observation  System 
(TLOS) 

TLOS 

Rifle-  5.56mm-  M16/M4-  Sight- 
TLOS 

1998 

MA 

TASER®  X26E 

TASER 

TASER 

2008 

MA 

TeamMATE  System  for  Dismounted 
embedded  Training  and  Mission  Rehearsal 

TeamMATE 

TeamMATE 

2008 

T&ER 

Terminal  High  Altitude  Area  Defense 
(THAAD) 

THAAD 

Missile-  ABM-  THAAD 

2009 

MA 

The  Trailblazer  Special  Purpose  Detecting 
System 

Trailblazer 

Trailblazer 

1978 

MA 

Theater  Army  Medical  Management 
Information  System  (TAMMIS) 

TAMMIS 

Medical-  TAMMIS 

1989 

MA 

Theater  High  Altitude  Air  Defense  (THAAD) 
System 

THAAD 

Missile-  ABM-  THAAD 

2000 

MA 

Theater  High  Altitude  Area  Defense 
(THAAD)  System 

THAAD 

Missile-  ABM-  THAAD 

1996 

MA 

Theater  Support  Vessel  (TSV) 

TSV 

TSV 

2004 

T&ER 

Thermal  Weapon  Sight  -  Redesign  (TWS-R) 

TWS-R 

Rifle-  50  Cal/7.62mm/5.56mm- 
Sight-  TWS-R 

2000 

T&ER 

Thermal  Weapon  Sight  (TWS) 

TWS 

Rifle-  50  CaP7.62mm/5.56mm- 
Sight-  TWS 

1998 

T&ER 

Thermal  Weapon  Sight  (TWS)  -  OMNI 

TWS-OMNI 

Rifle-  50  Cal/7.62mm/5.56mm- 
Sight-  TWS-OMNI 

2001 

MA 

Threat  Cue  Devices  (TCD) 

TCD 

TCD 

1992 

MA 

Three  Adjustable  Sight  Brackets  For  The  MK 
19  Automatic  Grenade  Launcher 

Sight  Bracket 

MK19 

Grenade  Launcher-  Automatic- 
Sight  Bracket  MK19 

1998 

MA 

Three  Prototype  Special  Purpose  Infantry 
Weapons  (SPIW) 

SPIW 

SPIW-  3  SP  Prototypes 

1964 

MA 

Three  Special  Purpose  Infantry  Weapons 
(SPIW)  Prototype  Weapons 

SPIW 

SPIW-  3  Prototypes 

1964 

MA 

TOW  2B  AERO  and  TOW  2B  AERO  GEN  2 
Missiles 

TOW  2B  AERO 
GEN  2 

Missile-  Antitank-  TOW  2B 
AERO  GEN  2 

2005 

MA 

TOW  2B  Aero  Gen  2  Missile 

TOW  2B  AERO 
GEN  2 

Missile-  Antitank-  TOW  2B 
AERO  GEN  2 

2004 

Vol.  I  -  187 


An  Annotated  Bibliography  of  MANPR1NT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


Report  List  Ordered  by  Long  Name-  Short  Name-  Short  Name  Categorized- 


Type 

Long  Name  Short  Name  Short  Name  Categorized 

Year 

MA 

TOW  Bunker  Blister  Missile  (TOW  BB)with 
Fragmentation  Mitigation  Disk 

TOW  BB 

Missile-  Antitank-  TOW  BB 

2005 

MA 

TOW  Bunker  Blister  Missile  Program 

TOW  BB 

Missile-  Antitank-  TOW  BB 

2002 

T&ER 

TOW  Fire  and  Forget  (FF)  System 

TOW  FF 

Missile-  Antitank-  TOW  FF 

2000 

MA 

TOW  Fire  and  Forget  (TOW  FF)  System 

TOW  FF 

Missile-  Antitank-  TOW  FF 

2000 

MA 

Towed  Artillery  Digitization  Digital  Fire 
Control  System  (TAD  DFCS) 

TAD  DFCS 

Artillery-  155mm-  Computer- 
TAD  DFCS 

1999 

MA 

Towed  Artillery  Digitization  Digital  Fire 
Control  System  (TAD  DFCS) 

TAD  DFCS 

Artillery-  155mm-  Computer- 
TAD  DFCS 

2000 

T&ER 

Towed  Roller,  Pneumatic  Tire,  Hopper  Body, 
Oscillating  Wheels  (R03402) 

Towed  Roller 

Vehicle-  Wheeled-  Engineer- 
Trailer-  Towed  Roller 

1998 

T&ER 

Towed  Volcano 

Towed 

Volcano-  Towed 

2002 

MA 

Trailer  Mounted  Support  System-Medium 
(TMSS-M) 

TMSS-M 

Generator-  TMSS-M 

2005 

T&ER 

Trailer-Mounted  Welding  Shop  Set 
(TMWSS) 

TMWSS 

Vehicle-  Wheeled-  Trailer- 
TMWSS 

2002 

MA 

Transfer  of  Ammunition  from  the  M992A2 
Field  Artillery  Ammunition  Support  Vehicle 
into  the  M109A6  Paladin  Self-Propelled 
Howitzer 

Paladin  M99A2 

Vehicle-  Tracked-  Artillery- 
155mm-  Paladin  M99A2 

2003 

MA 

Transportation  Coordinators'  -  Automated 
Information  for  Movement  System  II  (TC- 
AIMS  II)  Block  3 

TC-AIMS  II 

TC-AIMS  II 

2007 

T&ER 

Transportation  Coordinators'  -  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

TC-AIMS  II 

TC-AIMS  II 

2004 

MA 

Transportation  Coordinators'-  Automated 
Information  for  Movement  System  II  (TC- 
AIMS  II)  Block  3 

TC-AIMS  II 

TC-AIMS  II 

2008 

MA 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

TC-AIMS  II 

TC-AIMS  II 

2000 

MA 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

TC-AIMS  II 

TC-AIMS  II 

2003 

MA 

Transportation  Coordinators  Automated 
Information  for  Movements  System  II  (TC- 
AIMS  II) 

TC-AIMS  II 

TC-AIMS  II 

2004 

MA 

Truck,  1/4  Ton,  4x4,  XM151  (Jeep) 

Jeep-XM151 

Vehicle-  Wheeled-  Utility- 
Jeep- XM 151 

1956 

MA 

Truck,  Lift,  Fork  Variable  Reach,  Rough 
Terrain,  10,000-Pound  Capacity,  Formally 
Known  as  the  All  Terrain  Lifter  Articulated 
System  (ATLAS) 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

1994 

MA 

Truck,  Lift,  Fork,  Variable  Reach,  Rough 
Terrain,  10,000-Pound  Capacity,  Formally 
Known  as  the  All  Terrain  Lifter  Articulated 
System  (ATLAS) 

ATLAS 

Vehicle-  Wheeled-  Engineer- 
Forklift-  ATLAS 

1993 
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T&ER 

Tube-Launched,  Optically  Tracked,  Wire- 
Guided  (TOW)  2B  Aerodynamic  (AERO) 
Missile,  and  the  Tow  2B  Aero  GEN2  Missile 
(Counter-Active  Protection  Systems  (CAPS) 
Version) 

TOW  2B  AERO 
GEN  2  CAPS 

Missile-  Antitank-  TOW  2B 
AERO  GEN  2  CAPS 

2009 

MA 

Two  Types  of  Rubber  CB  Protective  Gloves 

CB  Protective 

Gloves 

NBC-  Gloves-  CB  Protective 

1980 

MA 

U.S.  Army's  Tactical  Command  and  Control 
System  (ATCCS) 

ATCCS 

ABCS-  ATCCS 

1997 

T&ER 

U.S.  Marine  Corps  Advanced  Amphibious 
Assault  Vehicle 

USMC  AAAV 

EFV 

Vehicle-  Tracked-  USMC 

AAAV  EFV 

2004 

MA 

UH60L+  Blackhawk  Helicopter 

Blackhawk 

UH60L+ 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60L+ 

2000 

T&ER 

UH60M  Black  Hawk  Utility  Helicopter 

Blackhawk 

UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

2005 

T&ER 

UH60M  Black  Hawk  Utility  Helicopter 

Blackhawk 

UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

2007 

MA 

UH60M  Blackhawk  Helicopter 

Blackhawk 

UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

2005 

MA 

UH60M  Blackhawk  Helicopter 

Blackhawk 

UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

2007 

MA 

UH60M  Common  Avionics  Architecture 
System  (CAAS)  Crew  Station 

Blackhawk 

UH60M  CAAS 
LEUE 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CAAS 

LEUE 

2005 

MA 

UH60M  Crew  Station 

Blackhawk 

UH60M  CS  LUT 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  CS  LUT 

2006 

MA 

UH60M  Crew  Station 

Blackhawk 

UH60M  EUD2 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M  EUD2 

2005 

T&ER 

UH60M  Upgrade  Black  Hawk  Utility 
Helicopter 

Blackhawk 

UH60M 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60M 

2009 

MA 

UH-60Q  Aircraft 

Blackhawk 

UH60Q 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q 

1998 

T&ER 

UH60Q  Medical  Evacuation  Helicopter 

Blackhawk 

UH60Q  Medical 

Aircraft-  Helicopter-  Utility- 
Blackhawk  UH60Q  Medical 

1999 

T&ER 

UH72A  Lakota  Light  Utility  Helicopter 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

2007 

MA 

UH72A  Light  Utility  Helicopter  (LUH).  14 
November  2006 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

2006 

MA 

UH72A  Light  Utility  Helicopter  (LUH).  26 
May  2006 

Lakota  UH72A 

Aircraft-  Helicopter-  Utility- 
LUH-  Lakota  UH72A 

2006 

T&ER 

Universal  Static  Line  (USL) 

USL 

Parachute-  USL 

1998 

T&ER 

Unmanned  Aircraft  System  (UAS)  Payloads 
Update  (Lynx  II) 

Lynx  II 

Radar-  Lynx  II 

2008 

MA 

USMC  M1955  Armored  Vest  and  the 

Proposed  Titanium  Nylon  Improved 
Conventional  Munitions  Protective  Armored 
Vest  (48  Plate) 

Armored  V est 
M1955 

Body  Armor-  Armored  Vest 
M1955 

1973 

MA 

USNS  Corpus  Christi  Bay 

USNS  Corpus 

Christi  Bay 

USNS  Corpus  Christi  Bay 

1966 

T&ER 

Vehicle  Lightweight  Arresting  Device 
(VLAD) 

VLAD 

Vehicle-  VLAD 

2004 
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MA 

Vehicle  Lighweight  Arresting  Device 
(VLAD) 

VLAD 

VLAD 

2004 

T&ER 

Vehicle  Teleoperation  Capability  (VTC) 

VTC 

Vehicle-  Teleoperation-  VTC 

1997 

MA 

Vertical-Scale  Instrument  Display  System  for 
the  OV-1D  Aircraft 

OV-1D  IDS 

Aircraft-  Fixed  Wing- 
Observation-  OV-1D  IDS 

1977 

T&ER 

Vibration  Roller 

Vibration  Roller 

Vehicle-  Wheeled-  Engineer- 
Vibration  Roller 

2000 

MA 

Voice  Technology  for  the  Light  Helicopter 
Family  (LHX) 

LHX 

Aircraft-  Helicopter-  Utility- 
LHX 

1985 

T&ER 

Warfighter  Information  Network  -  Tactical 
(WIN-T) 

WIN-T 

Radio-  WIN-T 

2003 

MA 

Warfighter  Information  Network-Tactical 
(WIN-T)  Program 

WIN-T 

Radio-  WIN-T 

2003 

MA 

Warhead,  2.75  Inch  Rocket,  Smoke: 

Screening,  RP,  XM264 

2.75"  Smoke 
Warhead 

Rocket-  2.75"  Smoke  Warhead 

1993 

MA 

Water  Recovery  Unit  from  Exhaust  (WRUE), 
Project  No.  69-MP-02SY-05 

WRUE 

WRUE 

2003 

MA 

Worldwide  Port  System  (WPS)  MAISRC  III 

C 

WPS 

WPS 

1994 

T&ER 

XM  1029  40mm  Crowd  Dispersal  Cartridge 
(CDC) 

CDC 

Grenade  Launcher-  40mm- 
Cartridge-  CDC 

2001 

MA 

XM  104  Non-Lethal  Bursting  Hand  Grenade 
(NLBHG) 

Non  Lethal 

Bursting  NLBHG 
XM104~ 

Grenade-  Hand-  Non  Lethal 
Bursting  NLBHG  XM104 

2008 

MA 

XM1  044  Non-Lethal  Munition  (NLM)  for 
the  MK19  Grenade  Machine  Gun  (NLM  / 
NLSRM) 

NLM  (NLSRM) 

Grenade  Launcher-  40mm- 
Cartridge-  NLM  (NLSRM) 

2006 

MA 

XM10  Pistol  Candidates 

Pistol-  XM10 

Pistol-  9mm-  XM10 

1990 

T&ER 

XM100  Rifle  Launched  Entry  Munition 
(RLEM) 

RLEM 

Rifle-  5.56mm-  Cartridge- 
RLEM 

2000 

T&ER 

XM1001  40mm  Canister  Cartridge  (CC) 

CC 

Grenade  Launcher-  40mm- 
Cartridge-  CC 

2000 

T&ER 

XM1002  120mm  Target  Practice  Multi- 
Purpose  with  Tracer  (TPMP-T)  Cartridge 

TPMP-T  XM  1002 

Cannon-  Cartridge-  120mm- 
TPMP-T  XM1002 

2005 

T&ER 

XM1006  40mm  Non-Lethal  Cartridge 

NLC  XM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM  1006 

1999 

T&ER 

XM1006  40mm  Non-Lethal  Cartridge 

NLCXM1006 

Grenade  Launcher-  40mm- 
Cartridge-  NLC  XM1006 

1999 

MA 

XM101  Common  Remotely  Operated 

Weapons  Station  (CROWS) 

CROWS  XM101 

CROWS  XM1 01 

2005 

T&ER 

XM1028  120mm  Canister  Cartridge 

Canister  XM1028 

Cannon-  Cartridge-  120mm- 
Canister  XM1028 

2005 

T&ER 

XM1040  105mm  Anti-Personnel  Canister 
Cartridge 

APC  Canister 
XM1040 

Cannon-  105mm-  Cartridge- 
APC  Canister  XM  1040 

2005 

MA 

XM1061/XM1046  60mm  Mortar,  Anti- 
Personnel,  Anti-Materiel  Mortar  Cartridges 

MAP  AM  XM1061 

Mortar-  60mm-  Cartridge  - 
MAPAM  XM  1061 

2005 

MA 

XM1064,  105mm  Infrared  (IR)  Illumination 
(IRILL)  Cartridge 

XM1064  IRILL 

Artillery-  105mm-  Cartridge- 
XM 1064  IRILL 

2008 

T&ER 

XM107,  .50  Caliber  Long  Range  Sniper  Rifle 
(LRSR) 

LRSR  XM  107 

Rifle-  50  Cal-  LRSR  XM107 

2003 

MA 

XM107,  .50  Caliber,  Long  Range  Sniper 

Rifle 

LRSR  XM  107 

Rifle-  50  Cal-  LRSR  XM  107 

2003 
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MA 

XM110  Semi  Automatic  Sniper  System 
(SASS)  and  XM151  Sniper  Spotting  Scope 
(SSS) 

SASS 

Rifle-  7.62mm-  SASS 

2006 

T&ER 

XM1 10,  7.62  X  51mm  Caliber  Semi- 
Automatic  Sniper  System  (SASS) 

SASS 

Rifle-  7.62mm-  SASS 

2006 

T&ER 

XM1 10,  7.62  X  51mm  Caliber  Semi- 
Automatic  Sniper  System  (SASS) 

SASS 

Rifle-  7.62mm-  SASS 

2007 

T&ER 

XM1 1 12  Water  Trailer,  400-Gallon,  8- 
Wheeled 

Water  Trailer 
XM1112 

Vehicle-  Wheeled-  Cargo- 
Water  Trailer  XM1 112 

1999 

T&ER 

XM1 120  Heavy  Expanded  Mobility  Tactical 
Truck-Load  Handling  System  (HEMTT- 
LHS) 

HEMTT-LHS 

Vehicle-  Wheeled-  Cargo- 
HEMTT-LHS 

2000 

MA 

XM1130  Base  Bleed  [Denel  XM0125A1], 
105mm  High  Explosive  Pre-formed 

Fragment  (HE  PPP)  Cartridge 

HE  PFFXM1130 

Artillery-  105mm-  Cartridge- 
HEPFFXM1130 

2008 

MA 

XM1 155  Portable  Inductive  Artillery  Fuze 
Setter  (PIAFS) 

PIAFS 

PIAFS 

2000 

MA 

XM1 156  Precision  Guidance  Kit  (PGK) 

PGK 

Artillery-  155mm-  Fuze-  PGK 

2007 

T&ER 

XM-145  Machinegun  Optic  (MGO) 

MGO 

Rifle-  7.62mm-  Machine  Gun- 
Sight-  MGO 

1998 

MA 

XM151/XM152  Det  Cord  Components  of  the 
Modernized  Demolition  Initiators  (MDI) 
System 

MDI 

MDI 

1999 

T&ER 

XM153  Time  Delay/Sympathetic  Detonator 
(TD-SYDET)  and  XM3 16  Trainer 

TD-SYDET 

Explosives-  TD-SYDET 

2005 

T&ER 

XM153  Time/Delay/Sympathetic  Detonator 
(TD/SYDET)  and  XM316  Trainer 

TD-SYDET 

Explosives-  TD-SYDET 

2001 

MA 

XM-174  Automatic  Grenade  Launcher 

ALC  XM174 

Grenade  Launcher-  40mm- 
Automatic-  ALC  XM174 

1968 

MA 

XM19  Abrams  Reactive  Armor  Tiles 
(ARAT) 

Abrams  M1A2 
ARAT  XM 19 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  ARAT  XM19 

2008 

MA 

XM19  Abrams  Reactive  Armor  Tiles 
(ARAT) 

Abrams  M1A2 
ARAT  XM  19 

Vehicle-  Tracked-  Tank- 
Abrams  M1A2  ARAT  XM19 

2009 

T&ER 

XM19/21/23  Modernized  Demolition 

Initiators  (MDI) 

MDI 

Explosives-  MDI 

2002 

T&ER 

XM192  Lightweight  Ground  Mount 
(LWGM) 

LWGM 

LWGM 

2003 

MA 

XM2  Selectable  Lightweight  Attack 

Munition;  XM3  Demolition  Attack  Munition; 
and  XM299  Training  Kit,  Selectable 
Lightweight  Attack  Munition 

SLAM- 

XM2/XM3/XM299 

Explosives-  SLAM- 
XM2/XM3/XM299 

1994 

MA 

XM230  Solid  Propellant  System  (Unicharge) 

SPS  Unicharge 
XM230 

Artillery-  155mm  Charge-  SPS 
Unicharge  XM230 

1994 

MA 

XM23 1  Modular  Artillery  Charge  System 
(MACS) 

MACS 

Artillery-  155mm-  Charge- 
MACS 

1999 

MA 

XM232  Modular  Artillery  Charge  System 
(MACS) 

MACS 

Artillery-  155mm-  Charge- 
MACS 

2000 

MA 

XM232  Modular  Artillery  Charge  System 
(MACS) 

MACS  XM232 

Artillery-  155mm-  Charge- 
MACS  XM232 

2001 

MA 

XM25  Stabilized  Binocular 

Stab  Bino  XM25 

Stab  Bino  XM25 

1998 

MA 

XM26  Modular  Accessory  Shotgun  System 
(MASS) 

MASS 

Shotgun-  12  Gauge-  MASS 

2006 
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T&ER 

XM26  Modular  Accessory  Shotgun  System 
(MASS) 

MASS 

Shotgun-  12  Gauge-  MASS 

2007 

MA 

XM26  Modular  Accessory  Shotgun  System 
(MASS)  (Revised) 

MASS 

Shotgun-  12  Gauge-  MASS 

2007 

MA 

XM30  Engineering  Design 

Protective  Mask- 
XM30 

NBC-  Mask-  Protective-  XM30 

1983 

MA 

XM30  Guided  Multiple  Launch  Rocket 

System  (GMLRS)  in  the  Combined  High 
Mobility  Artillery  Rocket  System  (HIMARS) 

GMLRS 

Rocket-  GMLRS 

2007 

MA 

XM30  Improved  Mortar  Ballistic  Computer 
(IMBC) 

IMBC 

Mortar- 

1 20mm/ 1 07mm/  8 1  mm/60mm- 
Computer-  IMBC 

1996 

MA 

XM313  81mm  Subcaliber  Training  Insert 
(STI) 

M3 13  STI 

Mortar-  120mm-  Cartridge- 
M313  STI 

2004 

T&ER 

XM31E1  Guided  Multiple-Launch  Rocket 
System-Unitary  (GMLRS-U)  Rocket 

GMLRS-U 

Rocket-  GMLRS-U 

2008 

MA 

XM320  /  XM320E1  Grenade  Launcher 

Module  (GLM) 

GLM  XM320 

Grenade  Launcher-  40mm- 
GLM  XM320 

2008 

MA 

XM320  Area  Suppression  Lethality  Module 
(ASLM) 

ASLM 

Grenade  Launcher-  40mm- 
Cartridge-  ASLM 

2006 

T&ER 

XM320  Grenade  Launcher  Module  (GLM) 

GLM  XM320 

Grenade  Launcher-  40mm- 
GLM  XM320 

2007 

MA 

XM326  120mm  Stowage  Kit  (Quick  Stow) 

QSS 

Quick  Stow-  QSS 

2007 

MA 

XM326  120mm  Stowage  Kit  (Quick  Stow) 

QSS 

Quick  Stow-  QSS 

2008 

T&ER 

XM37  Mid-Sized  Riot  Control  Disperser 
(MRCD) 

MRCD 

MRCD 

1999 

MA 

XM45  Aircrew  Protective  Mask  (ACPM) 

ACPM  XM45 

NBC-  Mask-  Protective- 
Aircrew-  ACPM  XM45 

1996 

MA 

XM45  Aircrew  Protective  Mask  (APM) 

APM 

NBC-  Mask-  Protective- 
Aircrew-  APM 

1996 

MA 

XM762  and  M577  Fuzes 

XM765 

Artillery-  155mm-  Fuze- 
XM765 

1990 

T&ER 

XM769  60mm  Full  Range  Practice  Cartridge 
(FRPC) 

FRPC  XM769 

Mortar-  60mm-  Cartridge  - 
FRPC  XM769 

2001 

MA 

XM782  Multi-Option  Fuze  for  Artillery 
(MOFA) 

MOFA 

Artillery-  155mm-  Fuze-  MOFA 

1999 

T&ER 

XM782  Multi-Option  Fuze  for  Artillery 
(MOFA) 

MOFA 

Artillery-  155mm-  Fuze-  MOFA 

1999 

T&ER 

XM816  81mm  Infrared  Illumination 

Cartridge 

IRILL  XM816 

Mortar-  81mm-  Cartridge- 
IRILLXM816 

2001 

T&ER 

XM84  Stun  Hand  Grenade  (SHG) 

Stun  SHG  XM84 

Grenade-  Hand-  Stun  SHG 

XM84 

1998 

MA 

XM85  Training  Device  and  the  M17 

Receiver  of  the  Remote  Activation  Munition 
System  (RAMS) 

RAMS 

Explosives-  RAMS 

2004 

T&ER 

XM930  120mm  Illumination  Cartridge 

XM930 

Illumination 

Mortar-  120mm-  Cartridge- 
XM930  Illumination 

2003 

MA 

XM93 1  120mm  Mortar  Full  Range  Practice 
Cartridge  (FRPC) 

FRPC 

FRPC 

1996 

T&ER 

XM95  Rifle  Launched  Non-Lethal  Munition 
(RLNLM) 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

1999 
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T&ER 

XM95  Rifle  launched  Non-Lethal  Munition 
(RLNLM) 

RLNLM  XM95 

Rifle-  5.56mm-  Cartridge- 
RLNLM  XM95 

2000 

MA 

XM95/XM96  Mortar  Fire  Control  System 
(MFCS) 

MFCS 

Mortar- 

1 20mm/ 1 07mm/8 1  mm/60mm- 
Computer-  MFCS 

2003 

T&ER 

XM96  Lightweight  Fragmentation  Hand 
Grenade  (LFHG) 

LFHG  XM96 

Grenade-  Hand-  LFHG  XM96 

2001 

MA 

XM982  Excalibur  155mm  Precision  Guided 
Extended  Range  Artillery  Projectile 

Excalibur  XM892 

Artillery-  155mm-  Projectile- 
Excalibur  XM892 

2004 

MA 

XM982  Precision  Guided  Extended  Range 
155mm  Artillery  Projectile,  Excalibur 

Excalibur 

Artillery-  155mm-  Projectile  - 
Excalibur 

2005 

MA 

XM982,  Extended  Range,  Dual  Purpose 
Improved  Conventional  Munition  (DPICM) 
Projectile 

DPICM  XM982 

Artillery-  155mm-  Projectile- 
DPICM  XM982 

1997 

MA 

YO-3A  Aircraft  System 

YO-3A 

Aircraft-  Fixed  Wing- 
Observation-  YO-3A 

1970 
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4.  Summary  of  Volume  I. 

It  has  been  the  intent  of  this  report  to  consolidate  and  preserve  the  historical  knowledge 
contained  in  previous  MANPRINT  and  MANPRINT  related  investigations  and  assessments 
conducted  by  the  U.S.  Army  up  to  the  date  of  this  bibliography  for  use  as  a  reference  tool  by 
future  MANPRINT  practitioners  and  principal  investigators. 

This  work  has  become  an  ongoing  labor  of  love.  On  the  surface  one  might  ask  why  anyone 
would  become  dedicated  to  such  a  seemingly  endless,  monotonous,  and  voluminous  effort. 
However,  anyone  who  has  been  the  principal  investigator  (PI)  for  any  type  of  MANPRINT  effort 
will  immediately  appreciate  the  ability  to  ascertain  whether  the  system  to  be  investigated  has 
been  previously  looked  at  and  to  find  a  source  for  that  report.  When  I  was  such  a  PI,  an  effort 
that  was  started  to  compile  information  regarding  previous  MANPRINT  reports  for  my  own  use 
just  seemed  to  take  on  a  life  of  its  own.  The  first  edition  of  this  work  covered  MANPRINT 
Assessment  related  documents  produced  for  the  office  of  the  DA  G1  for  MANPRINT  as 
governed  by  AR  602-2.  This  second  edition  picks  up  where  the  1st  edition  left  off  by  completing 
and  updating  reviews  of  DA  G1  MANPRINT  Assessment  documents  while  adding  the  general 
category  of  MANPRINT  reporting  in  T&E  system  reports  as  governed  by  AR  73-1.  Future 
editions  are  planned  annually  to  update  this  bibliography  with  new  work  from  both  the 
MANPRINT  and  T&E  communities. 
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151,  159,  191,  192,  210,  227,  328,  606,  607,  689,  697, 
846,  847,  1009,  1010,  1011 

120mm,  18,  20,  21,  22,  23,  26,  28,  32,  33,  36,  38,  39,  40, 
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30/60  KW,  37,  105,  122,  164,  253,  689,  837 

3KW,  31,  34,  105,  122,  151,  152,  251,  317,  440,  689,  839 

4.2  In,  14,  59,  133,  152,  323,  527 

40mm,  15,  20,  21,  25,  26,  27,  28,  30,  32,  33,  35,  44,  50,  52, 
53,  55,  60,  62,  68,  69,  70,  72,  75,  76,  87,  90,  91,  92,  123, 
151,  152,  160,  163,  177,  180,  190,  191,  192,  210,  211, 
213,  214,  232,  247,  248,  256,  257,  265,  266,  318,  444, 


445,  446,  447,  448,  449,  450,  689,  841,  842,  843,  844, 
845,  846,  847,  848 

5.56mm,  16,  21,  24,  25,  27,  28,  29,  31,  33,  34,  37,  39,  40, 
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74,  76,  79,  80,  84,  85,  87,  88,  89,  93,  94,  100,  106,  132, 
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7.62  X  51mm,  52,  55,  97,  140,  191,  234,  696,  991,  992 
7.62mm,  14,  15,  19,  20,  22,  23,  27,  28,  30,  34,  37,  44,  51, 
52,  54,  55,  56,  61,  79,  86,  89,  96,  97,  100,  101,  105,  140, 
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200,  232,  237,  257,  326,  581,  582,  583,  584,  585,  644, 
696,  924,  988,  989,  990,  991,  992,  993,  994,  995,  996, 
1031,  1032 

714A,  30,  89,  111,  152,  218,  460,  684,  745,  746,  747 
76mm,  14,  106,  147,  187,  230,  330,  653 
81mm,  17,  23,  33,  36,  39,  42,  44,  48,  50,  51,  53,  56,  58,  76, 
77,  79,  80,  84,  85,  86,  88,  89,  106,  132,  133,  134,  159, 
160,  173,  174,  175,  178,  179,  183,  192,  193,  199,  210, 
213,  219,  220,  239,  265,  269,  323,  324,  531,  532,  533, 
535,  536,  538,  539,  540,  692,  693,  912,  913,  914,  918, 
919,  922,  923,  1059 

81mm  Insert  Program,  48,  86,  132, 174,  323,  536 
84mm,  34,  43,  57,  60,  62,  64,  129,  141,  155,  156,  213,  258, 
321,  506,  507,  696,  998 
90mm,  14,  102,  147,  187,  225,  330,  653 
9mm,  19,  94,  137,  190,  325,  411,  564,  565,  772,  800 
A2C2S,  43,  50,  59,  66,  108,  111,  155,  163,  222,  311,  312, 
333,  360 

AAAV,  45, 106, 147, 189,  698, 1038 
AAWS,  19,  59,  129,  152,  221,  321,  507 
ABCS,  16,  17,  19,  20,  22,  23,  24,  29,  30,  32,  35,  37,  38,  41, 
42,  43,  44,  46,  47,  48,  49,  50,  52,  53,  55,  59,  60,  62,  63, 
65,  70,  71,  72,  73,  75,  80,  82,  88,  92,  98,  101,  102,  108, 
109,  152,  153,  154,  155,  157,  161,  163,  165,  166,  169, 
171,  176,  180,  183,  184,5/186,  189,  311,  333,  334,  335, 
336,  337,  338,  339,  340,  341,  342,  343,  344,  345,  351, 
417,  608,  609,  670,  683,  684,  701,  703,  704,  705,  706, 
707,  708,  709,  710,  711,  712,  713,  714,  717,  720,  721, 
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722,  723,  724,  725,  726,  727,  728,  729,  730,  731,  746, 
751,  1012 

ABM,  23,  25,  27,  33,  34,  44,  47,  58,  75,  92,  103,  128,  166, 
179,  187,  320,  321,  489,  490,  491,  492,  493,  691,  885 
Abrams,  17,  18,  20,  24,  34,  55,  57,  59,  146,  152,  174,  187, 
191,  216,  233,  243,  252,  269,  330,  405,  407,  412,  438, 
628,  636,  639,  643,  644,  645,  646,  647,  649,  650,  698, 
786,  859,  1020,  1031,  1033,  1034,  1036,  1037,  1038 
ACABA,  15,  59,  110,  154,  209,  312,  352 
ACADA,  26,  59,  134,  156,  265,  693,  928,  929,  937,  938, 

939,  1013,  1014,  1067 

ACE,  19,  90,  136,  178,  204,  325,  557,  703,  886,  1005,  1006 
ACMES,  19,  59,  109,  156,  235,  311,  346 
ACP,  22,  61,  140,  160,  257,  326,  581,  703,  717,  720 
ACPM,  23,  28,  59,  135,  175,  192,  324,  551,  694,  940,  941 
ACS,  40,  59,  110,  153,  235,  312,  350,  351,  403,  734 
ACTF,  51,  82,  125,  171,  319 

ACU,  43,  59,  144,  155,  232,  425,  426,  697,  740,  1019,  1020 
ACVC,  22,  59,  124,  153,  242,  318,  453,  454 
ADAM,  49,  59,  109,  153,  311,  346,  702,  763 
ADM-401,  34,  60,  141,  155,  696,  998 
ADV  FSC,  35,  60,  110,  153,  265,  684,  731,  732 
Advanced  Infrared  Countermeasure  Munitions,  20,  37,  49, 
60,  110,  153,  219,  220,  226,  311,  346,  347,  1013 
Advanced  Medium-size  Mobile  Power  Sources,  43,  60, 

113,  153,  313 

Advanced  Precision  Kill  Weapon  System,  50,  62, 113, 153, 
212,  313,  356,  377 

Advanced  Threat  Infrared  Countermeasures,  22,  35,  38, 

40,  43,  63,  64,  110,  115,  153,  154,  212,  224,  311,  312, 
315,  348,  349,  394 

Aerial  Common  Sensor,  40,  59,  110,  153,  235,  312,  350, 
351 

AERO  GEN,  40,  45,  49,  58,  103,  130,  183,  187,  189,  209, 
322,  513,  691,  692,  896,  897 
AFAS/FARV,  21,  78,  144,  153,  329,  625 
AFATDS,  22,  37,  60,  108,  152,  153,  225,  227,  311,  334,  335, 
336,  342,  390,  401,  568,  569,  683,  701,  721,  755,  759, 
760,  868,  954,  955,  964,  966 
AH-1J,  15,  61,  111,  170,  218,  312,  355 
AH-64,  18,  60,  111,  155,  204,  312,  354,  356,  357,  377,  553, 
742,  747,  941 

AH-64D,  22,  26,  46,  49,  60,  61,  111,  153,  155,  174,  212, 
222,  234,  240,  312,  355,  356,  357,  684,  737,  742,  743, 
766 

Air  Defense,  14,  15,  16,  17,  20,  22,  23,  25,  27,  28,  30,  34, 
39,  44,  49,  54,  55,  56,  57,  59,  60,  65,  71,  73,  76,  78,  79, 
91,  92,  93,  101,  103,  108,  109,  121,  128,  129,  145,  149, 
153,  162,  163,  165,  168,  169,  176,  180,  181,  186,  187, 
197,  198,  205,  210,  226,  234,  241,S249,  250,  311,  317, 
321,  329,  331,  334,  336,  343,  346,  432,  468,  469,  491, 
493,  494,  495,  497,  498,  499,  500,  501,  502,  503,  504, 
505,  567,  630,  631,  632,  660,  683,  691,  701,  702,  867, 
885,  886,  887,  889 

Air  Warrior,  38,  41,  46,  65,  110,  111,  154,  163,  238,  244, 
263,  312,  353,  361,  367,  368,  684,  736,  737,  740,  742 
AIRCMM,  20,  37,  38,  49,  60,  64,  110,  153,  161,  219,  220, 
226,  245,  311,  346,  347,  610,  684,  732,  733,  1013 
Aircraft,  15,  16,  17,  18,  22,  26,  28,  30,  31,  32,  34,  35,  37, 

38,  39,  40,  41,  42,  43,  46,  47,  48,  49,  50,  51,  52,  53,  54, 
55,  56,  57,  59,  60,  61,  62,  64,  65,  66,  68,  69,  72,  75,  81, 


84,  85,  86,  89,  92,  95,  101,  105,  107,  110,  111,  112, 
113,  138,  152,  153,  154,  155,  158,  160,  161,  163,  164, 

166,  167,  168,  170,  171,  173,  174,  176,  182,  183,  184, 

187,  189,  190,  193,  238,  240,  252,  261,  264,  267,  311, 

312,  313,  347,  348,  349,  350,  351,  352,  353,  354,  355, 

356,  357,  358,  359,  360,  361,  362,  363,  364,  365,  366, 

367,  368,  369,  370,  371,  372,  373,  374,  442,  507,  623, 

684,  685,  695,  732,  733,  734,  735,  736,  737,  738,  741, 

742,  743,  744,  745,  746,  747,  748,  749,  750,  751,  752, 

753,  754,  755,  765,  766,  808,  952,  967,  1059 

Aircrew,  15,  19,  23,  28,  38,  41,  42,  46,  55,  56,  58,  59,  62, 
65,  69,  72,  82,  84,  90,  110,  111,  135,  136,  154,  163, 
164,  171,  175,  176,  178,  192,  204,  209,  216,  221,  226, 

244,  261,  312,  324,  325,  352,  353,  551,  552,  553,  557, 

684,  694,  736,  737,  738,  739,  741,  940 

Airspace  Management,  49,  59,  109,  153,  234,  311,  346, 
702 

Air-to-Air,  42,  58,  99,  129,  186,  208,  234,  321,  356,  495, 
504 

Air-to-Ground,  41,  44,  81,  129,  171,  321,  356,  505 
AIS,  5,  23,  37,  42,  96,  118,  183,  316,  412,  617,  687,  715, 
716,  717,  719,  720,  791,  793,  794 
AKMS,  45,  60, 113, 184,  213,  685,  721,  755,  756 
All-Terrain  Lifter,  Army  System,  26,  46,  64, 115, 148, 154, 
237,  264,  685,  698,  765, 1051 
AM85,  44,  95, 120, 182,  217,  688,  821 
AMDWS,  55,  60,  108,  165,  673,  683,  701,  702,  721 
AMEV,  29,  67,  146,  155,  223,  330,  642 
AMG,  49,  60,  113,  154,  313,  375 
AMMPS,  40,  43,  60,  113,  153,  247,  313,  375,  376 
Ammunition,  20,  33,  34,  42,  91,  92,  100,  123,  140,  143, 
144,  151,  152,  183,  188,  200,  210,  228,  237,  268,  326, 
329,  386,  387,  388,  389,  405,  407,  409,  420,  429,  436, 
437,  451,  474,  564,  582,  597,  626,  689,  696,  697,  757, 
758,  760,  761,  762,  763,  776,  777,  778,  779,  780,  781, 
782,  783,  785,  786,  787,  788,  811,  812,  813,  814,  815, 
816,  817,  818,  819,  821,  822,  824,  825,  826,  827,  828, 
829,  831,  840,  841,  843,  844,  845,  846,  847,  848,  849, 
850,  890,  903,  905,  906,  908,  909,  911,  912,  913,  914, 
915,  916,  917,  918,  919,  921,  977,  979,  980,  984,  988, 
998,  1000,  1009,  1010,  1032,  1070,  1071 
AN/ALQ-151,  16,  105,  112,  167,  313,  369 
AN/ARC-201,  18,  99,  138,  184,  204,  326,  574 
AN/ARC-220,  24,  77,  138,  168,  695,  970 
AN/GSC-40,  17,  97,  142,  185,  327,  604,  605 
AN/MLQ-34,  16,  102,  143,  186,  328,  614,  615 
AN/MSM-105,  17,  64,  115,  156,  315,  395 
AN/PEQ-2,  34,  104,  144,  154,  202,  697,  1019 
AN/PSG-10,  48,  94,  137,  154,  201,  694,  955 
AN/PSQ-20,  53,  72,  119,  163,  687 

AN/PSS-14,  41,  78,  124,  154,  199,  210,  318,  457,  458,  690, 
858 

AN/PVS-10,  28,  100,  140,  154,  696 
AN/PVS-13B(V)1,  39,  86,  139,  154,  203,  695,  982 
AN/PVS-7A,  18,  92,  136,  180,  325,  558 
AN/PVS-7B,  18,  92,  136,  180,  197,  325,  559 
AN/PYG-3,  48,  94,  137,  154,  201,  694,  955 
AN/PYG-4,  48,  94,  137,  154,  201,  694,  955 
AN/TMQ-52,  48,  49,  95,  137,  176,  325,  694 
AN/TMQ-52A,  55,  95,  137,  176,  216,  694,  960 
AN/TPQ-37,  21,  63,  115,  154,  314,  394 
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AN/TRC-170,  19,  105,  138,  154,  326,  576 
AN/TYQ-105,  43,  50,  66,  128,  157,  185,  320,  486 
AN/TYQ-48A1,  29,  71,  108,  163,  683,  708 
AN/TYQ-67(V)1,  24,  72,  108,  163,  683,  712 
AN/TYQ-67(V2),  38,  72,  108,  163,  683 
ANLM,  52,  60,  123,  152,  265,  689,  841,  842 
Antenna  Mast  Group,  49,  60, 113, 154,  234,  313,  375 
Antiarmor,  17,  18,  38,  63,  84,  90,  115,  130,  131,  141,  156, 
177,  178,  181,  197,  213,  221,  249,  314,  322,  327,  393, 
396,  508,  512,  513,  595,  692,  904 
Antitank,  14,  18,  19,  20,  21,  23,  25,  27,  28,  29,  31,  32,  33, 
34,  36,  39,  40,  43,  44,  45,  48,  49,  54,  57,  58,  59,  62,  63, 
64,  67,  74,  80,  81,  85,  90,  103,  104,  116,  129,  130,  131, 
152,  156,  157,  164,  165,  169,  170,  173,  177,  183,  185, 

187,  188,  189,  198,  202,  206,5221,  234,  237,  243,  261, 

315,  321,  322,  393,  399,  407,  506,  507,  508,  509,  510, 

511,  512,  513,  514,  515,  516,  595,  661,  691,  692,  889, 

890,  891,  892,  893,  894,  895,  896,  897,  898,  899,  900, 

901,  1060 

AOBS,  19,  60,  113,  155,  224,  313,  376 
Apache,  15,  18,  22,  26,  46,  49,  60,  61,  111,  153,  155,  170, 
174,  204,  212,  222,  230,  234,  240,  312,  354,  355,  356, 

357,  377,  684,  742,  743,  747,  749,  766,  941,  946 

APAM,  19,  63,  131, 155,  322,  517,  520,  903 
APC,  14,  22,  28,  46,  49,  50,  52,  61,  102,  116,  140,  144,  152, 
155,  158,  159,  160,  190,  315,  326,  329,  402,  451,  508, 

581,  623,  624,  629,  686,  696,  778,  779,  877,  988 

APFSDS-T,  20,  31,  38,  40,  46,  57,  61,  62,  116,  117,  151, 

155,  159,  173,  180,  197,  198,  199,  218,  226,  258,  315, 
405,  406,  686,  776,  777,  781,  782,  783 
AP-IS,  28,  62,  123,  160,  213,  318,  445 
APKWS,  50,  62,  113,  153,  313,  356,  377 
APLA,  28,  34,  62,  97,  113,  142,  154,  155,  237,  255,  313, 
378,  697,  1006 

APM,  23,  62,  135,  192,  221,  324,  552 
APOBS,  35,  62,  113,  162,  219,  313,  377,  378,  421 
Aquila,  18,  62,  112,  155,  183,  229,  260,  313,  369,  370 
AR  602-2,  5,  7,  271 
AR  73-1,  5,  7 

ARAT,  55,  57,  59,  146,  191,  269,  330,  646,  647 
Arctic,  31,  98,  124,  185,  231,  388,  690,  853,  953 
Area  Suppression  Lethality  Module,  50,  62, 123, 192,  243, 
318,  446 

ARH,  46,  62,  111,  155,  238,  312,  358 
ARISS,  28,  62,  113,  155,  223,  313,  379 
ARL,  5,  7,  8,  9,  195,  196,  197,  198,  199,  200,  201,  202,  204, 
205,  206,  207,  208,  209,  210,  211,  212,  213,  214,  215, 

216,  218,  219,  220,  221,  222,  223,  224,  225,  226,  227, 

228,  229,  230,  231,  233,  234,  235,  236,  237,  238,  240, 

241,  242,  243,  244,  245,  246,  247,  248,  249,  250,  251, 

252,  253,  254,  256,  257,  258,  259,  260,  261,  262,  263, 

264,  265,  266,  267,  268,  269,  333,  334,  335,  336,  337, 

338,  339,  340,  341,  342,  343,  344,  346,  347,  348,  349, 

350,  351,  352,  353,  354,  355,  356,  357,  358,  359,  360, 

361,  362,  363,  364,  365,  367,  368,  369,  370,  371,  372, 

373,  374,  375,  376,  377,  378,  379,  380,  381,  382,  383, 

384,  385,  386,  387,  388,  389,  390,  391,  392,  393,  394, 

395,  396,  397,  398,  399,  400,  402,  403,  404,  405,  406, 

407,  408,  409,  410,  411,  412,  413,  414,  415,  416,  417, 

418,  419,  420,  421,  422,  423,  424,  425,  426,  427,  428, 

429,  430,  431,  432,  433,  434,  435,  436,  437,  438,  439, 


440,  441,  442,  443,  444,  445,  446,  447,  448,  449,  450, 
451,  452,  453,  454,  455,  456,  457,  458,  459,  460,  461, 
462,  463,  464,  465,  466,  467,  468,  469,  470,  471,  472, 
473,  474,  475,  476,  477,  478,  479,  480,  481,  482,  483, 
484,  485,  486,  487,  488,  489,  490,  491,  492,  493,  494, 
495,  498,  499,  500,  501,  502,  503,  504,  505,  506,  507, 
509,  510,  511,  512,  513,  514,  515,  516,  517,  518,  519, 
520,  521,  522,  526,  527,  528,  529,  530,  531,  532,  533, 
534,  535,  536,  537,  538,  539,  540,  541,  542,  543,  544, 
545,  546,  547,  549,  550,  551,  552,  553,  554,  557,  558, 
559,  560,  561,  562,  563,  565,  566,  567,  568,  569,  570, 
571,  572,  573,  574,  575,  576,  577,  578,  579,  580,  581, 
582,  583,  584,  585,  586,  587,  588,  589,  590,  591,  592, 
593,  594,  596,  597,  598,  599,  600,  601,  602,  603,  605, 
606,  607,  608,  609,  610,  611,  613,  614,  615,  616,  617, 
618,  619,  620,  621,  622,  623,  624,  625,  626,  627,  628, 
629,  630,  631,  632,  633,  634,  635,  636,  637,  638,  639, 
640,  641,  642,  643,  644,  645,  646,  647,  648,  649,  650, 
652,  653,  654,  655,  656,  657,  658,  659,  660,  661,  662, 
663,  664,  665,  666,  667,  668,  669,  670,  671,  672,  673, 
674,  781,  782,  783,  784,  820,  821,  823,  904,  905,  1061 
Armor  Piercing,  20,  22,  28,  38,  40,  46,  57,  61,  62,  116,  117, 
123,  140,  152,  155,  159,  160,  180,  198,  199,  213,  218, 
232,  257,  258,  315,  318,  326,  405,  406,  445,  581,  686, 
696,  781,  783,  988,  1023 

Armored  Cab,  56,  93,  129,  162,  198,  691,  889,  1043 
Armored  Vest,  15,  62, 115, 189,  251,  315,  398 
Armor-Piercing,  31,  61,  62,  116,  151,  226,  686,  776,  777 
Army  Airborne  Command  and  Control  System,  43,  50,  59, 
66,  108,  111,  155,  163,  222,  311,  312,  333,  360 
Army  Constructive  Training  Federation,  51,  82, 125, 171, 
228,  319,  463 

Army  Key  Management  System,  45,  60, 113, 184,  213,  685, 
756 

Artillery,  14,  17,  19,  20,  21,  22,  23,  24,  25,  26,  27,  29,  30, 
31,  32,  33,  34,  36,  37,  41,  42,  43,  47,  48,  50,  52,  53,  54, 
55,  56,  57,  58,  60,  65,  71,  72,  73,  75,  76,  77,  78,  79,  86, 
87,  90,  92,  94,  95,  97,  100,  102,  106,  107,  108,  113, 

114,  119,  121,  134,  137,  141,  144,  147,  149,  152,  153, 
157,  158,  159,  163,  166,  167,  168,  170,  174,  175,  177, 
178,  182,  183,  184,  188,  190,  191,  192,  193,  198,  200, 
202,  206,  207,  208,  209,  213,  218,  220,  223,  224,  225, 
226,  227,  250,  251,  253,  262,  268,  311,  313,  314,  316, 
317,  324,  325,  327,  329,  330,  331,  334,  336,  342,  379, 
380,  381,  382,  383,  384,  385,  386,  387,  388,  389,  390, 
391,  392,  400,  412,  414,  419,  420,  432,  434,  493,  495, 
518,  521,  522,  523,  541,  563,  568,  569,  591,  593,  597, 
599,  625,  626,  627,  653,  654,  666,  667,  668,  683,  685, 
699,  701,  721,  755,  756,  757,  758,  759,  760,  761,  762, 
763,  799,  868,  954,  955,  964,  966,  1012,  1062,  1063 
ARV,  23,  77,  145,  168,  252,  329,  628 
ASAS,  19,  24,  62,  108,  154,  236,  261,  311,  335,  336,  339, 
343,  351,  401,  417,  683,  703,  704,  721,  755,  964,  966 
ASLM,  50,  62,  123,  192,  243,  318,  446 
ASLMS,  43,  62,  115,  156,  225,  685,  764 
ASV,  29,  78,  149,  155,  252,  331,  659 
ASWDS,  35,  62,  115,  154,  256,  685,  764,  765 
AT4,  17,  43,  57,  62,  64,  84,  129,  141,  156,  178,  213,  258, 
321,  327,  506,  507,  595,  952,  1001 
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AT  AC  MS,  19,  20,  22,  24,  26,  28,  35,  38,  46,  50,  52,  55,  62, 
63,  131,  155,  156,  197,  200,  209,  242,  249,  322,  517, 
518,  519,  520,  521,  522,  590,  692,  902,  903,  904,  1062 
ATASs,  17,  63,  115,  181,  314,  393 

ATCCS,  24,  63,  108,  189,  197,  311,  334,  336,  338,  341,  342, 
628,  708 

ATEC,  7,  8,  26,  63,  148,  154,  195,  196,  197,  198,  199,  200, 

201,  202,  203,  204,  205,  206,  207,  210,  211,  213,  214, 

215,  216,  217,  218,  220,  221,  223,  224,  225,  226,  227, 

228,  230,  231,  232,  233,  234,  236,  237,  238,  239,  240, 

241,  242,  243,  244,  245,  247,  248,  249,  250,  251,  252, 

253,  255,  256,  260,  261,  262,  263,  264,  265,  267,  499, 

618,  681,  698,  703,  705,  710,  714,  718,  730,  733,  734, 

735,  736,  738,  741,  743,  744,  745,  747,  748,  750,  751, 

752,  753,  754,  755,  756,  759,  761,  763,  764,  765,  766, 

768,  772,  774,  778,  779,  781,  782,  784,  785,  786,  787, 

788,  790,  792,  793,  794,  795,  796,  797,  798,  800,  801, 

803,  807,  808,  809,  810,  811,  813,  817,  821,  822,  824, 

826,  827,  829,  831,  832,  835,  839,  841,  842,  847,  852, 

853,  854,  855,  856,  858,  861,  863,  864,  866,  868,  869, 

870,  871,  872,  873,  877,  878,  881,  883,  884,  885,  887, 

889,  892,  896,  897,  902,  904,  905,  908,  912,  917,  919, 

920,  921,  923,  924,  926,  927,  928,  929,  931,  932,  933, 

934,  935,  936,  937,  940,  941,  942,  943,  944,  945,  950, 

951,  952,  956,  959,  960,  963,  965,  967,  971,  973,  974, 

975,  976,  979,  981,  982,  983,  984,  986,  988,  989,  991, 

992,  993,  994,  995,  996,  999,  1000,  1003,  1009,  1011, 
1012,  1014,  1015,  1018,  1020,  1021,  1023,  1024,  1032, 
1033,  1034,  1039,  1041,  1042,  1043,  1044,  1045,  1047, 
1050,  1051,  1053,  1054,  1059,  1060,  1061,  1062,  1063, 
1071 

ATGM,  14,  63,  129,  185,  321,  508,  514,  661,  897,  1060 
ATG-MIP,  21,  63,  115,  154,  314,  394 
ATIRCM,  22,  35,  38,  40,  43,  46,  50,  63,  64,  110, 115,  153, 
154,  161,  212,  224,  311,  312,  315,  347,  348,  349,  350, 
394,  610,  684,  732,  733,  1013 
ATIRCM-CMWS,  22,  35,  38,  40,  43,  46,  50,  64,  110,  153, 
161,  212,  311,  312,  347,  348,  349,  350,  684,  732,  733 
ATLAS,  20,  21,  26,  46,  64,  115,  148,  154,  188,  196,  237, 
264,  331,  658,  659,  685,  698,  765,  1051 
AT  PS,  57,  64,  136,  153,  186,  244,  257,  325,  561,  694,  952 
ATRS,  17,  64,  115,  156,  254,  315,  395 
ATW,  43,  64,  129,  156,  321,  506 
ATWS,  18,  67,  116,  157,  221,  315,  399 
A  VC  ATT,  41,  65,  115,  156,  240,  685,  766 
AVCPS,  27,  90,  128,  177,  691,  883,  884 
Avenger,  28,  65,  128,  165,  210,  691,  885 
AW,  38,  41,  46,  65,  110,  111,  154,  163,  238,  244,  263,  312, 
353,  684,  736,  737,  742 

Bangalore,  46,  55,  65, 119, 151,  231,  259,  316,  378,  421, 
687,  810,  811, 1032 

Barrier,  30,  33,  95,  137,  181,  228,  258,  267,  325,  569,  570, 
694,  961 

BASIC,  20,  31,  35,  65,  115,  157,  251,  256,  315,  395,  685, 
767,  768,  932 

BAT,  20,  22,  26,  35,  38,  63,  65,  115,  131,  155,  156,  158, 
197,  207,  242,  248,  249,  315,  322,  396,  518,  519,  521, 
522,  692,  904 

Battery  Command  Post,  53,  65, 115, 186,  234,  315,  397, 
702 


Battle  Command  Sustainment  Support  System,  53,  65, 

108,  157,  207,  683,  704,  717,  720 
Battle  Damage  Assessment  and  Repair,  46,  65, 115, 157, 
238,  315,  397 

Battlefield  Combat  Identification  System,  20,  38,  65, 115, 
157,  201,  215,  315,  396,  685,  768 
Battlefield  Effect  Simulator  System,  50,  65, 115, 157,  263, 
315,  397 

Battlefield  Video  Teleconference,  38,  68, 116, 157,  253, 

686,  774,  968 

BCIS,  20,  38,  65,  115,  157,  201,  215,  315,  396,  685,  768, 
769 

BCP,  53,  65, 115,  186,  234,  315,  397 
BCS,  17,  65,  114,  157,  254,  314,  392,  705 
BCS3,  53,  65,  108,  157,  207,  683,  704,  705,  717,  720,  865 
BD,  26,  65,  115,  151,  260,  685,  770,  864,  930 
BDAR,  46,  65, 115, 157,  238,  315,  397 
BDM,  26,  28,  65,  100,  114,  142,  158,  184,  232,  266,  314, 
388,  696,  1002,  1003 
BESS,  50,  65,  115,  157,  315,  397 

BFIST,  21,  22,  24,  26,  67,  145,  158,  186,  259,  260,  329,  390, 
636,  637,  638 

BFT,  43,  73,  109,  165,  234,  356,  683,  705,  714,  737,  745 
BFVS,  20,  21,  22,  23,  24,  26,  31,  35,  38,  67,  145,  146,  158, 
174,  211,  214,  242,  252,  259,  329,  636,  637,  638,  639, 
640,  697,  698,  859,  897,  1025,  1026,  1027,  1028,  1029, 
1030,  1031,  1032 

BIDS,  21,  22,  31,  65,  66,  135,  157,  240,  245,  324,  546,  547, 
548,  549,  693,  929,  930 

Biological,  16,  21,  22,  31,  35,  38,  41,  44,  48,  51,  55,  56,  57, 
65,  66,  68,  81,  83,  101,  125,  135,  136,  149,  150,  157, 
160,  170,  171,  172,  186,  203,  204,  215,  230,  240,  242, 

245,  250,  252,  253,  265,  266,  324,  325,  331,  359,  437, 

441,  488,  527,  544,  546,  547,  548,  549,  550,  551,  553, 

554,  555,  556,  557,  664,  690,  693,  694,  699,  855,  863, 

864,  925,  928,  929,  930,  931,  932,  933,  934,  935,  936, 

937,  939,  940,  941,  942,  943,  944,  945,  946,  947,  1013, 

1015,  1016,  1036,  1066,  1067,  1068,  1069 
Blackhawk,  26,  28,  31,  46,  50,  53,  57,  66,  111,  112,  163, 
182,  189,  197,  222,  227,  312,  313,  360,  361,  362,  363, 

364,  365,  672,  684,  685,  747,  748,  749,  750,  751,  752, 

766 

BLOS,  53,  73,  132,  176,  323,  408,  534,  535,  634,  724,  730, 
973 

Blunt  Trauma,  29,  35,  66,  123,  124,  152,  214,  248,  689, 

849,  850 

Blunt  Trauma  Distraction,  29,  35,  66,  123,  124, 152,  689, 
849 

BMIS-T,  43,  50,  66,  128,  157,  185,  223,  320,  486,  487 
BMP,  17,  66,  145,  185,  329,  423,  635,  812 
BMS,  26,  67,  132,  151,  323,  534,  536,  538,  563,  918,  919 
BNBFBSBSG,  26,  67,  115,  157,  685,  769 
Boat,  26,  31,  65,  100,  115,  151,  152,  685,  770,  771 
Body  Armor,  15,  20,  29,  31,  35,  38,  41,  59,  62,  65,  68,  70, 
80,  110,  115,  116,  118,  154,  157,  161,  170,  189,  206, 
209,  251,  256,  267,  312,  315,  352,  395,  398,  685,  686, 

687,  767,  768,  771,  772,  773,  800 

Bofors,  18,  67,  116,  157,  221,  315,  399,  445,  581,  988 
Bradley,  20,  21,  22,  23,  24,  26,  29,  31,  35,  38,  50,  67,  145, 
146,  155,  158,  174,  186,  195,  198,  210,  211,  214,  242, 
252,  259,  260,  329,  330,  390,  398,  412,  429,  438,  511, 
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512,  515,  516,  593,  628,  636,  637,  638,  639,  640,  642, 
643,  649,  697,  698,  789,  790,  897,  1020,  1025,  1026, 
1027,  1028,  1029,  1030,  1031,  1032,  1033 
Breacher,  21,  23,  35,  67,  100,  116,  121,  143,  151,  174,  186, 
210,  246,  252,  315,  317,  399,  429,  697,  1010 
Breaching  Round,  53,  67,  143,  159,  227,  697,  1009 
Bridge,  25,  31,  32,  34,  41,  52,  58,  71,  76,  80,  85,  96,  106, 
119,  124,  125,  126,  146,  147,  163,  167,  169,  173,  181, 
182,  196,  201,  206,  229,  232,  252,  259,  318,  330,  429, 
452,  649,  650,  687,  690,  698,  740,  803,  804,  861,  872, 
873,  1037,  1040 

Brigade  Subscriber  Node,  46,  67, 138, 158,  254,  695,  967 
BSN,  46,  67,  138,  158,  254,  695,  967,  968 
BTDK,  46,  55,  65, 119, 151,  231,  259,  316,  421,  687,  810 
Buffalo,  37,  54,  91,  149,  158,  177,  196,  197,  198,  331,  659, 
665,  666,  699,  1061 
Bulldozer,  41,  71,  145,  162,  697,  1022 
BVTC,  38,  68,  116,  157,  253,  686,  774,  968 
C17  DRAS,  38,  68,  110,  158,  684,  733 
C-17  Dual  Row  Airdrop  System,  38,  68,  110,  158,  231,  684, 
733 

C-27,  54,  81,  110,  171,  684,  734 
C2V,  23,  68,  145,  161,  237,  329,  628 
C3I2,  19,  68,  116,  158,  243,  315,  399,  400,  401 
CAAS,  46,  66, 112, 189,  222,  313,  362,  363,  744,  745,  746 
CABS,  35,  68,  116,  161,  251,  263,  315,  402,  686,  774,  775 
Caliber  .50,  20,  23,  99,  139,  140,  160,  175,  257,  326,  587 
CALSET,  35,  68,  116,  158,  253,  686,  775,  776 
Canister,  29,  32,  43,  46,  49,  50,  52,  61,  68,  69,  116,  117, 
123,  150,  158,  159,  160,  165,  190,  199,  210,  244,  248, 
255,  256,  257,  258,  259,  315,  402,  403,  406,  407,  686, 
689,  700,  778,  779,  784,  785,  786,  842,  843,  998,  1071 
Cannon,  19,  20,  21,  22,  31,  33,  38,  39,  40,  42,  43,  44,  45, 
46,  47,  49,  50,  52,  53,  55,  56,  57,  58,  61,  62,  68,  76,  77, 
84,  91,  92,  104,  105,  116,  117,  118,  121,  145,  151,  155, 
158,  159,  160,  164,  165,  173,  174,  175,  176,  180,  190, 
212,  230,  315,  316,  317,  329,  386,  390,  402,  403,  404, 
405,  406,  407,  408,  409,  410,  433,  530,  633,  686,  776, 
777,  778,  779,  780,  781,  782,  783,  784,  785,  786,  787, 
788,  915,  916,  917,  921 

CAP,  44,  93, 129, 181, 197,  208,  321,  500,  501,  691,  887, 
907 

Carbine,  21,  29,  45,  54,  79,  86,  107,  138,  139,  158,  163, 
168,  169,  214,  248,  257,  326,  577,  578,  579,  695,  976, 
977,  981,  982,  1009 

Cargo,  20,  21,  22,  24,  25,  26,  30,  31,  32,  34,  38,  43,  48,  50, 

53,  54,  55,  59,  68,  69,  72,  73,  74,  77,  78,  79,  81,  85,  89, 

105,  106,  110,  111,  125,  147,  148,  150,  151,  152,  158, 
160,  164,  167,  168,  169,  171,  173,  174,  175,  176,  191, 
203,  233,  238,  252,  263,  312,  319,  330,  331,  335,  350, 
357,  459,  655,  656,  657,  672,  684,  698,  699,  733,  734, 
744,  745,  746,  920,  966,  1041,  1042,  1043,  1044,  1045, 
1046,  1047,  1048,  1049,  1064 
Cargo  Bed  Cover,  32,  68,  148,  174,  203,  698,  1046 
Cartridge,  15,  17,  19,  20,  21,  22,  23,  24,  26,  27,  28,  29,  30, 

31,  32,  33,  34,  35,  36,  37,  38,  39,  40,  41,  42,  43,  44,  45, 

46,  47,  48,  49,  50,  51,  52,  53,  54,  55,  56,  57,  58,  60,  61, 

62,  66,  67,  68,  69,  70,  71,  72,  73,  74,  76,  77,  79,  80,  84, 

86,  87,  90,  91,  92,  94,  96,  99,  100,  101,  104,  105,  106, 
107,  113,  116,  117,  118,  122,  123,  124,  132,  133,  134, 
139,  140,  141,  143,  151,  152,  155,  158,  159,  160,  163, 


165,  166,  167,  169,  173,  174,  175,  176,  177,  179,  180, 

183,  186,  190,  191,  192,  193,  195,  197,  198,  199, 

200, S 205,  210,  211,  213,  214,  218,  219,  220,  226,  227, 
231,  232,  234,  239,  240,  244,  247,  248,  255,  256,  257, 

258,  259,  262,  264,  265,  266,  268,  313,  314,  315,  316, 

317,  318,  323,  324,  326,  379,  380,  392,  402,  403,  404, 

405,  406,  407,  408,  409,  410,  411,  436,  437,  445,  446, 

447,  448,  449,  528,  529,  530,  531,  532,  533,  534,  535, 

536,  537,  538,  578,  579,  581,  582,  583,  586,  587,  686, 

689,  692,  693,  695,  696,  697,  776,  777,  778,  779,  780, 

781,  782,  783,  784,  785,  786,  787,  788,  841,  842,  843, 

844,  845,  846,  848,  849,  850,  905,  907,  908,  909,  910, 

911,  912,  913,  914,  915,  916,  917,  918,  919,  920,  921, 

977,  978,  979,  980,  988,  998,  1003,  1009,  1010,  1059 
CASSPIR,  39,  91,  149,  160,  197,  699,  924,  1061,  1062 

CB,  16,  68,  101,  135,  136,  160,  189,  200,  203,  324,  325, 

353,  394,  411,  550,  551,  552,  553,  555,  556,  834,  941, 
945,  946,  947 

CBA,  41,  47,  68,  71,  116,  119,  161,  162,  195,  231,  685,  687, 
771,  772,  806,  807 

CBC,  32,  68,  78,  148,  150,  168,  174,  203,  698,  699,  1046, 
1064 

CBL,  43,  68,  126,  165,  205,  690,  869,  870 
CBPH,  16,  68,  135,  160,  204,  324,  553 
CBPS,  35,  38,  68,  136,  160,  252,  694,  943,  944 

CC,  32,  38,  45,  50,  68,  98,  120,  123,  138,  160,  161,  185, 

190,  202,  206,  210,  217,  218,  220,  232,  233,  238,  240, 

241,  242,  243,  248,  249,  250,  253,  260,  261,  263,  265, 

399,  555,  688,  689,  695,  703,  731,  752,  761,  763,  792, 

794,  796,  798,  826,  827,  842,  843,  845,  881,  885,  902, 

928,  929,  937,  963,  974,  975,  981,  983,  984,  994,  1002, 

1021,  1041 

CCMCK,  55,  69,  118,  160,  264,  316,  411 

CCO,  24,  69,  139,  160,  233,  477,  695,  981,  982,  1027 

CCP,  14,  69,  145,  158,  215,  329,  629,  1006,  1036 
CCTT,  26,  32,  38,  69,  118,  160,  161,  197,  216,  316,  412, 

686,  687,  766,  789,  790,  987,  988 
CDC,  26,  35,  69,  123,  152,  180,  190,  210,  318,  446,  689, 
843,  844 

CEIS-NT,  24,  69,  128,  162,  691,  881 

CGS,  29,  33,  39,  83,  137,  138,  172,  238,  694,  695,  755,  963, 
964,  965,  966 

CH-47,  44,  86,  140,  174,  326,  584,  709,  735,  744,  745,  746, 
765,  1054 

CH47F,  43,  53,  69,  111,  160,  167,  263,  312,  357,  358,  684, 
744,  745 

Chapel,  38,  68,  138,  161,  265,  695,  974 
CHCS,  46,  69,  118,  161,  247,  687,  790,  791 
Chemical,  7,  16,  26,  27,  30,  34,  35,  38,  40,  41,  51,  55,  56, 
57,  59,  68,  79,  81,  82,  83,  89,  97,  99,  101,  134,  135,  136, 
143,  149,  150,  156,  160,  169,  171,  172,  179,  183,  186, 

203,  204,  206,  215,  225,  230,  231,  242,  243,  250,  251, 
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696,  724,  809,  848,  885,  896,  898,  917,  926,  973,  981, 
982,  983,  986,  987,  990,  991,  992,  993,  994,  995,  996, 
997,  1003,  1027,  1029,  1030,  1035,  1036 
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SSS,  52,  97, 140, 191,  259,  326,  585,  991,  992 

ST,  31,  100,  115,  152,  685,  771,  1056 

Stab  Bino,  28,  101,  143,  191,  328,  613 
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783,  786,  787,  788,  989 

Tracked,  14,  15,  16,  17,  18,  19,  20,  21,  22,  23,  24,  25,  26, 
29,  31,  32,  34,  35,  38,  41,  42,  43,  45,  50,  54,  55,  56,  57, 


Vol.  I  -  290 


An  Annotated  Bibliography  of  MANPRINT  Related  Assessments  and  Evaluations  Conducted  by  the  U.S.  Army, 
2nd  Edition:  1953  to  2009.  Volume  I- Index 


58,  59,  66,  67,  68,  69,  71,  73,  77,  78,  79,  80,  84,  87,  89, 
92,  93,  95,  102,  103,  106,  130,  144,  145,  146,  147,  152, 
153,  155,  158,  161,  162,  163,  165,  167,  168,  169,  173, 

174,  175,  176,  181,  182,  183,  185,  186,  187,  188,  189, 

191,  197,  202,  215,  221,  329,  330,  429,  623,  624,  625, 

626,  628,  629,  630,  631,  632,  633,  634,  635,  636,  637, 

638,  639,  640,  641,  642,  643,  644,  645,  646,  647,  648, 

649,  650,  651,  652,  653,  672,  692,  697,  698,  872,  896, 

897,  1022,  1023,  1024,  1025,  1026,  1028,  1029,  1031, 
1033,  1034,  1036,  1037,  1038 

Tractor,  20,  21,  25,  31,  34,  77,  105,  148,  167,  175,  176, 

195,  196,  260,  330,  331,  656,  657,  698,  1048,  1049 
Trailblazer,  16,  105,  144,  187,  243,  328,  621 
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218,  222,  236,  250,  260,  317,  332,  440,  467,  672,  698, 

699,  724,  732,  754,  920,  943,  944,  966,  1046,  1047, 

1048,  1049,  1050,  1054,  1056,  1063,  1064 
Trainer,  21,  37,  40,  41,  44,  45,  49,  57,  65,  79,  95,  96,  97, 

99,  103,  115,  120,  121,  125,  139,  142,  156,  164,  169, 

175,  179,  182,  183,  191,  197,  217,  219,  224,  240,  256, 

266,  267,  317,  319,  326,  327,  427,  431,  460,  578,  602, 

603,  685,  688,  766,  821,  823,  829,  831,  890,  891,  892, 

893,  894,  895,  899,  900,  902,  987,  988 

Training,  17,  18,  20,  21,  22,  26,  28,  29,  34,  44,  48,  51,  54, 
56,  57,  67,  73,  74,  76,  82,  86,  92,  94,  96,  99,  100,  103, 
119,  120,  121,  125,  129,  132,  133,  137,  140,  144,  145, 

152,  157,  158,  159,  164,  171,  174,  176,  181,  183,  187, 

191,  192,  200,  204,  206,  210,  213,5214,  218,  219,  220, 
228,  230,  233,  237,  239,  247,  250,  254,  258,  266,  316, 

317,  319,  322,  323,  325,  326,  328,  329,  333,  336,  354, 

370,  373,  401,  409,  415,  416,  421,  423,  424,  425,  428, 

433,  447,  463,  464,  470,  508,  527,  535,  536,  553,  566, 

576,  582,  597,  598,  617,  618,  620,  633,  635,  640,  644, 

672,  673,  690,  693,  696,  697,  725,  788,  789,  792,  793, 

812,  864,  865,  866,  878,  879,  900,  901,  909,  963,  966, 

987,  988,  1025 

Transportation  Coordinators'  -  Automated  Information  for 
Movement  System  II,  55,  102,  143,  188,  214,  328,  617 
Transportation  Coordinators'- Automated  Information  for 
Movement  System,  57,  102,  144,  188,  223,  328,  618 
Transportation  Coordinators  Automated  Information  for 
Movements  System,  34,  42,  45, 102, 103, 144,  188, 

223,  328,  615,  616 

Troposcatter,  19,  105,  138,  154,  229,  326,  576 
Truck,  14,  20,  21,  25,  26,  27,  31,  32,  34,  53,  55,  64,  72,  73, 
74,  77,  78,  81,  105,  147,  148,  150,  164,  165,  167,  168, 
175,  176,  188,  191,  195,  196,  203,  216,  241,  250,  260, 
262,  266,  330,  331,  332,  500,  593,  655,  656,  657,  658, 
659,  671,  698,  699,  764,  797,  1041,  1042,  1045,  1048, 

1049,  1055,  1056, 1057,  1065 

TSST,  45,  49,  98, 105, 142, 144, 181, 196,  228,  327,  328, 
606,  621 

TSV,  45, 105, 144, 187,  245,  328,  622 
TT-LET,  25,  105,  148,  176,  331,  657 
TUAV,  34,  40,  105,  112,  113,  187,  208,  223,  240,  249,  313, 
374,  375,  685,  754,  755 

TWS,  28,  34,  37,  105,  140,  187,  203,  249,  477,  696,  990, 
991,  994,  995,  996,  997,  1003 
U.S.  Army  Research  Laboratory,  1,  5,  7,  8,  9, 10, 195, 196, 
197,  198,  199,  200,  201,  202,  204,  205,  206,  207,  208, 


209,  210,  211,  212,  213,  214,  215,  216,  218,  219,  220, 
221,  222,  223,  224,  225,  226,  227,  228,  229,  230,  231, 
233,  234,  235,  236,  237,  238,  240,  241,  242,  243,  244, 
245,  246,  247,  248,  249,  250,  251,  252,  253,  254,  256, 
257,  258,  259,  260,  261,  262,  263,  264,  265,  266,  267, 
268,  269,  305,  333,  334,  335,  336,  337,  338,  339,  340, 
341,  342,  343,  344,  346,  347,  348,  349,  350,  351,  352, 
353,  354,  355,  356,  357,  358,  359,  360,  361,  362,  363, 
364,  365,  367,  368,  369,  370,  371,  372,  373,  374,  375, 
376,  377,  378,  379,  380,  381,  382,  383,  384,  385,  386, 
387,  388,  389,  390,  391,  392,  393,  394,  395,  396,  397, 
398,  399,  400,  402,  403,  404,  405,  406,  407,  408,  409, 
410,  411,  412,  413,  414,  415,  416,  417,  418,  419,  420, 
421,  422,  423,  424,  425,  426,  427,  428,  429,  430,  431, 
432,  433,  434,  435,  436,  437,  438,  439,  440,  441,  442, 
443,  444,  445,  446,  447,  448,  449,  450,  451,  452,  453, 
454,  455,  456,  457,  458,  459,  460,  461,  462,  463,  464, 
465,  466,  467,  468,  469,  470,  471,  472,  473,  474,  475, 
476,  477,  478,  479,  480,  481,  482,  483,  484,  485,  486, 
487,  488,  489,  490,  491,  492,  493,  494,  495,  498,  499, 
500,  501,  502,  503,  504,  505,  506,  507,  509,  510,  511, 
512,  513,  514,  515,  516,  517,  518,  519,  520,  521,  522, 
526,  527,  528,  529,  530,  531,  532,  533,  534,  535,  536, 
537,  538,  539,  540,  541,  542,  543,  544,  545,  546,  547, 
549,  550,  551,  552,  553,  554,  557,  558,  559,  560,  561, 
562,  563,  565,  566,  567,  568,  569,  570,  571,  572,  573, 
574,  575,  576,  577,  578,  579,  580,  581,  582,  583,  584, 
585,  586,  587,  588,  589,  590,  591,  592,  593,  594,  596, 
597,  598,  599,  600,  601,  602,  603,  605,  606,  607,  608, 
609,  610,  611,  613,  614,  615,  616,  617,  618,  619,  620, 
621,  622,  623,  624,  625,  626,  627,  628,  629,  630,  631, 
632,  633,  634,  635,  636,  637,  638,  639,  640,  641,  642, 
643,  644,  645,  646,  647,  648,  649,  650,  652,  653,  654, 
655,  656,  657,  658,  659,  660,  661,  662,  663,  664,  665, 
666,  667,  668,  669,  670,  671,  672,  673,  674,  677,  820, 
821,  823 

U.S.  Marine  Corps  Advanced  Amphibious  Assault,  45, 106, 
147, 189,  244,  698, 1039 

UAV,  18,  34,  40,  47,  52,  53,  62,  72,  75,  101,  105,  112,  113, 
155,  164,  166,  183,  184,  187,  208,  313,  369,  370,  371, 
372,  373,  374,  442,  443,  503,  685,  754,  755,  886,  965, 
966 

UH-1,  16,  105,  112,  167,  313,  368 

UH-145,  51,  84,  112,  168,  227,  685,  752,  753 

UH-60,  31,  44,  66,  86,  112,  140,  174,  182,  218,  258,  326, 
360,  362,  363,  364,  365,  367,  368,  584,  672,  684,  747, 
748,  775,  1054 

UH60L,  31,  50,  66,  111,  112,  163,  182,  189,  197,  312,  360, 
684,  748 

UH60M,  46,  50,  53,  57,  66, 112,  189,  222,  225,  227,  228, 
233,  312,  313,  361,  362,  363,  364,  684,  685,  748,  749, 
750,  751 

UH60Q,  26,  28,  66,  112,  189,  313,  365,  685,  752 

UH72A,  48,  51,  54,  84,  112,  168,  173,  189,  313,  366,  367, 
368,  685,  752,  753,  754 

Uniform,  14,  43,  59,  69,  144,  155,  161,  232,  328,  426,  622, 
697,  740,  800,  834,  1019 

Unitary  Projectile,  53,  73, 114, 182,  220,  314,  390 

Unmanned,  18,  34,  40,  47,  52,  53,  56,  62,  72,  75,  86,  101, 
105,  112,  113,  138,  155,  164,  166,  183,  184,  187,  189, 
208,  223,  238,  240,  249,  267,  313,  369,  370,  371,  372, 
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373,  374,  375,  423,  504,  505,  568,  569,  685,  695,  754, 
755,  963,  965,  966,  967,  1005,  1024 
USL,  28,  105,  136,  189,  245,  561,  694,  953 
USMC,  15,  45,  62, 106,  115, 147,  189,  251,  315,  334,  398, 
452,  533,  554,  698,  701,  897,  940, 1038 
USNS  Corpus  Christi  Bay,  15,  106,  144,  189,  328,  623 
Utility,  14,  16,  17,  18,  19,  21,  26,  27,  28,  29,  31,  32,  41,  46, 
48,  50,  51,  53,  54,  57,  66,  74,  78,  81,  83,  84,  85,  105, 
106,  111,  112,  148,  150,  163,  165,  167,  168,  171,  172, 
173,  178,  182,  184,  185,  188,  189,  190,  196,  216,  218, 
225,  227,  233,  238,  250,  312,  313,  331,  332,  335,  360, 
361,  362,  363,  364,  365,  366,  367,  368,  668,  669,  670, 

671,  684,  685,  699,  748,  749,  750,  751,  752,  753,  1035, 
1056,  1057,  1064,  1065,  1066,  1069,  1070 

Van,  26,  50,  59,  73,  147,  151,  164,  260,  262,  698,  1041, 
1042,  1043,  1045 

Vehicle,  14,  15,  16,  17,  18,  19,  20,  21,  22,  23,  24,  25,  26, 

27,  28,  29,  30,  31,  32,  33,  34,  35,  36,  37,  38,  39,  40,  41, 

42,  43,  45,  47,  48,  50,  51,  52,  53,  54,  55,  56,  57,  59,  62, 

63,  64,  66,  67,  68,  69,  70,  71,  72,  73,  74,  75,  76,  77,  78, 

79,  80,  81,  83,  84,  85,  87,  89,  90,  91,  92,  93,  95,  96,  100, 

101,  102,  103,  104,  105,  106,  109,  112,  113,  118,  124, 
125,  127,  134,  136,  137,  144,  145,  146,  147,  148,  149, 
150,  151,  152,  153,  154,  155,  158,  160,  161,  162,  163, 
164,  165,  166,  167,  168,  169,  170,  171,  172,  173,  174, 
175,  176,  177,  178,  179,  180,  181,  182,  183,  184,  185, 
186,  187,  188,  189,  190,  191,  195,  196,  197,  198,  200, 
203,  204,  205,  208,  211,  214,  216,  220,  223,  226,  227, 
228,  229,  230,  237,  238,  240,  242,  244,  247,  248,  249, 
250,  252,  253,  254,  258,  259,  260,  262,  264,  266,  267, 
268,  313,  316,  318,  320,  324,  325,  329,  330,  331,  332, 
335,  364,  369,  370,  371,  373,  374,  375,  390,  399,  412, 
415,  429,  438,  441,  443,  451,  453,  454,  467,  475,  476, 
481,  490,  514,  516,  540,  541,  542,  545,  546,  548,  556, 
557,  568,  569,  570,  593,  597,  621,  623,  624,  625,  626, 
628,  629,  630,  631,  632,  633,  634,  635,  636,  637,  638, 
639,  640,  641,  642,  643,  644,  645,  646,  647,  648,  649, 
650,  651,  652,  653,  654,  655,  656,  657,  658,  659,  660, 
661,  662,  663,  664,  665,  666,  667,  668,  669,  670,  671, 

672,  684,  685,  689,  690,  693,  694,  697,  698,  699,  711, 
712,  728,  729,  740,  754,  755,  760,  789,  790,  802,  803, 
804,  851,  852,  861,  862,  864,  875,  886,  897,  900,  902, 
920,  924,  929,  930,  937,  943,  944,  956,  959,  960,  961, 
963,  965,  966,  968,  1008,  1020,  1021,  1022,  1023, 

1024,  1025,  1026,  1028,  1029,  1030,  1031,  1032,  1033, 
1034,  1036,  1037,  1038,  1039,  1040,  1041,  1042,  1043, 
1044,  1045,  1046,  1047,  1048,  1049,  1050,  1051,  1052, 
1053,  1054,  1055,  1056,  1057,  1058,  1059,  1060,  1061, 
1062,  1063,  1064,  1065,  1066,  1067,  1069,  1070,  1071 

Vest,  15,  62,  80,  115,  125,  169,  189,  209,  251,  315,  319, 
398,  462 

Vibration  Roller,  34,  106,  148, 190,  211,  699,  1054 
Viet  Nam,  14,  69,  144,  161,  205,  328,  622,  623 
VLAD,  45, 106, 147, 150, 189, 190,  211,  214,  332,  671,  672, 
698, 1039 

VMMD,  27,  76,  124,  166,  689,  851 

Volcano,  29,  40,  69,  104,  150,  158,  179,  188,  214,  222,  332, 
672,  700,  1070,  1071 

VTC,  25,  106,  144,  190,  220,  697,  1021,  1022 
Walker  Bulldog,  14,  106,  147,  187,  330,  653 


Warfighter  Information  Network  -  Tactical,  42, 106, 138, 
190,  253,  452,  695,  968,  973 

Warhead,  19,  59,  141,  190,  207,  326,  427,  519,  587,  588, 
829,  1003 

Water,  23,  25,  31,  35,  43,  56,  57,  62,  81,  86,  106,  115,  127, 
135,  148,  150,  154,  171,  173,  190,  191,  215,  240,  242, 
246,  256,  260,  320,  324,  332,  479,  549,  647,  674,  685, 
693,  698,  764,  928,  935,  1035,  1049,  1050 
Wet,  15,  16,  70,  89,  118,  128,  161,  176,  203,  236,  316,  320, 
415,  488 

Wheeled,  14,  18,  19,  20,  21,  22,  23,  25,  26,  27,  28,  29,  31, 
32,  34,  36,  37,  39,  40,  41,  42,  45,  47,  48,  50,  51,  52,  53, 
54,  55,  56,  57,  59,  63,  64,  68,  69,  72,  73,  74,  77,  78,  79, 
80,  81,  83,  85,  89,  91,  96,  101,  103,  104,  105,  106,  147, 
148,  149,  150,  151,  154,ifl55,  158,  160,  161,  164,  165, 
167,  168,  170,  171,  172,  173,  174,  175,  176,  177,  178, 
182,  184,  185,  186,  188,  190,  191,  203,  216,  229,  241, 
260,  266,  330,  331,  332,  412,  441,  451,  467,  475,  476, 
546,  548,  568,  653,  654,  655,  656,  657,  658,  659,  660, 
661,  662,  663,  664,  665,  666,  667,  668,  669,  670,  671, 
672,  698,  699,  711,  712,  729,  789,  790,  802,  803,  836, 
864,  872,  886,  900,  902,  920,  927,  929,  943,  944,  959, 
960,  963,  965,  966,  1040,  1041,  1042,  1043,  1044, 

1045,  1046,  1047,  1048,  1049,  1050,  1051,  1052,  1053, 
1054,  1055,  1056,  1057,  1058,  1059,  1060,  1061,  1062, 
1063,  1064,  1065,  1066,  1069,  1070,  1071 
White  Phosphorus,  17,  28,  43,  106,  132,  133,  134,  151, 

152,  183,  210,  239,  324,  533,  692,  693,  910,  912,  915, 

920 

WIN-T,  42,  106,  138,  190,  253,  265,  326,  452,  576,  577, 
695,  730,  968,  973 

Wolverine,  25,  31,  34,  106,  146,  147,  167,  181,  196,  229, 
252,  259,  330,  649,  650,  698,  1032,  1036,  1037,  1038 
WP,  17,  28,  37,  43,  106,  132,  133,  134,  151,  152,  160,  183, 
199,  204,  219,  224,  229,  239,  243,  324,  400,  418,  424, 
468,  530,  531,  533,  574,  668,  692,  693,  910,  912,  920, 

921 

WPS,  22,  106,  150,  190,  332,  673,  705 
WRAP,  26,  106,  150,  184,  227,  332,  673 
WRUE,  43,  106,  150,  190,  240,  332,  674 
X26E,  57,  102,  143,  187,  205,  328,  615 
XM1,  30,  33,  52,  92,  95,  123,  137,  181,  190,  258,  262,  267, 
318,  325,  449,  569,  570,  644 
XM10,  19,  94,  137,  190,  252,  325,  564,  565 
XM100,  33,  40,  96,  139,  183,  190,  261,  267,  326,  578,  695, 
978 

XM1001,  32,  68,  123,  190,  210,  689,  842 
XM1002,  42,  45,  49,  52,  104,  117,  159,  160,  190,  255,  258, 
259,  315,  316,  409,  410,  686,  788 
XM1006,  27,  30,  91,  123,  152,  190,  232,  248,  266,  318, 

448,  689,  845,  846 

XM101,  40,  43,  47,  70,  96,  118,  139,  161,  183,  190,  250, 
267,  316,  326,  413,  414,  578,  687,  798,  799 
XM102,  27,  95,  122,  182,  266,  318,  443 
XM1028,  43,  46,  50,  68,  117,  159,  190,  199,  258,  259,  315, 
406,  407,  686,  785,  786 
XM1029,  35,  69,  123,  152,  211,  318,  446 
XM104,  34,  56,  92,  106,  122,  146,  167,  190,  252,  259,  318, 
330,  435,  443,  649,  698,  1037 
XM1040,  46,  50,  61, 116, 159, 190, 199,  244,  257,  315, 

402,  403,  686,  779,  780 
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XM1061,  48,  51,  87,  133,  152,  190,  218,  220,  324,  529, 

530,  693,  908 

XM1064,  57,  106,  113,  190,  231,  314,  380,  381 
XM1066,  58,  107,  114,  182,  314,  391,  392 
XM107,  42,  85,  139,  190,  226,  258,  326,  586,  696,  993 
XM110,  52,  55,  97, 140, 191,  234,  259,  326,  585,  696,  991, 
992 

XM1112,  31,  52,  60,  106,  123,  148,  152,  191,  260,  265, 

689,  698,  841,  842,  1049,  1050 
XM1113,  27,  78,  150,  168,  216,  699,  1065,  1066 
XM1114,  29,  78,  150,  168,  216,  699,  1065,  1066 
XM1130,  56,  76,  113,  191,  314,  380 
XM1155,  33,  94,  137,  191,  268,  325,  563 
XM1156,  55,  58,  94,  114,  166,  191,  224,  264,  314,  386,  387 
XM1160,  56,  93,  129,  162,  198,  691,  889 
XM141,  26,  65,  114,  158,  314,  388 
XM-145,  27,  89,  140,  191,  249,  696,  990 
XM151,  14,  30,  33,  52,  81,  89,  97,  120,  127,  140,  150,  178, 
188,  191,  217,  218,  259,  266,  320,  326,  332,  486,  585, 
671,  688,815,816,  991,  992 
XM153,  37,  49,  103,  121,  164,  191,  197,  217,  219,  317, 

431,  688,  831 

XM156,  52,  96,  120,  176,  220,  317,  425 

XM17,  37,  95,  120,  183,  217,  688,  819,  820 

XM174,  15,  60,  123,  191,  318,  444 

XM19,  39,  55,  57,  59,  89,  120,  146,  178,  191,  216,  258, 

269,  316,  330,  424,  646,  647,  688,  817 
XM192,  42,  44,  86,  127,  173,  191,  214,  267,  320,  478,  690, 
877 

XM2,  21,  99,  121,  191,  317,  428,  546,  547 
XM20,  39,  89,  120,  178,  258,  316,  424 
XM21,  39,  89,  120,  178,  258,  316,  424,  545,  817,  928,  1038 
XM22,  39,  89,  120,  178,  258,  316,  424,  545,  928,  929,  937 
XM23,  39,  89,  120,  178,  258,  316,  424,  817 
XM230,  22,  100,  114,  191,  314,  384 
XM231,  25,  30,  87,  113,  178,  191,  200,  251,  268,  314,  382, 
383,  685,  757,  758 

XM232,  33,  36,  87,  113,  114,  178,  191,  200,  268,  314,  382, 
383,  685,  758,  759 
XM24E1,  19,  73,  121,  184,  317,  432 
XM25,  28,  101,  143,  191,  258,  328,  613,  618 
XM26,  51,  54,  87,  142,  191,  192,  226,  259,  328,  606,  607, 
618,  697,  1009 

XM279,  34,  99,  143,  183,  697,  929,  1013,  1014 
XM299,  21,  99,  121,  191,  317,  428 
XM3,  21,  99,  121,  191,  317,  428 

XM30,  17,  23,  47,  53,  75,  79,  95,  132,  136,  141,  167,  192, 
199,  208,  224,  323,  325,  327,  538,  554,  555,  591,  594, 
884 

XM303,  26,  70,  119,  162,  266,  316,  422,  824,  826 
XM316,  37,  49,  103,  121,  164,  191,  197,  217,  219,  317, 

431,  688,  831 

XM31E1,  56,  76,  141,  192,  696,  1000 
XM32,  48,  84,  85,  133,  173,  219,  323,  539,  692,  922 
XM320,  50,  53,  55,  62,  75,  123,  192,  226,  243,  318,  446, 
450,  689,  847 


XM322,  45,  97, 142, 182,  224,  327,  602 
XM323,  45,  97, 142, 182,  224,  327,  602 
XM324,  45,  97, 142, 182,  327 

XM326,  55,  56,  95,  101,  132,  137,  186,  192,  220,  240,  325, 
571,  692,  920 

XM34,  14,  50,  65,  85,  115,  141,  157,  173,  245,  263,  315, 
327,  397,  398,  437,  596 
XM35,  50,  65,  115,  157,  315,  398 
XM37,  30,  91,  134,  192,  203,  693,  924,  925 
XM395,  42,  94,  137,  182,  222,  325,  563 
XM45,  23,  59,  62,  135,  192,  221,  324,  551,  552,  947 
XM7,  45,  52,  58, 100, 121, 180, 185,  220,  317,  429,  430, 
431 

XM72,  14,  84,  141,  169,  327,  595 
XM762,  19,  107,  114,  192,  211,  314,  387,  388 
XM765,  19,  107,  114,  192,  314,  387 
XM767,  29,  80,  133,  152,  239,  693,  907,  908 
XM768,  36,  37,  74,  93,  94,  133,  134,  169,  175,  219,  239, 
323,  324,  528,  530,  693,  911,  912 
XM769,  36,  74,  133,  192,  239,  692,  905 
XM777,  25,  86,  124,  157,  228,  318,  382,  383,  384,  385,  456 
XM782,  30,  90,  114,  192,  202,  268,  314,  385,  685,  761 
XM783,  36,  37,  74,  93,  94,  106,  133,  134,  160,  169,  175, 
219,  239,  323,  324,  528,  530,  531,  693,  911,  912 
XM8,  45, 107, 139, 169,  214,  326,  430,  431,  577,  578 
XM80,  14,  85,  141,  173,  245,  327,  389,  596 
XM816,  36,  39,  80,  134,  160,  175,  192,  219,  239,  324,  532, 
693,  912,  913 

XM834,  17,  106,  134,  183,  324,  534 

XM84,  28,  101,  122,  123,  186,  192,  232,  266,  318,  444, 

689,  841 

XM892,  43,  73,  114,  193,  314,  391 
XM908,  39 

XM915,  24,  71,  113,  159,  258,  313,  379 
XM916,  24,  71,  113,  159,  258,  313,  379 
XM93,  29,  76,  119,  157,  218,  316,  423,  812 
XM930,  26,  32,  43,  67,  79,  107,  132,  151,  192,  239,  268, 
323,  534,  692,  915,  916,  918,  921,  922 
XM931,  23,  74,  122,  192,  199,  317,  436,  437 
XM95,  31,  34,  42,  89,  96,  133,  139,  152,  179,  192,  193, 

210,  219,  231,  267,  323,  326,  539,  540,  541,  579,  695, 
979,  980 

XM96,  36,  42,  84,  89,  122,  133,  179,  193,  210,  219,  323, 
539,  540,  541,  689,  840 
XM97,  29,  76,  119,  157,  218,  316,  423,  812 
XM98,  29,  35,  66,  76,  119,  123,  124,  152,  157,  214,  218, 
248,  316,  423,  689,  812,  849,  850 
XM982,  24,  43,  47,  53,  71,  73,  114,  182,  193,  213,  220, 

258,  262,  314,  389,  390,  391,  759 
XM983,  26,  32,  67,  79,  132,  151,  239,  268,  323,  534,  692, 
915 

XM99,  29,  35,  66,  123,  124,  152,  214,  248,  689,  849,  850 
XM993,  22,  61,  140,  160,  257,  326,  581 
YO-3A,  15,  107,  110,  193,  240,  312,  352 
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Distribution. 

This  distribution  list  applies  to  all  3  volumes  of  this  report  where  a  reference  to  one  copy  refers 
to  the  entire  3  volume  set. 

Copies  Organization 

1  HC  DIRECTOR 
W/CD  US  ARMY  RESEARCH  LAB 
RDRL-D 

2800  POWDER  MILL  RD 
ADELPHI  MD  20783-1197 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDR-HRM-A 
MR.  J  MARTIN 
MYER  CENTER  RM  2D31 1 
FT  MONMOUTH  NJ  07703-5601 

1  HC  US  ARMY  RSCH  LAB 
W/CD  A  DAVISON 

320  MANSCEN  LOOP  STE  1 15 
FT  LEONARD  WOOD  MO  65473 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-D 
DR.  T  DAVIS 
BLDG  5400  RM  C242 
REDSTONE  ARSENAL  AL  35898-7290 

1  HC  U.S.  ARMY  RESEARCH  LABORATORY  FIELD  ELEMENT 
W/CD  ATTN  RDRL-HRM-DE 
MS  A  MARES 
BLDG  516ARM  205 
FT  BLISS  TX  79906 
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1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-DI 
MR.  J  MINNINGER 
BLDG  5400  RM  C242 
REDSTONE  ARSENAL  AL  35898-7290 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-DG 

MR.  R  SPINE 
BUILDING  333 

PICATINNY  ARSENAL  NJ  07806-5000 

1  HC  ARL  HRED  ARMC  FLD  ELMT 
W/CD  ATTN  RDRL-HRM-CH 

MS.  C  BURNS 

BLDG  1467B  ROOM  336 
THIRD  AVENUE 
FT  KNOX  KY  40121 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  AVNC  FIELD  ELEMENT 
ATTN  RDRL-HM-DJ 
MR.  D  DURBIN 
BLDG  4506  (DCD)  RM  107 
FT  RUCKER  AL  36362-5000 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-CK 
MR.  J  REINHART 
10125  KINGMAN  RD 
FT  BEL  VOIR  VA  22060-5828 

10  HC  ARMY  RSCH  LABORATORY  -  HRED 
10  CD  ATTN  RDRL-HRM-AV 
HQ  USAOTC 
DR.  S  MIDDLEBROOKS 
91012  STATION  AVE  ROOM  348 
FT  HOOD  TX  76544-5073 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-  HRM-YA 
MR.  M  BARNES 

2520  HEALY  AVE  STE  1 172  BLDG  51005 
FT  HUACHUCA  AZ  85613-7069 
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1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HR-MP 
MS.  D  UNGV ARSKY 
POPE  HALL  BLDG  470  BCBL 
806  HARRISON  DR 
FT  LEAVENWORTH  KS  66027-2302 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-AJ 
DR.  J  HANSBERGER 
JFCOM  JOINT  EXPERIMENTATION  J9 
JOINT  FUTURES  LAB 
115  LAKE  VIEW  PARKWAY  SUITE  B 
SUFFOLK  VA  23435 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-DQ 
DR.  M  R  FLETCHER 
US  ARMY  SBCCOM 
NATICK  SOLDIER  CTR 
AMSRD  NSC  SS  E  BLDG  3  RM  341 
NATICK  MAO  1760-5020 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-  HRM-AT 
DR.  J  CHEN 

12423  RESEARCH  PARKWAY 
ORLANDO  FL  32826 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-AS 
MR  C  MANASCO 

SIGNAL  TOWERS  BLDG  29808A  RM  303 
FORT  GORDON  GA  30905-5233 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-CU 
MS.  D  BLAKESLEE 
6501  E  1 1  MILE  RD  MAIL  STOP  284 
BLDG  200A  2ND  FL  RM  2104 
WARREN  MI  48397-5000 

1  HC  ARL  FIRES  CENTER  OF  EXCELLENCE 
W/CD  FIELD  ELEMENT 

ATTN  RDRL-HRM-AF 
MR  C  HERNANDEZ 
3040  AUSTIN  ROAD  ROOM  221 
FORT  SILL  OK  73503-9043 

1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-DW 
DR.  E  REDDEN 
BLDG  4  ROOM  332 
FT  BENNING  GA  31905-5400 
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1  HC  ARMY  RSCH  LABORATORY  -  HRED 
W/CD  ATTN  RDRL-HRM-CN 
MR.  R  SPENCER 
DCSFDI  HF 

HQ  USASOC  BLDG  E2929 
FORT  BRAGG  NC  28310-5000 

1  CD  ARMY  G1 
ATTN  DAPE 
DR  B  KNAPP 

300  ARMY  PENTAGON  ROOM  2C489 
WASHINGTON  DC  20310-0300 

1  CD  ARMY  G1 
ATTN  DAPE 
DR  M  DRILLINGS 

300  ARMY  PENTAGON  ROOM  2C489 
WASHINGTON  DC  203 10-0300 

1  CD  ARMY  G1 
ATTN  DAPE 
DR  J  WARNER 

300  ARMY  PENTAGON  ROOM  2C489 
WASHINGTON  DC  203 10-0300 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  METHODOLOGY  AND  ANALYSIS  DIR 
ATTN  TEOT  MA 

MR.  WAYLAND  SMITH 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  TRANSFORMATION  TECH  DIR 
ATTN  TEOT-TT 

MS.  GAYLE  SHULL 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  EXECUTIVE  DIRECTOR 
ATTN  TEOT-ED 

MR.  JAMES  AMATO 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  DEPUTY  EXECUTIVE  DIRECTOR 
ATTN  TEOT-DED 

MS.  SARA  VAN  DUSEN 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 
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1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  AVIATION  TEST  DIRECTORATE 
ATTN  TEOT-AV 
COL  GREGORY  BROCKMAN 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  MANEUVER  TEST  DIRECTORATE 
ATTN  TEOT-MN 
COL  STEVEN  DUKE 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  BATTLE  COMMAND  & 

COMMUNICATIONS  TEST 
DIRECTORATE 
ATTN  TEOT-BC 
MR.  MICHAEL  NOTT 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  MANEUVER  SUPPORT  & 

SUSTAINMENT  TEST  DIRECTORATE 
ATTN  TEOT-MS 
COL  BRIAN  DOSA 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  AIRBORNE  &  SPECIAL  OPS  TEST 
DIRECTORATE 
ATTN  TEOT-AB 
COL  MARSHALL  HAGEN 
2175  REILLY  ROAD,  STOP  A 
FORT  BRAGG,  NC  28310-5000 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  FIRE  SUPPORT  TEST 
DIRECTORATE 
COL  DAVE  WELLONS 
BLDG  1655,  RANDOLPH  RD 
FORT  SILL,  OK  73503 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  FUTURES  INTEGRATION  TEST 
DIRECTORATE 
ATTN  TEOT-FI 
MR.  CHARLIE  YOUNGS 
91012  STATION  AVENUE 
FORT  HOOD  TX  76544-5068 
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1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  INTEL  ELECTRONIC  WARFARE  TEST 
DIRECTORATE 
ATTN  TEOT-IE 
COL  CONRAD  CHRISTMAN 
80706  HAYES  HALL 
FORT  HUACHUCA,  AZ  85613-7000 

1  HC  US  ARMY  OPERATIONAL  TEST  COM 
W/CD  AIR  DEFENSE  ARTILLERY  TEST 
DIRECTORATE 
ATTN  TEOT-AD 
MR.  RAYMON  MARTINEZ 
BLDG  1660,  JEB  STUART  RD 
FORT  BLISS  TX  79916-812 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  TECHNICAL  DIRECTOR 
ATTN  TEAE-TD 
MR.  F  APICELLA 
4120  SUSQUEHANNA  AVE 
ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  BALLISTIC  MISSILE  DEFENSE 
EVALUATION  DIRECTORATE 
ATTN  TEAE-BM 
COL  S  REED 
106  WYNN  DRIVE 
HUNTSVILLE,  AL  35805 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  COMMAND  AND  CONTROL 
EVALUATION  DIRECTORATE 
ATTN  TEAE-CE 
COL  R  WILLIAMS 
4120  SUSQUEHANNA  AVE 
ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  COUNTER  IMPROVISED  EXPLOSIVES 
EVALUATION  DIRECTORATE 
ATTN  TEAE-CI 
MR  C  MOOSMANN 
4120  SUSQUEHANNA  AVE 
ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  FIRES 

EVALUATION  DIRECTORATE 
ATTN  TEAE-FI 
COL  T  TRAVAS 

BLDG  515-B,  3rd  FLOOR,  1733  PLEASONTON  RD 
FORT  BLISS,  TX  79916-6812 
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1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  FUTURE  FORCE 

EVALUATION  DIRECTORATE 

ATTN  TEAE-FI 

COL  T  FREELON 

4120  SUSQUEHANNA  AVE 

ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  INTEGRATED  LOGISTICS  SUPPORT 
DIRECTORATE 
ATTN  TEAE-IL 
LTC  E  PARKER 
4120  SUSQUEHANNA  AVE 
ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  INTEGRATED  LOGISTICS  SUPPORT 
DIRECTORATE 

MANPRINT  AND  FUTURE  FORCES  DVISION 
ATTN  TEAE-ILM 
MR  J  SENO 

4120  SUSQUEHANNA  AVE 

ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  INTELLIGENCE 

EVALUATION  DIRECTORATE 

ATTN  TEAE-IE 

COL  S  STEWART 

4120  SUSQUEHANNA  AVE 

ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  MANEUVER  AIR 

EVALUATION  DIRECTORATE 

ATTN  TEAE-MA 

COL  D  BRIDGE 

4120  SUSQUEHANNA  AVE 

ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  MANEUVER  AIR 

EVALUATION  DIRECTORATE 

ATTN  TEAE-MA 

COL  D  BRIDGE 

4120  SUSQUEHANNA  AVE 

ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  MANEUVER  GROUND 

EVALUATION  DIRECTORATE 
ATTN  TEAE-MG 
COL  K  TODD 

4120  SUSQUEHANNA  AVE 

ABERDEEN  PROVING  GROUND,  MD  21005-3013 
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1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  RELIABILITY  AND  MAINT AINBILITY 
DIRECTORATE 
ATTN  TEAE-RE 
DR.  M  CUSHING 
4120  SUSQUEHANNA  AVE 
ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  SURVIVABILITY 
DIRECTORATE 
ATTN  TEAE-SV 
MR.  R  LAUGHMAN 
4120  SUSQUEHANNA  AVE 
ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  EVALUATION  CENTER 
W/CD  SUSTAINMENT 

EVALUATION  DIRECTORATE 

ATTN  TEAE-SE 

COL  E  LILLIEWOOD 

4120  SUSQUEHANNA  AVE 

ABERDEEN  PROVING  GROUND,  MD  21005-3013 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  TECHNICAL  DIRECTOR 
ATTN  TEDT 
MR.  M  ETZINGER 
314  LONGS  CORNER  ROAD 
ABERDEEN  PROVING  GROUND,  MD  21005-5055 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  DIRECTORATE  FOR  TEST  MANAGEMENT 
ATTN  TEDT-TM 
MR.  R  MIELE 

314  LONGS  CORNER  ROAD 

ABERDEEN  PROVING  GROUND,  MD  21005-5055 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  ABERDEEN  TEST  CENTER 
ATTN  TEDT-AT 
COL  J  ROONEY 
400  COLLERAN  ROAD 

ABERDEEN  PROVING  GROUND,  MD  21005-5059 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  AVIATION  TECHNICAL  TEST  CENTER 
ATTN  TEDT-AC 
COL  C  SULLIVAN 

CAIRNS  ARMY  AIRFIELD,  BLDG  30601 
FORT  RUCKER,  AL  36362-5276 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  DUGWAY  PROVING  GROUND 
ATTN  TEDT-DP 
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COL  R  JONES 
BLDG  5450 

DUGWAY,  UT  84022-5000 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  REDSTONE  TECHNICAL  TEST  CENTER 
ATTN  TEDT-RT 
MR.  T  BYRD 
BLDG  8716 

REDSTONE  ARSENAL,  AL  3589-8052 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  WHITE  SANDS  MISSILE  RANGE 
ATTN  TEDT-WS 
BG  D  MANN 

100  HEADQUARTERS  AVE 
WSMR,  NM  88002-5000 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  ELECTRONIC  PROVING  GROUND 
ATTN  TEDT-EP 
COL  C  RASMUSSEN 
2000  ARIZONA  STREET,  BLDG  56301 
FORT  HUACHUCA,  AZ  85613-7063 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  YUMA  PROVING  GROUND 
ATTN  TEDT-YP 
COL  J  BULLINGTON 
301  C  STREET 
YUMA,  AZ  85365-9498 

1  HC  US  ARMY  DEVELOPMENT  TEST  COMMAND 
W/CD  U.S.  ARMY  YPG-COLD  REGIONS  TEST  CENTER 
ATTN  TEDT-YPC 
LTC  V  MALONE 
P.O.  BOX  35068 

FORT  WAINWRIGHT,  AK  99703 
ABERDEEN  PROVING  GROUND 


1  HC  DIR  USARL 
9  HCs  DIRECTOR 

9  CDs  US  ARMY  RSCH  LABORATORY 
ATTN  RDRL-CIM-G 

MS.  S  FOPPIANO 
ATTN  RDRL-HR 

DR.  L  ALLENDER 
ATTN  RDRL-HR 

LTC  MOSES 
ATTN  RDRL-HRM 

DR.  P  SAVAGE  KNEP  SHIELD 
ATTN  RDRL-HRM 

MR.  J  LOCKETT 
ATTN  RDRL-HRM-B 
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MS.  J  WOJCIECHOWSKI 
ATTN  RDRL-HRM-B 

MR.  M  GOLDEN 
ATTN  RDRL-HRM 

MS.  K  CHAILLOU 
ATTN  RDRL-HRS-E 

DR.  D  HEADLEY 
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NO.  OF 

COPIES  ORGANIZATION 


1  DEFENSE  TECHNICAL 
(PDF  INFORMATION  CTR 
only)  DTIC  OCA 

8725  JOHN  J  KINGMAN  RD 
STE  0944 

FORT  BELVOIR  VA  22060-6218 

1  DIRECTOR 

US  ARMY  RESEARCH  LAB 
IMNE  ALC  HRR 
2800  POWDER  MILL  RD 
ADELPHI  MD  20783-1197 

1  DIRECTOR 

US  ARMY  RESEARCH  LAB 
RDRL  CIM  L 
2800  POWDER  MILL  RD 
ADELPHI  MD  20783-1197 

1  DIRECTOR 

US  ARMY  RESEARCH  LAB 
RDRL  CIM  P 
2800  POWDER  MILL  RD 
ADELPHI  MD  20783-1197 


ABERDEEN  PROVING  GROUND 

1  DIR  USARL 

RDRL  CIM  G  (BLDG  4600) 


